Google 


This  is  a  digital  copy  of  a  book  that  was  preserved  for  generations  on  library  shelves  before  it  was  carefully  scanned  by  Google  as  part  of  a  project 

to  make  the  world's  books  discoverable  online. 

It  has  survived  long  enough  for  the  copyright  to  expire  and  the  book  to  enter  the  public  domain.  A  public  domain  book  is  one  that  was  never  subject 

to  copyright  or  whose  legal  copyright  term  has  expired.  Whether  a  book  is  in  the  public  domain  may  vary  country  to  country.  Public  domain  books 

are  our  gateways  to  the  past,  representing  a  wealth  of  history,  culture  and  knowledge  that's  often  difficult  to  discover. 

Marks,  notations  and  other  maiginalia  present  in  the  original  volume  will  appear  in  this  file  -  a  reminder  of  this  book's  long  journey  from  the 

publisher  to  a  library  and  finally  to  you. 

Usage  guidelines 

Google  is  proud  to  partner  with  libraries  to  digitize  public  domain  materials  and  make  them  widely  accessible.  Public  domain  books  belong  to  the 
public  and  we  are  merely  their  custodians.  Nevertheless,  this  work  is  expensive,  so  in  order  to  keep  providing  tliis  resource,  we  liave  taken  steps  to 
prevent  abuse  by  commercial  parties,  including  placing  technical  restrictions  on  automated  querying. 
We  also  ask  that  you: 

+  Make  non-commercial  use  of  the  files  We  designed  Google  Book  Search  for  use  by  individuals,  and  we  request  that  you  use  these  files  for 
personal,  non-commercial  purposes. 

+  Refrain  fivm  automated  querying  Do  not  send  automated  queries  of  any  sort  to  Google's  system:  If  you  are  conducting  research  on  machine 
translation,  optical  character  recognition  or  other  areas  where  access  to  a  large  amount  of  text  is  helpful,  please  contact  us.  We  encourage  the 
use  of  public  domain  materials  for  these  purposes  and  may  be  able  to  help. 

+  Maintain  attributionTht  GoogXt  "watermark"  you  see  on  each  file  is  essential  for  in  forming  people  about  this  project  and  helping  them  find 
additional  materials  through  Google  Book  Search.  Please  do  not  remove  it. 

+  Keep  it  legal  Whatever  your  use,  remember  that  you  are  responsible  for  ensuring  that  what  you  are  doing  is  legal.  Do  not  assume  that  just 
because  we  believe  a  book  is  in  the  public  domain  for  users  in  the  United  States,  that  the  work  is  also  in  the  public  domain  for  users  in  other 
countries.  Whether  a  book  is  still  in  copyright  varies  from  country  to  country,  and  we  can't  offer  guidance  on  whether  any  specific  use  of 
any  specific  book  is  allowed.  Please  do  not  assume  that  a  book's  appearance  in  Google  Book  Search  means  it  can  be  used  in  any  manner 
anywhere  in  the  world.  Copyright  infringement  liabili^  can  be  quite  severe. 

About  Google  Book  Search 

Google's  mission  is  to  organize  the  world's  information  and  to  make  it  universally  accessible  and  useful.   Google  Book  Search  helps  readers 
discover  the  world's  books  while  helping  authors  and  publishers  reach  new  audiences.  You  can  search  through  the  full  text  of  this  book  on  the  web 

at|http: //books  .google  .com/I 


I 


jij.iei, Google 


/^, 


,1.0,  Google 


,1.0,  Google 


,1.0,  Google 


izecDy  Google 


ELF.MENTS    OF 
ELECTROMAGNETIC   THEORY 


mzec^v  Google 


Jlg^yy^o. 


DigiiiLo,  Google 


ELEMENTS 


^^'t^ 


ELECTROMAGNETIC  THEORY 


S:  J.  BARNETT,  Ph.D. 
Assistant  Pkofescor  of  Physics 

LxLAND  Stanford,  Jr.,  University 


THK    MACMILLAN   COMPANY 

LONDON  :   MACMILLAN  &  CO.,  Ltd. 

1903 

All  right!  mervid 


,i.oD,Google        


Set  up,  «kcDotyped  uid  priDtBd  September,  1903 


itizecDyGoOJ^Ic 


CKATITUDB  AND  AFFECTION 


PROFESSOR   FRANCIS  H.    SMITH,   LL.D. 


UNIVERSITY  OF  VIRGINIA 


•laiQO?  "•-"•Googl'-' 


,1.0,  Google 


PREFACE. 

In  this  treatise  I  have  tried  to  present  in  systematic  and  defi- 
nite form  a  simple,  rigorous,  and  thoroughly  modem  introduc- 
tion to  the  fundamental  principles  of  electromagnetic  theory, 
together  with  some  of  the  simpler  of  their  more  interesting  and 
important  non-technical  applications.  The  work  makes  no  pre- 
tense to  completeness,  but  is  written  for  the  serious  student  of 
physics,  who  will  make  liberal  use  of  more  detailed  treatises,  of 
hand-books,  and  of  journals,  as  occasion  demands. 

I  am  of  course  indebted  to  many  books  and  memoirs.  My 
oblations  are  especially  great,  as  the  most  cursory  examination 
of  the  book  will  show,  to  the  works  of  Maxwell,  Heaviside,  and 
Poynting.  I  am  also  much  indebted  to  Professor  A,  G.  Webster 
for  the  use  of  a  number  of  excellent  diagrams  from  his  treatise 
on  electrical  theory. 

S.  J.  Barnett. 
Stanfokd  Untveesity,  California 
June,  1903. 
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Elements  of 
electromagnetic  theory. 

CHAPTER    I. 
GENERAL  ELECTROSTATIC  THEORY. 

1.  Electrifloation  by  Contaot  FositiTe  and  ITeg&tive  Charges. 
Let  one  end  of  an  ebonite  rod  and  a  dry  woolen  cloth  be  rubbed 
or  strongly  pressed  together  and  then  separated  ;  and  let  a  second 
rod  and  cloth  be  treated  in  the  same  way  :  The  rubbed  part  of 
each  cloth  will  be  found,  on  trial,  to  be  attracted  toward  the 
rubbed  part  of  each  rod,  while  the  rubbed  part  of  each  cloth  will 
be  repelled  from  the  rubbed  part  of  the  other  cloth,  and  the 
rubbed  part  of  each  rod  from  the  rubbed  part  of  the  other  rod. 

These  are  examples  of  electric  phenomena.  The  region  in 
which  they  are  manifested  is  called  an  electric  field  (§  1 1),  and 
the  medium  which  permeates  this  region  —  air  and  aether  in  the 
above  case  —  and  through  which  electric  influences  are  trans- 
mitted is  called  a  dielectric.  The  parts  of  the  ebonite  and  wool 
rubbed  together  are  said  to  be  electrified,  or  to  possess  electric 
charges.  The  two  pieces  of  woolen  cloth  are  said  to  have  like 
charges,  since  they  were  similarly  treated  and  since  what  is 
repelled  from  (Mie  is  repelled  from  the  other,  and  what  is  attracted 
toward  one  is  attracted  toward  the  other.  Similarly,  the  two 
ebonite  rods  are  said  to  have  like  charges.  But  the  wool  and  the 
ebonite  are  said  to  have  unlike  or  opposite  charges,  since  what  is 
repelled  from  one  is  attracted  toward  the  other. 
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2  ELEMENTS   OF   ELECTROMAGNETIC  THEORY. 

Like  ebonite  and  wool,  any  two  different  substances,  or  por- 
tions of  the  same  substance  in  different  physical  conditions, 
exhibit  electric  properties  after  intimate  contact  and  separation. 
One  of  the  bodies  behaves  like  ebonite  rubbed  with  wool,  the 
other  like  the  wool. 

An  electric  charge  like  that  of  wool  after  contact  with  ebonite 
is  called  a  positive  charge,  and  a  cliarge  like  that  of  the  ebonite, 
a  negative  charge.  The  tenns  positive  and  negative  are  justified 
by  the  opposite  properties  of  the  two  kinds  of  electrification,  but 
there  is  no  reason  except  convention  and  resulting  convenience 
why  the  two  terms  should  not  be  interchanged. 

In  addition  to  the  forces  between  electrified  bodies,  forces  are 
found  to  exist,  in  general,  between  an  electrified  body  and  an 
insulator  (g  2)  not  electrified  (Chapters  IV.  and  VI.). 

2.  Condaoton  and  Insolatori.  Eleotrifloation  by  Coadactioa. 
A  rod  of  ebonite  electrified  at  one  end  exhibits  electric  properties 
only  at  that  end;  while  a  rod  of  metal,  held  by  an  ebonite 
handle  and  electrified  at  one  end,  becomes  electrified  at  once 
(apparendy)  all  over  its  surface.  Substances  like  the  metals,  by 
which  an  electric  charge  is  distributed  with  extreme  rapidity,  so 
as  to  come  into  a  state  of  equilibrium  within  (usually)  a  small 
fraction  of  a  second,  are  called  electric  conductors.  A  body 
charged  by  connection  with  an  electrified  body  through  a  con- 
ductor, like  the  far  end  of  the  metal  rod  mentioned  above,  is  said 
to  be  electrified  by  conduction.  Substances  like  ebonite,  over  or 
through  which  an  electric  charge  is  transferred  only  with  extreme 
slowness,  are  called  electric  insulators  or  non-conductors. 

Among  ordinary  molecular  substances  perfect  insulators  and 
perfect  conductors  do  not  exist,  no  such  substance  completely 
and  for  an  indefinite  time  preventing  all  transfer  of  electrification, 
and  all  offering  more  or  less  obstruction  to  such  transfer.  There 
is  every  reason  to  believe,  however,  that  free  aether  (a  "  vacuum  ") 
and  clean  dry  gases  containing  no  (electrolytically)  dissociated 
molecules  have  the  properties  of  a  perfect  insulator  (Chapter  IX.), 
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Among  substances  possessing  high  conductivity  are  the  metals, 
graphite,  and  salt  or  acid  solutions;  among  those  with  high  in- 
sulating properties  are  (undisso dated)  gases,  fused  quartz  (cold 
and  in  the  solid  state),  ebonite,  cold  glass,  silk,  and  wool.  A 
substance  which  is  an  excellent  insulator  in  one  condition,  how- 
ever, may  in  another  condition  have  the  properties  of  a  conductor. 
Thus  cold  glass  is  an  excellent  insulator,  but  as  the  temperature 
is  raised  its  insulating  properties  disappear.  Also,  under  very 
great  electric  stress  the  insulating  properties  of  all  molecular 
substances  break  down. 

A  body  completely  surrounded  with  insulators  is  said  to  be 
insulated. 

A  conductor  can  be  completely  discharged  by  bringing  it  into 
contact  at  any  one  point  with  the  inner  surface  of  a  hollow  closed 
conductor  (§  4),  such  as  the  walls  of  the  room  within  which  the 
experiments  are  performed,  provided  there  are  no  (insulated) 
electrified  bodies  within.  When  connected  to  the  walls  of  the 
room,  or  the  earth,  the  conductor  is  said  to  be  earthed.  From 
an  insulator  the  electrification  can  be  entirely  removed  only  by 
applying  a  conductor  at  every  electrified  point,  e.  g.,  by  immers- 
ing it  in  a  conducting  gas  or  liquid. 

3.  Eleotrifloation  by  tndactioiL  An  insulated  conductor,  when 
brought  near  an  electrified  body,  (.  e.,  into  an  electric  field,  itself 
becomes  electrified.  Examined  by  the  methods  of  §  i,  the 
charges  of  the  more  remote  and  nearer  ends  of  the  conductor  arc 
found  to  be  similar  and  opposite,  respectively,  to  that  of  the 
original  electrified  body.  A  conductor  electrified  in  this  manner 
is  said  to  be  electrified  by  induction. 

If  the  conductor,  while  still  insulated,  is  removed  from  the 
electric  field,  all  signs  of  electrification  disappear.  But  if,  while 
still  in  the  field,  it  is  connected  with  the  walls,  or  earthed,  the 
electrification  similar  to  that  of  the  original  chatted  body  disap- 
pears, while  the  opposite  electrification  of  the  near  end  remains. 
If  the  conductor  b  now  insulated  and  removed  from  the  original 


izecy  Google 


4  ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

electric  field,  this  charge  becomes  more  evenly  distributed  over 
its  surface  (§  42).  In  this  manner  any  number  of  conductors 
may  be  given  charges  opposite  to  that  of  a  given  electrified  body 
without,  as  may  be  proved  by  the  method  of  §  5,  diminishing  or 
increasing  the  latter's  electrification. 

4-8.  Experiments  with  Hollow  Closed  Condncton.  Electric 
Screens.  Let  A  denote  an  insulated  hollow  conductor  having  a 
closely  fitting  conducting  lid,  B,  with  an  insulating  handle.  Let ; 
A  be  connected  with  an  electroscope  or  electrometer  (Chapter' 
in.),  C,  by  means  of  which  any  change  in  the  state  of  electri- 
fication of  its  exterior  (or  interior)  surface  may  be  detected  ;  and 
let  A  be  kept  closed  except  when  another  body  is  being  intro- 
duced into  its  cavity,  or  removed  therefrom,  or  its  position  in- 
side (or  outside)  altered. 

4.  (i)  Let  the  electrometer  be  placed  outside  of  A.  If  A  is 
initially  unelectrified,  and  an  insulated  Melectrified  conductor,  D, 
is  now  introduced  into  A  without  touching  it,  the  inner  and  outer 
surfaces  of  A  will  become  electrified  by  induction  (§  3)  with 
charges  opposite  and  similar,  respectively,  to  that  of  D.  And 
the  electrification  of  the  external  surface,  as  indicated  by  the 
electrometer,  will  be  found  to  remain  absolutely  unaltered  how- 
soever D  is  moved  about  within,  even  when  it  is  brought  into 
contact  with  A  ;  but  Z>,  on  being  insulated  after  contact,  and  then 
removed  from  A's  interior,  will  be  found  completely  discharged. 
This  process  may  be  repeated  indefinitely,  D  always  becoming 
completely  discharged  on  coming  into  contact  with  the  inner 
surface  of  A.  If  A  is  initially  electrified  in  any  manner,  the  phe- 
nomena will  be  precisely  the  same,  except  that  the  external 
electrification  and  the  corresponding  indication  of  the  electrom- 
eter will  be  different, 

(2)  Let  the  electrometer  be  placed  Ayithin  A,  either  connected 
with  A  metallically,  or  insulated  therefrom.  In  this  case  it  will 
be  found  that  if  there  are  insulated  chained  bodies  within  A,  the 
electrometer  will  give  a  certain  deflection  ;  that  if  there  are  no 
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insulated  electrified  bodies  within  A,  the  electrometer  will  give 
no  deflection ;  and  that  its  indication  in  either  case  will  remain 
absolutely  unaltered  howsoever  the  electrification  of  the  exterior 
of  A  or  of  external  bodies  is  changed,  even  if  ^  is  connected  to 
the  walls  of  the  room. 

These  experiments  are  due  to  Faraday,  who  constructed  for  the 
purpose  of  performing  (2)  a  closed  conductor  lai^e  enough  to  en- 
able him  to  make  the  observations  while  himself  inside  the  cavity. 

An  experiment  similar  in  principle  to  those  of  Faraday,  but 
less  general,  performed  earlier  by  Cavendish  and  repeated  later 
by  Maxwell  with  all  the  precision  of  modem  investigation,  gave 
identical  results. 

From  the  experiments  just  described  it  follows  that,  when 
there  is  electrical  equilibrium, 

1.  An  electric  charge  cannot  exist  in  the  substance  of  a  con- 
ductor, or  OH  the  inner  surface  of  a  hollow  closed  conductor 
(unless  there  are  insulated  electrified  bodies  within).  For  D,  on 
being  removed  from  A,  of  whose  substance  it  formed  a  part, 
electrically,  while  in  contact,  was  always  unelectrified. 

2.  An  electric  field  (§  11)  does  not  exist  ivilkin  the  kollow 
(fa  closed  conductor  (unless  there  are  charges  inside).  For  in 
(2)  the  electrometer  was  unaffected  (by  induction  or  otherwise) 
no  matter  what  the  external  electrification,  except  when  there 
were  insulated  charges  within. 

3.  The  electric  charges  and  electric  fields  within  and  ■without  a 
hollow  closed  conductor  are  absolutely  independent  of  one  another. 
The  conducting  shell  thus  completely  screens  each  of  these  re- 
gions from  all  static  effects  in  the  other. 

4.  An  electric  field  does  not  exist  within  the  substance  of  a  cort- 
ductor.     See  §  15. 

5.  Sqnal  Chai^ot.  Two  electric  chaises  of  the  same  sign 
are,  by  definition,  of  the  same  magnitude  if  they  produce  the 
same  effect  on  the  electrification  of  the  vessel  A  when  intro- 
duced in  succession  separately. 
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Similarly,  two  charges  of  opposite  signs  are,  by  definition, 
equal  in  magnitude  if  they  produce  no  eflect  on  the  electrification 
of  A  when  introduced  simultaneously. 

These  definitions  are  independent  of  the  particular  closed 
conductor  A  used,  as  two  chaises  defined  as  equal  by  means  of 
one  such  vessel  are  found  to  remain  equal  when  tested  in  the 
same  way  with  any  other  hollow  closed  conductor. 

6.  Poiitivfl  and  ITe^atiTe  Chai^ei  are  Alwayi  Developed 
SimnltaneoaBly  in  Eiiual  Amoonts.  If  two  bodies  electrified  by 
contact  are  introduced  into  the  vessel  A  simultaneously,  the  in- 
dication of  the  electrometer  remains  unaltered. 

If  an  electrified  body  is  insulated  within  A,  and  if  an  insulated 
uncharged  conductor  is  then  introduced  in  addition,  the  latter 
becomes  electrified  by  induction,  in  conformity  with  §  3,  but  the 
indication  of  the  electrometer  remains  unaltered. 

In  these  cases,  therefore,  positive  and  negative  chaises  are 
developed  in  equal  amounts  (§  5);  and  in  the  same  way  it  may 
be  shown  that  this  is  always  the  case,  howsoever  the  electrifica- 
tion is  produced. 

7.  The  Total  Quantity  of  Electrificatioa  is  Unaltered  by  Con- 
duction. If  the  two  insulated  bodies  of  the  last  experiment  are 
brought  into  contact  with  one  another  while  inside  the  vessel  A,  or 
if  they  are  brought  into  contact  with  the  inner  surface  of  A  itself, 
conduction  occurs,  but  no  effect  on  the  external  electrification  is 
produced.  From  this  it  follows  that  when  conduction  occurs, 
the  total  (algebraic)  amount  of  electrification  is  unaltered. 

Corollary.  The  charges  induced  on  the  inner  and  outer  sur- 
faces of  A  when  an  electrified  body  is  introduced  and  insulated 
within,  as  in  §  4,  are  each  of  the  same  magnitude  as  that  of  the 
iiisidated  body.  For  when  D  touches  A,  the  charges  of  D  and 
the  inner  surface  of  A  completely  disappear  by  conduction,  since 
D  on  removal  is  unelectrified  ;  thus  their  algebraic  sum  is  zero. 
And  the  (opposite)  charges  on  the  inner  and  outer  surfaces, 
being  induced,  must,  by  §  6,  be  equal  in  magnitude. 
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8.  Electric  Charges  of  Both  Einds  Heasored  in  Terma  of  a 
Single  Arbitrary  ITnit  In  addition  to  the  hollow  conductor  A 
of  §§  4—7,  let  there  be  provided  another  similar  insulated  vessel 
B,  sufficiently  large  to  admit  A  through  its  opening ;  and  let  the 
conductor  D  be  given  a  certain  charge  (suppose  positive  for  the 
sake  of  definiteness),  which  will  be  adopted  as  a  provisional  unit. 

If  now  D  is  brought  within  A  and  kept  insulated,  the  outer 
surface  of  A  will  have  unit  positive  charge.  If  A  is  brought  in- 
side B  and  then  into  contact  with  it,  this  charge  will  disappear,  as 
will  also  the  charge  induced  on  ^'s  inner  surface,  leaving  the 
outside  of  B  with  unit  positive  charge,  \i  A  is  now  removed 
from  B'^  interior  and  then  D  from  A,  the  negative  charge  in- 
duced on  A's  inner  surface  will  pass  to  the  outer  surface  and 
will  disappear  when  A  is  discharged.  This  complete  process 
may  be  repeated  any  number  of  times.  Each  time  B  will  acquire 
an  additional  unit  positive  charge,  and  thus  may  be  given  a 
measured  positive  charge  which  is  any  int^ral  multiple  of  the 
original  unit. 

To  give  B  a  negative  charge  measured  in  terms  of  the  same  unit, 
the  outer  surface  of  A  must  be  brought  into  contact  with  the 
inner  surface  of  a  hollow  closed  conductor  after  the  introduction 
of  D,  when  the  positive  charge  will  disappear  from  the  outside, 
leaving  unit  negative  charge  upon  the  inner  surface.  When  D 
is  removed,  this  charge  will  pass  to  the  outer  surface  of  A,  and 
will  be  given  up  wholly  to  B  when  A  is  brought  into  contact 
with  B's  interior,  B  will  now  have  unit  negative  charge,  and  by 
removing  A  and  repeating  the  process  may  be  given  any  number 
of  units  negative  charge  desired. 

To  obtain  any  submultiple,  i/«,  of  the  original  charge,  it  is 
only  necessary  to  arrange  symmetrically  in  contact  the  original 
conductor  D  and  n  —  i  precisely  similar  and  equal  conductors, 
all  other  bodies,  except  the  surrounding  dielectric,  supposed 
homogeneous  and  isotropic,  being  so  remote  as  to  have  no  appre- 
ciable effect.  Then,  by  the  principle  of  symmetry,  each  con- 
ductor will  take  i/a  of  the  original  charge. 


itizecy  Google 


8  ELEMENTS  OF  -ELECTROMAGNETIC   THEORY. 

9.  Tbe  Law  of  Coulomb.  Let  two  small  spherical  insulated 
conductors  which  can  be  given  any  charge  desired,  measured  in 
terms  of  some  provisional  unit  by  the  methods  of  §§5  and  8, 
be  so  connected  with  a  dynamometer,  such  as  a  gravity  balance, 
that  the  force  F  between  them  can  be  measured  as  their  chaises, 
q^  and  q^,  the  distance  L  between  their  centers,  and  the  surround- 
ing dielectric  are  varied.     Then  it  is  found  by  experiment  that^ 

(i)  However  the  distance  L  and  the  chaises  y^  and  q^  are 
varied,  provided  alt  the  experiments  are  performed  in  the  same 
dielectric,  and  provided  that  this  dielectric  is  homogeneous  and 
isotropic  and  extends  to  a  great  distance  on  all  sides  of  the  elec- 
trified bodies,  F  is  in  the  straight  line  joining  the  centers  of  the 
conductors ;  is  directly  proportional  to  the  product  of  their 
charges,  being  repulsive  (considered  positive)  when  the  charges 
are  like  and  attractive  (considered  negative)  when  the  charges 
are  unlike,  as  already  known  from  §  i ;  and  the  greater  L  in  com- 
parison with  the  linear  dimensions  of  the  charged  bodies,  the 
more  nearly  inversely  proportional  to  U. 

(2)  In  different  dielectrics,  with  all  other  conditions  the  same, 
the  force  is  different,  and  always  less  than  in  vacuo  (free  aether). 

The  general  expression  for  F,  when  the  linear  dimensions  of 
the  (not  necessarily  spherical)  charged  bodies  are  negligible  in 
comparison  with  their  distance  apart,  is  therefore 

F^Aq.qJcD    .  (I') 

where  f  is  a  constant  depending  on  the  medium  in  which  the  ex- 
periments are  performed,  called  its  permittivity  or  dielectric  con- 
stant, and  A  is  a.  positive  constant  depending  on  the  units  in 
which  ^,,  q^,  L,  F,  and  c  are  expressed. 
(1')  expresses  Coulomb's  lenu. 

The  Bational  ElectroBtatio  TTnit  Charge.  TTnlt  PermittiTity.  In 
what  follows,  unless  the  contrary  is  stated,  the  centimeter  will 
be  used  as  unit  length,  the  dyne  as  unit  force,  the  permittivity 
of  free  asther,  which  will  be  denoted  by  c^  as  unit  permittivity, 
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and  as  unit  charge  the  charge  which  each  of  two  indefinitely 
small  bodies  must  have  in  order  that  when  at  a  distance  of  i  cm. 
apart  in  a  vacuum  the  force  between  them  may  be  1/4W  dyne. 
This  unit  chaise  is  called  by  its  originator,  Oliver  Heaviside,  the 
rational  electrostatic  unil  charge,  and  c^  is  called  the  electrostatic 
unit  permittri'ity. 

Methods  of  measuring  permittivity  are  discussed  in  Chapter 

vn. 

The  conventions  just  made  give,  by  the  above  equation, 
A  »  1/47,  and  the  equation  reduces  to 

P  =  9yqzl<^A-"^*  (i) 

which,  in  addition  to  being  a  particular  case  of  (i'),  is  a  particular 
case  of  (2). 

The  direct  experimental  investigation  of  the  law  of  force  is 
due  to  Coulomb,  but  is  not  capable  of  great  precision.  The  law, 
as  stated  by  Coulomb,  is  most  satisfactorily  established  by  the 
consideration  that  all  experimental  knowledge  is  in  perfect  accord 
with  an  electrical  theory  based  largely  upon  the  assumption  that 
the  laws  expressed  in  (i)  are  exact.*  A  reason  for  the  law  of 
inverse  squares  and  a  justification  of  the  term  rational  unit  will 
be  given  in  §§  5,  II.,  and  24. 

The  dimensions  of  electric  change  and  the  other  electric  quan- 
tities, as  well  as  other  systems  of  units,  will  be  considered  in 
Chapter  XIV. 

For  rational  electrostatic  the  abbreviation  RES  will  hereafier 
be  employed. 

10,  If  any  one  of  the  experiments  described  above  is  repeated 
in  different  dielectrics,  the  results  in  all  cases  will  be  identical, 
except  that,  in  conformity  with  §  9,  the  force  between  two 
charged  bodies  will  always  depend  on  the   surrounding  dielec- 


•  The  coDunoa  deduction  of  the  law  of  inverse  squares  from  Ihe  results  of  the 
Cavendish  experiment  cannot  ite  accepted  as  valid.  See  The  Fhysicai  KevUio,  Sep- 
tember, 1902,  p.  175. 
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11.  Eleetric  Pield.  El«otrio  Zntenaity.  —  Any  region  in  which 
an  electrified  body  is  acted  upon  by  a  mechanical  force  in  ^rtue 
of  its  chaise,  or  in  which  an  uncharged  conductor  is  charged  by 
induction,  is  called  an  electric  field.  Such  a  field  exists,  for  ex- 
ample, around  an  electrified  body  (§  i),  but  may  also  exist  with- 
out the  presence  of  electrification  (Chapters  VI,  and  XIII.). 

As  a  result  of  experiment,  it  may  be  stated  that  the  force  F 
acting  upon  a  small  charged  body,  or  small  portion  of  a  charged 
body,  at  any  point  of  an  electric  field  is  proportional  to  its  charge 
q  —  provided  that  the  distribution  of  electric  charge  (real  and 
apparent,  Chapter  IV.)  originally  accompanying  the  electric  field 
remains  undisturbed  by  the  introduction  of  q.  Expressed  in  the 
form  of  an  equation,  this  relation  is 

F-Eq  (2) 

where  £  is  a  constant  for  the  given  point  of  the  field  called  the 
electric  intensity,  electric  force,  or  vdtivity  at  the  point. 

The  conditions  for  the  rigorous  proof  of  this  relation  by  direct 
experiment  would  be  impossible  to  realise,  and  the  remark  at  the 
close  of  §9  with  reference  to  the  establishment  of  Coulomb's  law 
applies  without  alteration  to  (2). 

As  (2)  shows,  E  is  not  a  mere  number,  but  a  physical  quan- 
tity specifying  the  state  of  the  field  and  such  that  its  product  by 
an  electric  charge  is  a  mechanical  force.  E  is  dearly  a  vector 
quantity,  its  direction  being  that  of  the  force  on  a  positively 
charged  body,  and  its  magnitude  the  number  of  dynes  per  unit 
charge.  When  q  is  expressed  in  the  RES  unit  charge  and  F  in 
dynes,  E  is  said  to  be  expressed  in  the  ^£15"  umt  electric  inten- 
sity. 

The  term  electric  field  is  often  used  to  denote  the  collective  in- 
tensity in  a  region,  instead  of  the  region  itself.  The  direction  of 
tlie  field  at  any  point  is  the  direction  of  the  intensity,  and  the 
strength  of  the  field  is  the  magnitude  of  the  intensity. 

12.  Tlie  Saperpoaition  of  Electric  Fields.  —  Experiment  also 
shows  that  any  number  of  electric  fields  (up  to  a  certain  limit. 
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when  the  dielectric  breaks  down  and  conduction  occurs)  may  be 
superposed  upon  one  another,  the  effect  of  each  being  indepen- 
dent of  all  the  rest.  Electric  intensities,  being  vectors,  may 
therefore  be  compounded  like  ail  other  vectors  for  which  the 
principle  of  superposition  holds,  the  resultant  intensity  at  any 
point  being  the  geometric  or  vector  sum  of  the  component  in- 
tensities. 

An  electric  field  is  uniform  if  its  intensity  is  the  same  at  every 
point.  Since  £^  is  a  vector,  this  condition  necessitates  a  constant 
direction  as  well  as  a  constant  magnitude.  In  most  cases  E 
varies  from  point  to  point  Examples  of  uniform  and  other  elec- 
tric fields,  as  well  as  of  the  superposition  of  electric  fields,  will 
be  given  below, 

13.  Eloctric  Diiplacement  or  Indactlon.  EleotriMtioii.  The 
physical  nature  of  every  electric  quantity  is  at  present  unknown. 
Many  phenomena,  however,  support  the  hypothesis  that  t  is  an 
elastic  permittivity  (/.  c,  the  reciprocal  of  an  elastic  modulus) 
and  that  E  is  an  elastic  stress.  For  the  sake  of  constructing  a 
mechanical  conception  of  the  electric  field  we  shall  provisionally 
assume  c  and  £  to  be  a  permittivity  and  a  stress,  respectively. 
The  so-called  permittivity  c  will  then  be  the  actual  permittivity 
of  the  a:ther  or  xther  entangled  in  matter  for  the  (unknown) 
kind  of  strain  concerned. 

Now,  in  the  case  of  ordinary  elastic  substances  subjected  to 
slight  mechanical  strains  we  have,  very  approximately,  the  rela- 
tion (Hooke's  law):  strainl stress  =  t' modulus  =  permittivity,  or 
strain  =  permittivity  x  stress.  If  then  r  is  a  permittivity  of  a  cer- 
tain type  and  E  a.  stress  of  the  corresponding  type,  their  product 
cE  must  measure  the  corresponding  strain  or  displacement  of  the 
dielectric. 

Whether  this  conception  is  correct  or  not,  f/ic  product  tE  is 
called  the  electric  displacement  (also  the  electric  induction),  and  is 
denoted  by  D.     That  is 

D=cE  (3) 
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E  being,  a  vector,  and  c  being  the  same  for  every  direction  of 
the  intensity,  since  isotropic  substances  only  are  to  be  considered 
here,  i?  is  a  vector  with  the  same  direction  as  that  of  E.  When 
c  and  E  are  expressed  in  RES  units,  D  is  said  to  be  expressed  in 
the  RES  iifdt  displacement  (or  inductieri). 

A  substance  in  which  there  is  electric  displacement  is  also  said 
to  be  in  a  state  of  electrisation,  or  to  be  electrised.  If  the  dis- 
placement and  permittivity  are  uniform  throughout,  the  electrisa- 
tion is  said  to  be  un^Ofit. 

14.  HoolLanioal  CoBceptloa  of  the  Electric  Field.  A  definite 
conception  of  the  electric  field  based  on  the  assumptions  made 
above  will  now  be  given.  According  to  this  conception  (which 
leads,  to  results  by  no  means  wholly  consbtent,  however)  the 
asther  is  the  simplest  possible  kind  of  dielectric  and  is  composed 
of  two   kinds   of  minute,    incompressible,   elastic   cells,    called 


positive  and  negative  cells,  respectively,  so  arranged  (in  rows). 
Fig.  I ,  (?,  that  only  unlike  kinds  are  in  contact,  and  that  no  slip 
between  adjacent  cells  is  possible. 

When  the  sther  supports  an  electric  field,  the  cells  remain  un- 
changed in  volume,  but  their  shapes  are  distorted  and  their  centers 
of  volume  displaced.  Fig.  l,  b,  the  centers  of  the  positive  cells  in 
the  direction  of  the  electric  intensity,  and  the  centers  of  the 
negative  cells  in  the  opposite  direction.  The  electric  displace- 
ment is  measured  by  the  relative  linear  displacement  of  the 
centers  of  volume  of  the  cells  of  a  positive  row  with  reference 
to  the  centers  of  volume  of  the  adjacent  negative  rows  divided 
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by  the  distance  between  two  adjacent  rows.  The  electric  inten- 
sity is  the  force  per  unit  area  in  the  direction  of  D  acting  upon 
the  positive  cells,  or  the  force  per  unit  area  in  the  opposite  direc- 
tion to  that  of  D  acting  upon  the  negatkie  cells,  in  any  plane 
passing  through  the  direction  of  D.  For  small  displacements, 
the  displacement  and  intensity  so  measured  will  be  proportional, 
as  required  by  (3)  in  a// cases.  The  total  mechanical  force  acting 
upon  the  whole  substance  within  any  element  of  volume  is  zero. 

From  what  precedes  and  from  the  nature  of  the  distortion  as 
shown  in  the  figure,  it  is  clear  that  there  is  a  tension  in  the 
aether  parallel  to  the  intensity,  and  a  pressure  in  al!  directions 
normal  to  the  intensity.  That  this  deduction  from  our  mechanical 
conception  is  consistent  with  fact  is  demonstrated  in  §§40-41. 

When  the  dielectric,  instead  of  free  aether,  is  a  molecular  sub- 
stance permeated  by  sether,  the  same  general  conception  is  use- 
ful. Like  the  aether  which  permeates  the  matter,  its  molecules 
may  be  thought  of  as  composed  each  of  two  constituents,  positive 
and  negative  atoms,  or  atomic  groups,  or  corpuscles  (Chapter 
IX.),  which  suffer  a  displacement  similar  and  in  addition  to  that 
of  the  zether  cells  entangled  among  them.  However  this  may 
be,  the  permittivity  of  all  molecular  substances  yet  investigated 
is  greater  than  that  of  free  zether.  Thus,  in  ordinary  matter  a 
greater  displacement  than  in  free  zether  accompanies  a  given 
intensity. 

In  perfect  insulators,  according  to  our  conception,  the  cells 
cannot  slip  over  one  another,  and  thus  clastic  displacement  only 
can  accompany  electric  intensity.  In  an  imperfect  insulator  the 
cells  can  slip  only  with  extreme  slowness,  and  more  slowly  the 
more  highly  insulating  the  substance.  In  a  conductor  electric 
stress  can  exist  only  temporarily  (unless  an  impressed  electro- 
motive force,  Chapter  VIII.,  is  continuously  acting),  and  is 
always  accompanied  by  rapid  slip.  That  the  substance  of  a  con- 
ductor cannot  support  electric  displacement  in  a  static  field  will 
be  shown  in  §  15.  The  mechanical  conception  of  electric  con- 
duction will  receive  further  consideration  later  on  (Chapter  IX.). 
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15.  Electric  Displacement  and  Intensity  Zero  witbin  a  Condao- 
tor  in  a  Static'  Field.  We  may  now  restate  (4),  §4,  as  a  corol- 
lary of  (3),  §  4 :  A  static  field  cannot  exist  within  the  substance 
of  a  conductor.  For  the  fields  within  and  without  a  hollow- 
closed  conductor  are  absolutely  independent  of  one  another, 
however  thin  the  conducting  shell.  Hence  they  cannot  be  ct>n- 
ttecled  by  an  electric  field  or  electrically  strained  medium,  and 
the  whole  substance  of  a  conductor,  except  an  extremely  thin 
surface  layer,  is  without  electrical  significance  (in  a  static  field). 
Thus  the  electric  intensity  and  displacement  in  the  outer  region 
terminate  at  the  outer  surface  of  the  conductor,  and  the  electric 
intensity  and  displacement  of  the  inner  region  (if  the  conductor 
is  hollow  and  encloses  insulated  electrified  bodies)  terminate  at 
the  inner  surface. 

16.  Lines  and  Tabes  of  Intensity,  Displacement,  etc.  A  line 
so  drawn  in  an  electric  field  as  to  have  at  every  point  along  its 
length  the  direction  of  the  electric  intensity  (electric  force),  elec- 
trisation, or  displacement  (induction)  is  called  a  line  of  intetisity 
{force),  electrisation,  or  displacement  {induction). 

A  tubular  surface  the  elements  of  which  consist  wholly  of 
lines  of  intensity  or  induction  (etc.)  is  called  a  tuie  of  intensity 
or  induction  (etc.). 

The  strength  of  a  tube  of  induction  or  displacement  is  defined 
in  §  23. 

17.  Voltage,  Electromotive  Porce,  and  Difference  of  Potential 
The  work  done  by  the  electric  field  in  carrying  an  indefinitely 
small  body  with  electric  chaise  g  along  an  element  dL  fFig.  2) 
of  a  path  L  between  two  points  P,  and  P^  of  an  electric  field,  if 
dL  makes  an  angle  0  with  the  electric  intensity  E,  is 

dW=^qEco%edL  (4) 

and  the  total  work  done  in  carrying  q  along  L  from  P^  to  P^  is 

lV=</fEcos0dL  (5) 
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the  integral  being  taken  from  P^  to  P^.  To  carry  y  from  P^  to 
/■",  along  the  same  path  would  of  course  require  the  expenditure 
of  the  same  amount  of  work  against  the  field  by  an  outside  agent. 

In  the  same  way  the  work 
done  by  the  field  in  carrying  the 
body  with  charge  q  from  P,  to 
/",  along  another  path  L'  is 


W 


c  q  \E'  cos  Q'  dU. 


If  the  electric  field  is  a  static   ^ 
field,  W=.  IV,  and  therefore 

f£cos  ddL  =  /£'  cos  6' dU . 

For  if  the  work -done  along  any  path  L  were  greater  than  that 
done  along  any  other  path  L' ,  a  positive  amount  of  work, 
W  —  W ,  would  be  done  on  the  charged  body  by  the  field  dur- 
ing each  completion  of  a  circuit  from  P,  to  P^  along  L  and  back 
along  /.',  and  yet  the  energy  of  the  field  would  remain  unaltered. 
Since  this  is  inconsistent  with  the  principle  of  the  conservation 
of  energy,  ^E  cos  6  dL  is  the  same  for  every  path  between  two 
given  points  in  an  electrostatic  field. 

The  line  integral  of  the  electric  intensity,  jEco&6dL  =  Wjq, 
along  a  path  L  from  P^  to  P^  is  called  the  electromotive  force 
(e.m.f.)  or  voltage  along  the  path  L  from  /",  to  P^.  When,  as  in 
the  case  just  considered,  this  quantity  is  the  same  for  every  path 
from  /*j  to  P^  it  is  called  also  the  difference  of  potetiticU  between 
/*,  and  />,.  or  the  fall  of  potential  from  P^  to  P^. 

Since  a  voltage  is  a  quantity  of  work  divided  by  a  charge,  it  is 
evidently  not  a  vector. 

When  ff  is  expressed  in  ergs  and  q  in  the  PES  unit  charge, 
or  when  E  is  expressed  in  the  RES  unit  intensity,  and  L  in  cm., 
the  voltage  (  —  JV/q  =  Je  cos  8  dL)  is  said  to  be  expressed  in 
the  RES  unit  voltage.  In  magnitude,  the  voltage  between  two 
points  is  equal  to  the  work  done  in  carrying  unit  charge  from 
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one  point  to  the  other  along  the  given  path,  or  any  path  if  the 
voltage  is  a  potential  difiference. 

18.  Potential.  Eqnipotential  BnrfaceB.  The  fall  of  potential 
from  a  given  point  P  to  any  point  at  an  infinite  distance  from  all 
electrified  bodies  is  called  the  electric  potential  z!l  P. 

This  term  is  also  commonly  applied  to  the  fall  of  potential  from 
P  to  any  point,  of  the  earth.  That  the  two  definitions  are  not 
identical  will  be  shown  in  §6,  Chapter  II. 

The  symbol  V  will  be  used  to  denote  the  potential  at  a  point 
P.  In  conformity  with  this  notation,  the  fall  of  potential  from  a 
point  P^  to  a  point  P,  will  be  written  l\  —  V^,  V^^,  or,  where  there 
is  no  danger  of  confusion,  simply  V. 

A  surface  which  is  everywhere  normal  to  the  electric  intensity, 
and  between  any  two  points  of  which  there  is  therefore  no  voltage, 
is  called  an  equipotential  surface,  or  simply  an  equipotential.  It  is 
clear  that  an  equipotential  surface  is  always  a  closed  surface  or 
else  (in  certain  ideal  fields)  an  infinite  plane. 

19.  Eleotrie  Intenait;  in  a  Static  Field  the  Space  Kate  of  Dimi- 
natlon  of  Fotestial.  —  For  the  voltage  from  P,  to  P^  we  have 

K,-  V^  =  J EcosB dL  =  JE,,dL 

by  writing  E[^  for  E  cos  9,  the  component  of  electric  intensity  in 
the  direction  oidL.  That  is,  the  potential  of  /*,  exceeds  that  at  P^ 
hy  jE[^  dL  from  /',  to  P^ ;  or  the  diminution  of  potential  from  P, 
to  /"j  is  ^Ej,  dL  from  /*,  to  P^.  If  the  two  points  are  taken  an 
infinitesimal  distance  dL  apart,  the  diminution  of  potential  along 
dL  becomes  —  dV,  and  the  integral  becomes  simply  Ej^  dL.  Thus 
we  have 

-  dV=  E^  dL 
and  therefore 

E^=~dVldL  (6) 

That  is,  the  component  of  electric  intensity  in  any  direction  is  the 
space  rate  of  diminution  of  the  electric  potential  in  that  direction. 
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f  obviously  diminishes  most  rapidly  along  a  line  of  intensity, 
and  not  at  all  along  a  line  in  an  equipotential  surface. 

20;  Eleobric  Field  Mapped  ont  by  a  System  of  Eqaipotentiali. 
If  a  line  of  intensity  is  denoted  by  N,  the  last  equation  gives 
Ei,=  E  =  —  dVjdN. 

From  this  it  follows  that  an  electric  field  can  be  completely 
mapped  out  by  a  system  of  equipotential  surfaces  so  drawn  that 
the  voltage  between  successive  surfaces  is  constant.  For  the 
direction  of  the  intensity  at  any  point  is  that  of  the  normal  to  the 
equipotential  passing  through  the  point ;  and  its  magnitude  is, 
by  the  above  equation,  proportional  to  the  number  of  successive 
equipotential  surfaces  crossed  at  the  point  per  unit  length  by 
this  normal  or  line  of  intensity.  Maxwell's  method  of  drawing 
such  an  equipotential  system  is  described  in  §g  7,  1 1,  13,  14,  II. 

31.  Electrio  Flax.  Let  dS,  Fig.  3,  denote  an  element  of  area 
at  any  point  of  an  electric  field  where  the  displacement  is  D,  and 
let  the  angle  between  D  and  the  normal  N  to  dS\x  denoted  by 
6.  The  product  of  dS  into 
the  component  of  V  normal 
to  dS,  that  is,  D  cos  8  dS. 
is  called  the  electric  fiux 
across  dS. 

To  obtain  the  electric  flux, 
n,  across  an  extended  sur- 
face S,  over  which  D  may 
vary  in  any  manner,  the  in- 
tegral of  Z*  cos  5  dS  must 
be  taken  over  the  whole  sur-  "<■  ^■ 

face.     Thus  ^ 

VL  =  §DmsedS  (7) 

S2.  Gaoss'i  Theorem:  The  electric  flux  outward  across  any 
closed  surface  5  so  drawn  as  to  enclose  a  total  charge  q  is  equal 
to  q. 
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The  theorem  will  first  be  established  for  the  case  in  which  all 
space  is  filled  up  with  a  single  homogeneous  isotropic  dielectric 
with  permittivity  c  (or  with  any  number  of  isotropic  dielectrics  all 
of  which  have  the  same  pennittivity  c). 


Consider  first  the  field  about  a  charge  q  concentrated  at  P, 
Fig.  4,  any  point  within  S,  a  closed  surface  of  any  shape.  For 
the  magnitude  of  the  displacement,  D,  at  any  element  of  area 
dS,  distant  L  from  P,  we  have  from  (i),  (2),  and  (3) 

D  =  cE=  c{g!^  ir  cD)  =  qj^trD 

In  direction,  D  and  E  are  evidently  radial  from  P  (or  to  P  if 
q  is  negative). 

For  the  flux  across  dS  we  have  therefore 

</II  =  D  cos  6  dS  =  q  dS  cos  $!^itL^  =  q  dS'j^irl}  «  y/4w  ■  d<o 

where  dS'  =  dS  cos  $  is  the  projection  of  dS  normal  to  L,  and 
do>  =  dS'/L'  is  the  elementary  solid  angle  subtended  at  P  by  dS 
and  dS',  that  is,  the  angle  of  the  elementary  conical  tube  of  in- 
duction cutting  out  the  area  dS. 

If  the  surface  is  folded,  so  that  some  of  the  tubes  cut  it  more 
than  once,  as  the  tube  of  angle  da>  which  cuts  out  the  areas  i/J>„ 
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tfS^,  ■•■,  ^S^  in  the  figure,  each  of  these  tubes  must  obviously 
cut  it  an  odd  number  of  times.  And  since  the  angle  da  of  the 
cone  is  the  same  for  all  the  elements  dS^,  dS^,  etc.,  the  magnitude 
of  the  flux  across  each  will  be  the  same,  viz.,  qj^vda,  but  the 
flux  will  be  outward  (positive)  across  all  the  elements  with  odd 
numbers,  and  inward  (negative)  across  all  the  elements  with  even 
numbers.  Thus  all  the  elements  except  one,  across  which  the 
flux  is  positive  or  outward,  cut  one  another  out  in  pairs,  leaving 
the  total  flux  outward  through  the  tube  equal,  as  for  a  tube  of 
the  same  angle  cutting  the  surface  but  once,  to  gj^ir  ■  dto. 
The  outward  flux  across  the  complete  surface  is  therefore 

V.^fdU  =  ql^iv^du.  =  q  (8) 

since  the  whole  solid  angle,  ^ dm,  subtended  by  any  closed  sur- 
face at  a  point  within  it  is  4^-. 

This  result  is  independent  of  the  position  of  /"within  5 ;  hence, 
by  the  principle. of  superposition,  it  must  hold  for  charges  dis- 
tributed in  any  manner  within  S,  q  denoting  now  the  total  (alge- 
braic) chaise  within.  The  validity  of  the  theorem  for  all  isotropic 
electrostatic  fields  will  be  established  later  (§§  29,  I.  and  i,  IV.). 

23.  The  Strength  of  a  Tube  of  Indnction.  From  (8)  it  fol- 
lows that  the  flux  across  every  cross-section  of  a  given  tube  of 
induction  is  the  same.     For  by  the  definition  of  a  tube  there  is 


no  flux  across  any  part  of  its  sides ;  and  since  in  the  space  en- 
closed within  the  sides  and  two  diaphragms  5,  and  S^,  Fig.  5, 
there  is  no  electric  charge,  the  flux  which  enters  this  region 
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across  5,  must  equal  that  wliich  leaves  across  S^.  Thus  there 
is  an  analogy  between  the  electric  flux  and  the  flux  of  an  incom- 
pressible fluid. 

The  strength  of  a  tube  of  induction  is  defined  as  the  magnitude 
of  the  flux  across  any  diaphragm  of  the  tube.  A  unit  tube  is  a 
tube  whose  strength  is  unity. 

24.  Electric  Charge  and  Diacontiiinity  of  Electric  Flux.  With 
the  exception  of  closed  tubes  of  induction  (Chapter  VI.),  all 
tubes  in  a  static  field  emanate  from  positively  chained  bodies  and 
terminate  upon  negatively  charged  bodies.  To  prove  this  state- 
ment, consider  two  electrified  bodies  (there  cannot  be  less  than 
two)  alone  in  the  field,  there  being  no  charges  upon  other 
bodies.  If  one  possesses  the  charge  -|-  q,  the  other  possesses  the 
charge  —  y(§6).  The  total  electric  flux  outward  across  any  closed 
surface  surrounding  -f  ^  is  ^,  and  the  total  inward  flux  across 
any  closed  surface  surrounding  —  q'vs,  q;  or  the  total  flux  across 
any  closed  surface  separating  the  chaise  +  q  from  the  charge 
—  y  is  equal  to  q  in  magnitude,  and  in  direction  is  from  -f  q 
toward  —  q.  That  is,  all  the  tubes  emanate  from  the  body 
with  charge  +  q  and  terminate  upon  that  with  charge  —  q,  the 
total  strength  of  all  the  tubes  being  q. 

Exactly  the  same  mode  of  reasoning  may  be  applied  to  a  single 
tube  of  induction.  The  strength  of  a  tube  is  thus  equal  to  the 
magnitude  of  the  positive  charge  at  one  end  or  to  the  magnitude 
of  the  negative  charge  at  the  other.  The  whole  electric  field 
indeed  may  be  regarded  as  a  single  tube  of  induction  passing 
from  one  charge  to  the  other. 

Thus  the  electric  charge  resides  only  where  the  displacement 
is  discontinuous,  and  is  measured  by  the  amount  of  this  discon- 
tinuity. In  fact  Gauss's  theorem  simply  states  the  identity  of  an 
electric  charge  and  the  flux  from  the  charge,  or  rather  the  dis- 
continuity of  the  flux  at  the  charge. 

Bational  'Unit*.  The  system  of  units  here  adopted  is  called 
rational  for  the  reason  that  it  makes  the  flux  from  a  charge  equal 
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to  the  chaise  numerically,  as  it  is  dimensionally,  instead  of  to  49 
X  the  charge,  as  in  the  common  systems,  and,  as  a  consequence, 
does  away  with  the  factor  v  except  in  the  case  of  spherical  or 
circular  distributions,  where  it  would  naturally  occur. 

25.  £Iectrio  Field  Kapped  Out  I17  Tubes  of  IndnctiotL     In  the 
elementary  tube  T,  Fig.  6,  let  the  diaphragms  dS^,  dS^,  be  drawn 


at  right  angles  to  the  axis  of  the  tube.     Then  we  have,  by  §23, 
D^dS^  —  D^S^,  whence 

njD^  =  dSJdS,  =  £J£^  (9) 

Thus  the  intensity  and  induction  at  every  point  along  a  narrow 
tube  are  inversely  proportional  to  its  right  cross-section  at  the 
point.  Since  therefore  the  magnitude  of  the  right  cross-section 
of  a  tube  at  a  point  indicates  the  magnitude  of  the  induction  and 
intensity,  and  the  direction  of  the  tube  the  direction  of  these 
quantities,  an  electric  field  may  be  completely  mapped  out  by 
drawing  a  system  of  tubes,  all  of  the  same  strength,  filling  the 
field.  Maxwell's  method  of  drawing  such  a  system  of  tubes  will 
be  explained  in  §§  7,  11,  13-14,  11. 

36.  The  SuT&ce  of  a  Condaotor  in  a  Static  Field  is  on  Xqoipo- 
tential  Sui&ce.  For,  since  in  a  static  field  there  is  no  electric 
intensity  within  the  substance  of  a  conductor,  the  voltage 
CE  cos  0dX.  is  zero  along  any  line  drawn  wholly  through  the 
substance  of  a  conductor  and  connecting  any  two  points  of  its 
surface  (and  therefore  along  any  other  line  connecting  the  two 
points,  since  the  field  is  static). 

27.  Sq,iiipotentiftI  Region.  If  in  the  region  on  one  side  of  a 
given  equipotential  surface  there  is  no  electric  charge,  the  elec- 
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trie  inducdon  and  intensity  in  this  region  are  also  zero,  and  all 
parts,  of  it  are  therefore  at  the  same  potential  as  that  of  the 
equipotendal  surface.  For  all  the  tubes  which  cross  an  equipo- 
tendal  surface  cross  it  normally  and  but  once ;  and  in  the  region 
considered  there  is  no  electric  charge  with  which  such  tubes 
could  originate  or  terminate.  Hence  there  are  no  tubes  in  the 
region,  by  Gauss's  theorem,  and  no  voltage. 

That  the  space  containing  the  substance  of  a  conductor,  or  the 
space  included  within  a  hollow  closed  conductor,  is  an  equipo- 
tential  region,  has  already  been  established. 

28.  In  a  Static  Field  a  Condnotor  may  be  Beplaood  by  a  Die- 
lectric of  any  Permittivity,  Since  there  is  no  electric  field  in  a 
region  without  charge  bounded  by  an  equipotential  surface 
(charged  or  unchained),  the  substance  filling  this  region  may  be 
replaced  by  any  other  substance,  with  its  surface  charged  in  the 
same  manner  as  that  of  the  substance  replaced,  without  in  any 
way  affecting  the  electric  field.  Thus  it  is  extremely  convenient 
for  the  purpose  of  solving  many  electric  problems,  to  imagine 
the  substance  of  an  electrified  conductor  replaced  by  a  dielectric 
of  the  same  permittivity  as  that  of  the  surrounding  medium,  with 
its  surface  coincident  with  that  of  the  conductor  and  charged  in 
the  same  manner.  This  is  in  order  to  apply  the  law  of  inverse 
squares,  which  can  be  done  only  when  all  space  contains  the 
same  dielectric  of  uniform  permittivity.  Extensive  use  will  be 
made  of  this  principle  in  what  follows  and  it  will  be  generalised 
in  Chapter  IV. 

39.  Oanu'a  Theorem  Valid  for  a  Finite  Bepon  and  for  a  Field 
Containing  or  Bonnded  by  Conductors.  As  an  immediate  corollary 
of  what  precedes,  it  follows  that  Gauss's  theorem  is  valid 
throughout  an  infinite  electric  field  containing  a  homogeneous 
isotropic  dielectric  and  any  number  of  conductors.  And  as  an 
immediate  corollary  of  this  last  proposition  and  §  4,  it  follows 
that  the  theorem  is  valid  throughout  any  finite  electric  field 
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bounded  by  conductors,  and  throughout  a  finite  portion  of  any 
electric  field,  provided  that  thk  finite  field  or  portion  of  a  field 
contains  only  a  single  homogeneous  isotropic  dielectric  and  con- 
ductors. The  validity  of  the  theorem  is  still  further  extended 
in  Chapter  IV,  , 

30.  Electric  Surface  and  Volume  Density.  Convergence  and 
Diver^noe  of  a  Vector.  The  electric  surface  density  at  any 
point  of  a  chained  surface  is  defined  as  the  charge  per  unit  area 
at  the  point,  and  will  be  denoted  by  tr.  If  dS  is  an  clement  of 
area  at  the  point  and  dg  its  charge, 

o-  =  dqIdS  (lo) 

The  outward  fiux  across  any  surface  enclosing  dq  and  no 
other  electric  charges  is  dfll  =  dq  '^  <rdS,  by  Gauss's  theorem 
(not  yet  proved  for  this  case,  since  the  surface  encloses,  in 
general,  two  dielectrics).  Let  such  a  surface  be  formed  by 
a    right   cylinder   of  infinitesimal    length    drawn   through    the 


boundary  of  dS  and  closed  up  by  two  planes  parallel  with 
dS,  one  on  each  side.  Fig.  7.  The  lateral  area  of  this  cylinder  is 
neghgible  in  comparison  with  that  of  the  ends,  so  that  the  out- 
ward flux  across  the  total  surface  is  equal  to  the  flux  across  the 
ends.     Therefore,  if  D^  and  Z>,  are  the  displacements  on  the  two 
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sides  of  dS,  and  5,  and  ?,  the  angles  they  make  with  the  normals 
drawn  from  i^, 

dn  =  <TdS  =  (Z?,  cos  0^  +  ZJ,  cos  e^)dS 
whence 

<r=^D^CQS^^  +  D^cos$^  =  c^E^cos0J  +  tr^cos0,     (ll) 

if  c^  and  f,  denote  the  permittivities  of  the  media  on  the  t^vo  sides 
ofdS. 

If  the  chained  surface  is  that  of  a  conductor  in  a  static  iield, 
the  displacement,  D,  on  one  side  is  nonnal  to  the  surface,  and 
on  the  other  side  is  zero ;  so  that  in  this  case  (i  i)  becomes 

a  =  D~cE  (12) 

which  might  have  been  written  down  at  once  from    Gauss's 
theorem,  already  established  for  this  case. 

The  electric  volume  density  at  any  point  of  an  electrified  volume 
is  defined  as  the  charge  per  unit  volume  at  the  point,  and  will  be 
denoted  by  p.  If  dq  is  the  charge  in  the  element  of  volume  dr 
at  the  point, 

p^dqjdr  (13) 

The  electric  flux  outward  from  dq  through  the  surface  of  dr  is 
rfll  =sdq^  pdr,  whence 

p  =  dqjdr  =  dUfdr  —  div  i>  (14) 

The  symbol  div  D  is  an  abbreviation  for  the  divergence  of  D, 
which  is  another  name  for  dH/dr,  the  outward  flux  of  the 
vector  D  per  unit  volume,  or,  in  magnitude,  the  amount  of 
the  flux  leaving  unit  volume  through  part  of  its  surface  minus 
the  amount  entering  the  same  volume  through  the  rest  of  its 
surface. 

If  p  is  negative,  div  D  is  also  negative,  or  the  flux  is,  on  the 
whole,  directed  into  dr.  To  the  negative  of  the  divei^nce  the 
term  convergence  is  applied.     It  is  written  con7i.     Hence 

—  p div  Z)  —  conv  D  (1;) 
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The  convergence  or  divergence  of  any  other  vector  is  simi- 
larly defined  as  the  inward  or  outward  flux  of  the  vector  per 
unit  volume  at  the  given  point 

An  insulator  may  possess  both  volume  density  and  surface 
density  of  electrification,  but  the  charge  of  a  conductor  in  a  static 
field  resides,  as  has  been  already  shown,  on  the  surface  only. 
This  statement  must  not  be  taken  too  literally,  however,  as  the 
molecular  structure  of  matter  makes  it  necessary  that  the  dis- 
placement should  terminate  upon  the  atoms  of  a  surface  layer, 
although  this  layer  is  extremely  thin. 

31.  Caiteuan  Expreasion  for  the  Divei^enM  and  ConT«Tgencfl 
of  a  V«otor.  The  E^nationi  of  Foiiion  and  Laplace.  First  we 
shall  obtain  the  expression  for  the  divergence  of  the  vector  D. 
Let  the  components  of  D  at  the  point  whose  coordinates  are  x, 
y,  e,  parallel  to  the  rectangular  axes  X,Y,  Z,  be  /?,,  /?,,  /?,, 
respectively,  Fig.  8.  Consider  the  elementary  parallelepiped 
whose  edges  are  parallel  to  the  coordinate  axes  and  have  the 
infinitesimal  lengths  dx,  dy, 
dz,  the  coordinates  of  the 
comer  nearest  the  origin  of 
coordinates  being  x,  y,  s. 

The  flux  into  the  parallel- 
epiped through  the  face  13 
is  D^  dxdz  (or  the  flux  cut 
across  the  face  13  is  —  ZJ, 
dxds),  and  that  out  through 
the  opposite  face,  57,  is  (ZJ, 
+  dDJdy  dy)  dxdz.  Hence 
the  resultant  outward  flux 
across  the  two  faces  parallel 
to  the  -*Z plane  is  {D^+dDJdydy)dxd!:-D^xds~dDjdydxdyds. 

In  exactly  the  same  way  the  resultant  outward  flux  across  the 
two  faces  26  and  35  is  dDJdxdxdyds,  and  that  across  the  faces 
46  and  37,  dDJdzdxdydz. 
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Hence  the  total  flux  outward  from  the  parallelepiped  is 

dU  =  {dDJdx  +  dDJdy  +  dD^ds)  dxdyds 
=  \dD^.dx  +  dDJdy  +  dD^dz)  dr 
and 

p  =  div  Z>  =  —  conv D^d Uldr 

(i6) 
=  dDJdx  +  dDJdy  +  dDJdz 

Similarly,  for  any  other  vector,  as  E,  we  have 

div  £  -  -  conv  E  =  dEJdx  +  dEJdy  +  dEJde 

If  f  is  constant  (independent  of  x,  y,  s),  we  have,  since  I?  =■  «r£", 

div  Z?  =.  dDJdx  +  dDJdy  +  dD^ds 

=  c{dEJdx  +  dEJdy  +  dEjdz)  =  c  div  £ 

Equation  (17)  may  be  written  iX^l  1  Cjj 

/>  =  div  Z>  =  d/dx  (c£,)  +  d/dy  (cE^)  +  d/ds  (cE^) 

=  -didx(cdVjdx)-dldy{cdVldy)-djds{cdVjde)     *' 

If  c  is  independent  of  the  coordinates,  this  equation  becomes 

/)  =  div  /?  =  -c{d*vjdx*  +  rf*P7rfy  +  ^'(7^^*)     (19) 

(18)  and  (19)  are  the  equations  of  Poisson.     When  p  —  o,  the 
equations  become 

djdxicdVjdx)  +  djdy  (odVJdy)  +  djdz  {cdVjdz)  ~  o    (20) 
and 

d^V/dx*  +  d^y/dy'  +  d'V/d^  -  o  (21) 

which  are  the  equations  of  Laplace. 

32.  The  Eqailibriom  of  Bupnrpoied  ElDctric  Fields,  (i)  If  in 
each  of  any  number  of  electric  fields  separately  each  of  a  given 
system  of  surfaces  of  fixed  configuration  is  an  equipotential,  then 
in  the  electric  field  resulting  from  the  geometric  superposition  of 
these  fields  each  surface  will  remain  an  equipotential.  For  since 
in  each  field  separately  the  tubes  meet  the  surfaces  normally,  by 
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definition  of  an  equipotential,  the  tubes  in  the  geometrically 
obtained  resultant  field  will  also  meet  the  surfaces  normally. 

(2)  That  the  superposition  of  any  number  of  distributions  of 
electric  charges  in  or  upon  insulators  gives  a  resultant  distribution 
of  charges  in  equilibrium  is  evident  from  the  definition  of  an  insu- 
lator. That  the  resultant  field  (obtained  by  geometrical  super- 
position) connected  with  these  charges  is  in  equilibrium,  and  that 
this  is  the  only  possible  resultant  field  in  equilibrium,  follows 
from  §12, 

(3)  If  each  or  any  of  the  equipotentials  of  (i)  encloses  no 
charges,  then  it  encloses  no  field,  and  it  is  immaterial  so  far  as 
the  external  (i.  e.,  the  only)  field  is  concerned  whether  the  sub- 
stance within  this  surface  is  an  insulator  or  a  conductor  (§28). 
If  the  field  is  in  equilibrium  in  the  one  case,  it  will  be  in  equi- 
librium in  the  other.  Hence  we  may  state  that  if  each  of  any 
number  of  electric  fields  surrounding  or  bounding  a  given  system 
of  conductors  with  fixed  configuration  is  separately  in  equilibrium, 
then  the  electric  field  resulting  from  their  geometric  superposition 
will  also  be  in  equilibrium,  and  will  be  the  only  possible  resultant 
field  in  equilibrium  (i.  e.,  static).  The  last  statement  is  proved 
again  in  §46. 

33.  The  Sapeipoiltioii  of  Tolta^i  ftM  Fot«ntiali.  If  the  vol- 
tage from  any  point  P  to  any  other  point  F  '\%  V^  when  the  field 
surrounding  the  points  is  a  given  field  A^,  V^  when  the  field  is 
A^  ■■•  ,y^  when  the  field  is  A^,  then  the  voltage  from  P\x>  P 
when  all  the  fields  are  superposed  is 

V=V^+  y^+  . . .  +  f;  (22) 

For,  all  the  integrals  being  taken  along  the  same  path  L  (which 
may  be  any  path  from  P  to  P),  we  have,  in  the  notation  of 
§§  17-19. 

V^  =  /£;  cos  0,  dL,  V^  -  /£,  cos  «,  rfZ,  . . . ,  T,  =  /£;  cos  ^.  dL 
and  V—  jEcosOdL 
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By  the  principle  of  superposition  of  electric  intensities 

£  cos  5  =  £,  cos  ffi  +  EjCos0^+ 1-  £,  cos  6^ 

Hence 

V^jEcosBdL^  V,+  f;+  ...  +  F, 

which  is  identical  with  (22). 

If  /*  is  any  point  in  the  region  of  zero  potential,  f  and  f'j, 
f^  ,  •  ■  ■  ,  f^  denote  the  resultant  and  component  potentials,  re- 
spectively at  P. 

34.  Toltafr«a  and  Cbar^i  FrDportional.  It  is  clear  from  §§  32 
and  33  that  when  the  intensity  at  every  point,  and  therefore  the 
voltage  between  every  two  points,  of  a  static  electric  field  is 
altered  in  any  ratio,  the  resulting  electric  field  «ill  be  in  equi- 
librium, and  the  electric  surface  or  volume  density  at  every  ele- 
ment of  charged  surface  or  volume  will  be  altered  in  the  same 
ratio,  and  vice  versa.  The  original  field  has  simply  been  super- 
posed on  itself  a  given  number  of  times. 

35.  Capacity  of  an  Eleotric&I  Syitem.  Permittance  of  a  Ditilsc- 
trio.  S  ia  Proportional  to  0.  In  an  electric  field  terminated  by 
two  conductors  A  and  B  all  the  tubes  emanate  from  one  of  the 
conductors  and  terminate  upon  the  other,  so  that  the  chaises  of 
A  and  B  are  equal  and  opposite  whatever  their  common  magni- 
tude, q.  This  relation  still  holds  when  any  numtjer  of  other  con- 
ductors, uncharged  except  by  induction,  are  in  the  field,  the  tubes 
connecting  A  and  B  simply  being  rendered  discontinuous  at  the 
surfaces  of  these  conductors  (§42).  By  the  last  article,  if  the 
voltage  J^j  between  A  and  B  is  altered  in  any  ratio,  g  will  be 
altered  in  the  same  ratio,  and  vice  versa.    That  is 

9-SV„  (23) 

where  5  is  a  constant,  called  the  ca^city  of  the  system  AB,  or 
much  better,  the  capacity  or  permittance  of  the  dielectric  bounded 
by  A  and  B. 
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The  above  equation  may  be  written 

S-dK,  =  SodSl}EdL  (24) 

dS  being  the  element  of  area  of  any  equipotential  surface  (neces- 
sarily closed  around  one  of  the  conductors  or  else  extending  to 
infinitj'),  and  dL  the  element  of  length  of  any  line  of  intensity,  the 
integrals  extending  over  the  whole  surface  and  along  the  whole 
length  of  the  line,  respectively. 

The  term  permittance  is  applied  to  5  (surface  integral  of  dis- 
[  placement/line  integral  of  intensity)  for  the  same  reason  for 
I  which  the  term  permittivity  is  applied  to  c  (displacement/intensity). 

When  the  charge  and  voltage  are  expressed  in  RES  units  in 
(23)  and  (24),  5  is  said  to  be  expressed  in  the  RES  unit  capacity 
or  permittance.  The  unit  capacity  is  thus  the  capacity  of  a  sys- 
tem, or  dielectric,  upon  each  of  whose  terminating  conductors 
the  charge  is  unity  when  the  voltage  is  unity. 

Two  conductors  which  completely  bound  an  electric  field,  like 
the  system  AB,  are  called,  with  the  intervening  dielectric,  an 
electric  condenser  or  leydtn.  These  terms  are  commonly  applied, 
however,  only  when  the  conductors  are  near  together,  in  which 
case  the  displacement  may  be  very  great,  or  the  electric  charge 
highly  "condensed"  even  when  the  voltage 

{JEdL=ilcjDdL) 

is  small  (since  L  is  small).  The  term  condenser  is  also  applied 
to  a  system  in  which  nearly  all  the  tubes  of  induction  pass  from 
one  of  the  conductors  to  the  other. 

If  the  voltage  Kof  a  leyden  is  kept  constant,  and  the  permit- 
tivity c  of  its  dielectric  altered  everywhere  in  a  given  ratio,  the 
intensi^  E  will  remain  constant,  but  the  displacement  D,  and 
therefore  the  charge  q,  will  be  altered  everywhere  in  the  same 
ratio.     Hence  5  is  proportional  to  c. 

Although  a  charge  of  one  sign  cannot  exist  without  the  com- 
plementary chaise  of  opposite  sign,  it  is  sometimes  convenient 
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to  imagine  one  of  the  charges  removed  to  an  infinite  distance, 
when  the  electric  field  within  a  finite  distance  is  connected  with 
only  a.  single  electrified  body  and  conductors  with  induced 
charges.  The  intensity  and  potential  at  every  point  will  then  be 
proportional  to  the  charge  of  the  electrified  body, 

36.  Mechanical  Analogue  of  the  delation  q  =>  SV^^.  If  a  spring 
(analogous  to  the  dielectric  of  a  condenser)  which  obeys  Hooke's 
law  and  has  perfect  elasticity  (c  =  DjE  =  constant)  is  stretched 
a  distance  L  (analogous  to  q)  by  a  force  F  (analogous  to  V^  then 

L-KF  '  (25) 

where  K  (analogous  to  5 )  is  a  constant  depending  on  the  spring. 
A  similar  relation  of  course  exists  between  the  deformation  and 
the  forcive  in  the  case  of  any  other  perfectly  elastic  strain. 

37.  The  Electrostatic  Xnei^  of  a  Pield  Bonaded  by  Two  Con- 
ductora.  Ener^  Contained  in  a  Tabe  of  Diiplacement  Between 
Two  Eqnipotentiala.  The  energy  contained  in  the  dielectric 
bounded  by  the  two  conductors  A  and  B  due  to  its  electric  dis- 
placement is  equal  to  the  work  done  in  creating  the  electric 
field,  or  the  work  done  against  the  electric  field  in  chaining  the 
system  (provided  there  is  no  dissipation  of  energy  in  dielec- 
tric hysteresis,  §  i,  VI.).  Let  the  process  of  charging  consist  in 
carrying  successive  elements  of  charge  dq  from  B  to  A,  or  —  ^q 
from  A  to  B,  or  both.  Each  time  this  is  done  A  gains  a  charge 
+  dq  and  B  a  charge  —  dq,  and  the  work  done  in  effecting  the 
transfer,  if  the  charges  of  A  and  B,  at  the  time  are  +  q  and  —  q 
respectively,  and  if  the  corresponding  voltage  from  ^  to  ^  is 
F.  is 

dlV=  Vdq  (26) 

by  (5)- 

If  5=  y/K=  constant,  which  is  true  except  when  intrinsic 
displacement  (VI.)  is  present,  (26)  may  be  written 

dW=.  Vdq==  ljSqdq  =  SVdV 
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Hence  the  total  work  done  in  establishing  the  field,  or  the  total 
electrostatic  energy  of  the  field,  is 

iV=    rVdq=ljSrqdq  =  \q'jS 

=  5  1  vdv^^sv*-yy 

The  electric  field  may  be  considered  as  a  single  tube  of  dis- 
placement connecting  A  and  B,  the  strength  of  the  tube  being 
y  and  its  voltage  V.  The  energy  of  this  tube  is  then  one  half 
the  product  of  its  strength  by  its  voltage.  Or  the  field  may  be 
divided  up  into  tubes  of  displacement  in  any  manner,  and  since 
the  above  result  is  wholly  independent  of  the  shapes  of  the  tubes, 
the  energy  contained  in  each  tube  is  in  the  same  way  one  half  of 
the  product  of  its  strength  by  its  voltage.  Also,  the  enei^  con- 
tained in  the  portion  of  any  tube  of  strength  y  between  two  equi- 
potential  surfaces  differing  in  potential  by  F"  is  Jyf',  whether  the 
tube  terminates  at  these  surfaces  or  not. 

In  any  case,  whether  energy  is  dissipated  or  not,  or  whether 
f/  V'~  S  is  constant  or  not,  the  work  done  in  charging  the  con- 
denser from  a  neutral  state  to  charge  q,  or  the  work  done  in 
changing  the  strength  of  a  tube  of  displacement  from  O  to  q, 
and  its  voltage  from  0  to  f^  is 


W: 


-£vdq  (as) 


38.  Electric  Energy  Deniity  in  a  Dielectric.  From  S  37  >t  fol- 
lows that  when  D  =  c£  (no  intrinsic  electrisation  present.  Chapter 
VI.)  the  energy  per  unit  volume  at  any  point  of  an  electric  field  is 

U^lED^^cE^  (29) 

To  prove  this,  consider  an  elementary  tube,  of  strength  dq, 
cutting  two  equipotendal  surfaces  distant  dL  apart,  the  point  con- 
sidered being  at  the  center  of  the  element  of  volume  dr  enclosed 
by  the  sides  of  the  tube  and  the  equipotentials.     If  the  right 


izecy  Google 


33  ELEMENTS  OF   ELECTROMAGNETIC   THEORY. 

cross-section  of  the  tube  is  dS  at  the  point,  dr^dLdS.     The 
energy  contained  in  dr  is 

dlV=  \dq  EdL  =  \DdS  EdL  =  \ED  dr  =  ^<:£*  rfr 
and  the  energy  per  unit  volume  is 

U=  dWld-T  =.  \ED  =  \  cE^ 

which  is  identical  with  (30). 

Without  assuming  the  relation  qjV=  S=  constant,  or 
c  =  DJE  =  constant,  or  that  there  is  no  dissipation  of  energy, 
we  can  show  that  the  work  done  per  unit  volume  in  creating  a 
displacement  D  is 

U^j  EdD  (30) 

which  reduces  to  (2g)  when  c  =  DjE^i  constant. 

For  in  the  general  case,  §  37  (28),  the  work  done  in  changing 
the  strength  of  a  tube  of  displacement  from  0  to  qis 

W-  JVdq  =  fff  EdDdUS  =  //  EdD  dt 

which,  on  differentiating  with  respect  to  t,  gives  {30). 

39.  Electric  Tension  and  PreiBiire  (Preliminary).  From  the 
consideration  of  a  static  electric  field  (such  as  the  field  of  Fig.  22, 
24,  or  47),  in  which  tubes  of  induction  stretch,  in  general,  from 
a  positively  chained  body  to  another  body  negatively  chained ; 
in  which  there  is  always  a  force  of  attraction  between  the  op- 
positely chained  bodies ;  and  in  which  a  small  electrified  body 
(if  the  force  of  gravity  is  eliminated)  will  move  along  a  line  of 
intensity ;  it  follows  immediately  that  at  every  point  of  an  elec- 
tric field  there  is  a  tension  in  the  dielectric  in  a  direction  parallel 
to  the  intensity  —  the  tubes  of  induction  tending  to  contract  in 
length  indefinitely  and  to  pull  together  the  electrified  bodies  on 
which  they  end. 

It  is  clear  also  from  the  manner  in  which  the  tubes  of  induction 
spread  out  laterally  as  they  pass  from  one  of  the  bodies  to  the 
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Other,  filling  all  space  except  as  the  field  ia  bounded  by  conduc- 
tors, that  at  every  point  in  the  dielectric  there  is  a  pressure  per- 
pendicular in  every  direction  to  the  intensity  at  the  point.  Were 
the  tension  along  the  tubes  the  only  stress,  it  is  clear  that  all  the 
tubes  would  contract  in  "cross-section  as  well  as  in  length  and 
stretch  straight  across  from  one  chaise  to  the  other ;  and  the 
electromotive  force  from  charge  to  chaise  along  all  paths  not 
passing  through  the  region  occupied  by  these  tubes  would  be 
zero,  which  is  of  course  impossible. 

It  is  clear  also  that  the  intensity  and  pressure  at  any  point  are 
greater  the  greater  the  -intensity  and  induction  at  the  point. 
These  stresses  are  referred  to  in  §  14,  and  will  receive  detailed 
consideration  in  the  next  two  articles. 

40.  Eleotrio  Ttnflion,  Hethod  I.  At  any  p(»nt  in  a  dielectric  in 
which  (29)  holds  there  is  a  tension  in  the  direction  of  the  in- 
tensity, with  magnitude  per  unit  area 

T=\ED=\cE*u=U  (31) 

To  prove  this,  consider  a  uniform  field  which  is  terminated  at 
one  end  by  a  plane  conducting  plate  of  area  A  (necessarily)  nor- 
mal to  the  electric  field  (III,  §  2),  If  the  plate  Is  moved  in  a  direc- 
tion parallel  to  the  field  an  infinitesimal  distance  dL,  the  volume 
of  the  dielectric  under  strain  terminated  by  the  plate  of  area  A  is 
increased  by  AdL  and  the  energy  by  dW^  AdL  \ED,  the  dis- 
placement of  the  plate  being  so  small  that  E  and  D  remain  sen- 
sibly unaltered.  This  increase  in  energy  is  equal  to  the  work 
done  in  moving  the  plate  the  distance  dL  against  the  force 
normal  to  its  surface  due  to  the  tension  in  the  dielectric.  If  the 
force  per  unit  area  on  the  plate,  which  must  equal  the  tension  in 
the  direction  of  the  intensity  in  the  dielectric,  is  denoted  by  T, 
we  have  therefore 

dW^TAdL=-\EDAdL;w.^  T=  if AdW j dL=  \ED.  etc.. 

which  is  identical  with  (31). 
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This  result  has  been  deduced  for  a  uniform  field,  but  since 
every  field  is  uniform  throughout  an  infinitesimal  volume,  the 
result  is  perfectly  general. 

The  best  form  of  apparatus  for  invest^ating  the  electric  tension 
experimentally  is  described  in  §§  2  and'4,  III. 

JHectrio  Tension,  Hethod  II.  The  proposition  just  established 
may  also  be  demonstrated  as  follows :  Let  dS  be  zn  element 
of  the  chained  surface  of  a  conductor,  and  let  Pand  Q  be  two 
points  indefinitely  near  the  surface,  one  without  and  the  other 
within  the  conductor  at  the  center  of  dS.  Consider  the  sub- 
stance of  the  conductor  replaced  by  a  dielectric  of  the  same  per- 
mittivity as  that  of  the  surrounding  medium  {c),  §  28.  Then 
the  electric  intensity  at  P  and  at  Q  may  be  resolved  into  two 
components,  one  which  can  be  calculated  from  the  charge  upon 
dS,  and  the  other  from  the  rest  of  the  charges  in  the  field  (or,  as 
ordinarily  expressed,  one  due  to  the  charge  on  dS,  and  the  other 
Ate  to  the  other  chaiges).  Let  the  two  components  at  Z'  be 
denoted  by  £,  and  £„  and  the  resultant  intensity  by  E.  By 
symmetry,  E^  is  normal  to  dS,  and  there  is  an  equal  and  oppo- 
site component,  —  E^,  at  Q.  Since  E  and  £,  are  both  normal 
to  dS,  £,,  their  vector  difference,  is  also  normal.  Hence 
E=E,  +  E^ 

The  resultant  intensity  at  Q,  inside  the  surface,  is  zero,  and 
has  the  components,  E,  normally  outward,  and  E^  normally  in- 
ward (that  is,  —  £,).     Hence 

0=^E^~E^ 
Therefore  E^  =  E^=  ^E 

The  chaige  upon  the  element  of  surface  dS  is  adS  =■  DdS ; 
and,  since  the  intensity  at  the  charged  element  due  to  adS  is 
zero'  (being  directed  symmetrically  toward  the  outside  and  in- 
inside),  and  since  the  intensity  due  to  the  other  charges  is  )^E,  the 
mechanical  force  per  unit  area  upon  the  charged  surface  between 
Pm6Qh  r_ }££)_}«■/. -etc.  (31) 
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Ekotrio  Tension,  Hetbod  m.  The  same  result  may  be  ob- 
tained by  still  another  method.  As  we  have  seen,  the  electric 
charge  is  not  strictly  a  surface  distribution,  but  is  confined  to 
a  very  thin  surface  layer.      At  the  outer  surface  of  the  layer 


the  intensity  and  displacement,  which  are  normal  to  the  suriace 
throughout  the  layer,  have  their  full  surface  values  E  and  D ;  at 
the  inner  boundary  of  the  layer  they  are  zero.  If  £  and  D  de- 
note also  the  intensity  and  displacement  at  a  distance  x  from  the 
inner  boundary  of  the  surface  layer,  of  thickness  L  (Fig.  9),  the 
charge  within  the  small  volume  of  thickness  f/rand  cross-section 

'^^  '^  dq  -=  dxdS^^D  =  dx  dScdEjdx 

E  being  a  function  of  x  only.  The  outward  force  upon  the  por- 
tion of  the  conductor  within  this  chained  volume  is 

dF'  ~Edq=dS  cEdEjdxdx 

and  the  total  force  upon  that  part  of  the  surface  layer  whose 
cross-section  is  dS  is 

dFr^   CdF'  =^JSJ'  cEdE/dxdx^dScC  EdE=dS\cE* 

whence  the  force  per  unit  area  upon  the  charged  surface,  or  the 
tension  in  the  dielectric  at  the  surface,  is 

T=  dF/dS=  \cE*=\ED  (31) 

41.  Eleotrie  FreMore.    Equilibrium  of  a  Sieleotrio  Bopportit^ 
El«ctrio  I>iiplaeem«nt      In  a  dielectric  supporting  an   electric 
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field  there  is  at  every  point,  in  addition  to  the  tension  ^ED  in 
the  direction  of  the  intensity,  a  pressure  normal  in  every  direc- 
tion to  this  intensity  and  equal  to 

p^\ED=T-U  (32) 

To  establish  this  proposition,  consider  the  radial  field  from  a 
chaise  upon  a  very  small  body  at  P,  Fig.  10,  and  an  elementary 
(conical)  tube  of  displacement  7"  cutting  two  (spherical)  equipo- 


tentials  ^,  and  S^  a  distance  dL  apart,  and  enclosing  areas  dSi 
and  dS^  of  these  surfaces.  Let  E^,  Z*,  and  E^  D^h^  the  inten- 
sity and  displacement  at  S^  and  S^,  respectively.  The  portion  Z 
of  the  dielectric  enclosed  by  the  sides  of  the  tube  and  S^  and  5, 
is  in  equilibrium  under  the  action  of  the  stresses  of  the  Beld. 
The  force  on  Z  arising  from  the  tensions  is,  by  (31), 

\cE*dS^  -  \cE;dS, 

measured  toward  P,  and  must  be  balanced  by  an  equal  force 
directed  from  P.  We  shall  assume  that  this  equilibrating  force 
arises  from  a  pressure  /  normal  everywhere  to  the  surface  of  the 
tube,  and  shall  proceed  to  find  its  value.  If  p^  and  /,  are  the 
values  of  p  at  dS^^  and  dS:^,  respectively,  its  average  value  ovef 
the  surface  of  the  small  volume  Z  is  approximately 

Ka+a) 
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From  the  figure  it  is  clear  that  the  resultant  force  due  to  /  is 
outward  along  the  axis  of  the  tube  and  equal,  approximately,  to 

if  B  is  the  lateral  area  of  the  surface  of  Z.     Since 

sin  e=.{dS^~dS^jB 
very  approximately, 

J(A  +/^  siaeB  =  \{p^  +/'X^S,-dS,) 

Z  is  evidently,  by  symmetry,  in  equilibrium  laterally,  so  that 
it  will  be  in  complete  equilibrium  if 

K A  +  Pii  i^^^  -  A)  =  \cE*dS,  -  \cE*dS^ 
Since 

E^dS^  =  E^S^ 

the  last  equation  may  be  written 

\{P^  +  Pii  i'^^i  ~  A)  -  i  cE,EldS,  -  dS,) 
which  becomes,  when  the  tube  T  is  made  indefinitely  narrow, 
and  the  surfaces  S^  and  5,  are  brought  indefinitely  close  together, 

which  is  identical  with  (32). 

Since  the  field  within  the  element  of  volume  is  uniform  when 
the  element  is  made  indefinitely  small,  and  since  this  is  true  of 
any  electric  field,  the  result  just  obtained  for  a  radial  field  holds 
universally. 

A  method  of  proving  (32)  by  direct  experiment  is  described 
in  §  3.  VII. 

42.  Eleotrio  Conduction  uid  Induction.  The  tension  in  the 
direction  of  the  intensity  at  every  point  of  a  dielectric  supporting 
an  electric  field  and  the  pressure  perpendicular  to  this  direction 
throw  much  light  on  the  disappearance  or  transfer  of  electric 
chaises  by  conduction  and  their  development  by  induction. 
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Condnotion.  First  it  will  be  shown  that  this  stress  system  will 
account  for  the  result  of  §  26.  For  if  the  surface  of  a  conductor 
were  not  an  equipotential,  i.  e.,  if  the  tubes  of  induction  did  not 
meet  the  surface  normally,  there  would  be  in  the  dielectric  at  the 
interface  a  component  of  the  intensity  parallel  to  the  surface,  and 
therefore  a  component  of  the  tension  parallel  to  the  surface 
and  a  component  of  the  pressure  perpendicular  to  the  surface. 
Since  the  charges,  or  the  ends  of  the  tubes,  can  move  freely  along 
a  conductor,  the  tubes  would  therefore  contract,  their  ends,  or 
the  charges,  slipping  along  the  conductor ;  and  since  within  the 
substance  of  the  conductor  the  intensity,  and  therefore  the  pressure 
perpendicular  to  the  surface,  is  zero,  the  component  perpendicular 
to  the  interface  of  the  pressure  in  the  dielectric  would  be  un- 
balanced by  any  pressure  from  within,  so  that  the  tubes  would 
be  continually  pushed  toward  and  into  the  conductor  (there  to 
break  up).  Since  these  processes  are  inconsistent  with  the  nature 
of  a  static  field,  there  can  be  no  compronent  of  the  intensity 
parallel  to  the  surface  of  the  conductor. 

Consider  two  electrified  conductors  A  and  B  with  positive 
and  negative  chaises  respectively,  A  being  the  only  positively 
chained  body  in  the  field ;  and  suppose  g,  the  charge  of  A,  nu- 
merically greater  than  q',  the  chaise  of  B.  Of  the  g  unit  tubes, 
emanating  from  A,  q*  terminate  upon  B,  and  q  —  q'  upon  other 
bodies  at  a  distance.  If  A  and  B  are  connected  by  a  wire  C,  in 
which  permanent  electric  stress  cannot  exist,  the  tensions  along 
the  tubes  and  pressures  at  right  angles  to  them  will  cause  the  y* 
tubes  connecting  A  and  5  to  be  pushed,  contracting  as  they  go, 
into  the  regions  of  no  permanent  stress,  the  conductors  A,  B, 
and  C,  until  the  positive  and  negative  ends  of  each  tube  meet 
and  the  tube  disappears. 

The  remaining  q  —  q'  tubes  emanating  from  A  will  be  redis- 
tributed by  the  system  of  tensions  and  pressures  until  there  is 
again  equilibrium,  when  the  remaining  q  —  g'  tubes  will  emanate 
normally  from  A,  B,  and  C. 
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During  the  process  of  conduction  the  field  is  not  in  equilib- 
rium, nor  is  It  zero  within  the  conductors,  and  the  tubes  are  not 
normal  to  the  surfaces  of  the  conductors,  but  are  inclined  from 
the  normal  at  each  end  in  the  direction  of  motion  of  that  end. 
If  the  conductivity  were  perfect,  the  tubes  would  always  end 
normally  at  the  conducting  surfaces  and  would  never  disappear 
in  the  conductors  (Chapter  VIII.,  §  9). 

The  phenomena  here  described  are  only  a  part  of  the  phe- 
nomena occurring  during  conduction,  and  a  more  complete  dis- 
cussion will  be  given  later  (Chapters  VIII.,  XII.). 

IndDoUoiL  Into  an  electric  field,  as  that  bounded  by  a  concen- 
trated chaise  A  and  the  walls  of  the  room,  let  a  conductor  B  be 
introduced.  The  state  of  strain  previously  existing  in  the  space 
now  occupied  by  ^  is  annulled  by  its  introduction,  the  tubes 
formerly  crossing  this  space  being  cut  in  two  by  the  conductor,  and 
those  sufficiently  near  being  pushed  against  its  surface  and  there 
also  cut  in  two,  until  all  the  tubes  so  severed  touch  B  normally 
and  there  is  again  equilibrium.  For  every  tube  terminating  upon 
B  there  is  therefore  a  tube  of  equal  strength  emanating  from  it. 
That  is,  the  positive  and  negative  charges  developed  by  induction 
are  equal. 

All  the  tubes  severed  by  B  may  be  regarded  as  still  belonging 
to  A  ;  they  are  simply  rendered  discontinuous  at  the  surface  of 
S,  where  the  induced  charges  therefore  reside. 

If  ^  is  connected  to  the  walls  by  a  wire  C,  the  tubes  stretching 
from  B  to  the  walls  will  disappear  by  the  process  of  conduction, 
described  above,  leaving  B  chai^d  oppositely  to  A.  The  tubes 
between  B  and  the  walls  having  disappeared,  more  of  the  tubes 
from  A  will  crowd  into  their  places  until  there  is  again  equilib- 
rium, part  to  end  on  B,  part  on  C,  and  part  on  the  walls.  The 
charge  on  B  of  the  opposite  kind  to  that  of  A  is  thus  increased 
by  earthing  B. 

Fig.  II  (from  Nichols  and  Franklin's  Elements  of  Physics, 
Vol.  11.,  §§  165-6)  illustrates  the  process  of  introducing  a  small 
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charged  conductor  B,  insulated,  into  a  nearly  closed  hollow  con 
ductor  A,  §4,  putting  on  the  conducting  lid,  moving  B  about 
inside,  and  finally  bringing  B  into  contact  with  A%  inner  surface. 
The  distribution  of  the  tubes  here,  as  well  as  in  the  preceding 
cases,  can  be  roughly  predicted  from  the  considerations  that  all 
the  tubes  meet  both  conductors  normally  and  that  the  voltage 


along  every  line  from  one  conductor  to  the  other  is  the  same. 
Since  the  volti^e  along  a  line  of  intensity  k  equal  to  the  average 
value  of  the  intensity  along  the  line  x  its  length,  the  intensity 
and  the  induction  must  be  greater,  or  the  tubes  more  concen- 
trated, the  shorter  the  distances  through  which  they  stretch. 

If,  instead  of  a  conductor,  an  insulator  of  permittivity  different 
from  that  of  the  dielectric  in  the  region  is  introduced  into  the 
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field,  phenomena  similar  in  some  respects  are  observed.     This 
subject  will  receive  consideration  in  Chapter  IV. 

43.  Electric  Teaaion  and  Preume  and  Forcives  in  the  Eleotrio 
Field.  The  force  upon  a  conductor  in  or  bounding  a  static  field 
is  due  wholly  to  the  tension  in  the  dielectric,  the  force  per  unit 
area  at  any  point  of  the  surface  being  T  normal  to  the  surface. 
Since  E  and  D  are  perpendicular  to  a  conductor's  surface,  no 
component  of  the  force  upon  a  conductor  can  be  due  to  the  elec- 
tric pressure,  which  is  tangential  to  the  surface  and  balanced  in 
every  direction.  Inasmuch,  however,  as  the  distribution  of  the 
tubes,  and  thus  the  distribution  of  T,  over  the  surface  of  a  con- 
ductor is  determined  by  both  tensions  and  pressures,  the  latter 
contribute  to  the  force  indirectly. 

The  force  upon  a  dielectric  is  in  general  due  to  both  tensions 
and  pressures.     See  Chapter  IV.,  §  9. 

In  Chapers  II.,  III.,  IV.,  VI.  and  VII.  many  examples  \vill  be 
found. 

44.  Tits  Eqnilibrinm  of  a  Oiven  Field  ii  not  Altered  if  iti 
Direction  ia  Beveried  at  Every  Point  For  the  tension  parallel 
to  the  intensity  and  the  pressure  perpendicular  to  the  intensity, 
at  any  point  of  the  field  are  proportional  to  its  square,  and  are 
therefore  not  altered  by  the  reversal  of  direction.  The  signs  of 
all  charges  are  of  course  reversed  with  the  reversal  of  the  in- 
tensity. 

46.  Wlken  the  Al^braic  Charge  upon  Eadi  Condaotor  of  an 
Ziolated  Syitem  is  Zero,  there  is  no  Charge  and  no  Field,  If  the 
total  algebraic  chaise  of  each  of  a  system  of  conductors  is  zero, 
and  if  there  are  no  other  electrified  bodies,  or  electrets  (Chapter 
VI.),  or  a  changing  magnetic  flux  (Chapter  XIII.)  anywhere, 
then  there  is  no  electric  charge  or  displacement  anywhere.  For 
if  the  electric  field  were  not  zero,  tubes  of  displacement  would 
emanate  from  each  conductor  and  terminate  upon  conductors  of 
lower  potential,  since  each  conductor  would  have  both  positive 
and  negative  charges.     And  since  the  algebraic  charge  of  each 
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conductor  is  zero,  as  many  tubes  as  emanated  from  the  conductor 
at  highest  potential  would  terminate  upon  its  surface,  while  there 
would  be  no  body  at  higher  potential  at  which  such  tubes  could 
originate ;  and  as  many  tubes  as  terminated  upon  the  conductor 
at  lowest  potential  would  emanate  from  its  surface,  while  there 
would  be  no  body  at  lower  potential  for  these  tubes  to  terminate 
upon.  Thus  the  supposed  case  is  impossible,  and  there  is  no 
chaise  or  intensity  anywhere. 

46.  A  Single  Uleotrio  Field  Corresponding  to  Oiven  ChargoB. 
If  an  electric  field  A^  bounded  by  a  system  of  fixed  conductors 
with  given  total  charges,  or  by  a  system  of  insulators  with  both 
chains  and  their  distribution  given,  or  by  both,  is  in  equilibrium, 
this  is  the  only  field  satisfying  the  given  conditions  which  is  in 
equilibrium.  For  suppose  that  A^  is  a  second  field  satisfying  the 
conditions :  It  will  be  shown  that  A^  =  A^  For  if  A^  with  its 
sign  reversed  is  superposed  upon  A^,  the  resultant  field  will  be 
in  equilibrium,  and  the  charge  at  each  point  of  every  insulator 
and  the  total  charge  of  each  conductor  (the  last  statement  in 
§  32  not  being  assumed  as  known)  will  be  zero.  Hence  by  the 
last  article  there  is  no  electric  charge  or  displacement  anywhere. 
Thus  at  every  point  D^  +  (—  D^  =  o,  or  A^  =  A^. 

A  Single  Field  Corresponding  to  Given  Potentials.  If  an  elec- 
tric field  A^,  bounded  by  a  given  system  of  conductors,  the  po- 
tential of  each  being  given,  or  the  voltage  between  each  and 
all  the  rest,  is  in  equilibrium,  this  is  the  only  equilibrium  field 
satisfying  the  given  conditions.  For  let  A^  another  field,  sup- 
posedly, satisfying  the  conditions  be  superposed  upon  A^  with  its 
sign  reversed.  In  the  resultant  field  the  potential  of  each  con- 
ductor, or  the  voltage  between  each  and  all  the  rest,  is  zero,  by 
the  last  article.  Hence  the  intensity  b  zero  everywhere,  and 
A^  =  A^. 

47.  EqnipotentiKl  Beplaoed  by  Infinitely  Thin  Condnctor  of 
Same  Shape.     In  any  electric   field  any  equipotential  surface 
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5  (always  closed  or  else  an  infinite  plane)  can  be  replaced  by  an 
infinitely  thin  conducting  sheet  S'  without  disturbing  the  electric 
field  on  either  side.  For  all  the  tubes  which  before  the  substi- 
tution crossed  5  nonnally,  after  the  substitution  terminate  nor- 
mally on  one  side  of  y  and  emanate  normally  from  the  other 
side  (induced  charges  being  developed).  But  since  S'  is  coinci- 
dent with  S,  this  necessitates  no  change  in  the  direction  or  posi- 
tion of  any  tube,  and  the  substitution  therefore  leaves  the  field 
in  undisturbed  equilibrium,  the  tensions  and  pressures  remaining 
precisely  the  same  as  before  the  substitution.  This  result  is 
also  a  corollary  of  the  next  article, 

Safliiition  of  El«otric  Imagea.  The  two  charges,  of  systems 
of  charges,  in  the  regions  on  opposite  sides  of  S'  (but  not  in- 
cluding the  charges  upon  S')  are  called  the  electric  images  of  one 
another  in  the  surface  5*. 

Since  the  conducting  sheet  S'  renders  the  fields  on  its  opposite 
sdes  absolutely  independent  of  one  another,  either  field  may  be 
destroyed  or  modified  in  any  manner  without  affecting  the  other. 
If  we  are  concerned  with  only  one  of  these  fields,  the  substance 
of  the  conductor  whose  surface  S'  coincides  with  ,?  may  be  ex- 
tended in  any  manner  into  the  region  (previously)  occupied  by 
the  other  field. 

48.  Additional  PropositioiiB  Fnudamental  to  the  Method  of  Sleo- 
trie  Imagei.  If  the  potential  of  a  surface  ,S  and  the  charges  on 
one  side  of  S  (closed  or  an  infinite  plane,  being  an  equipotential) 
are  given,  the  electric  field  on  this  side  is  fixed  independently  of 
the  way  in  which  the  surface  is  kept  at  the  given  potential.  For 
suppose  that  two  fields  A^  and  A^  satisfy  the  conditions.  If  A^ 
with  its  direction  everywhere  reversed  is  superposed  upon  A^,  S 
will  be  at  zero  potential,  and  there  will  be  no  electric  charge  on 
the  side  of  5  considered.  Hence  there  is  no  field  on  this  side, 
and  A^  =.  A^. 

Similarly,  if  the  position  of  an  equipotential  surface  5  is  given, 
t(^^her  with  the  fiux  across  it  and  the  charges  on  one  side  of  it. 
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the  field  on  this  side  is  fixed  and  independent  of  the  way  in  which 
5  is  kept  equipotential  and  of  the  way  in  which  the  flux  across 
it  is  kept  of  the  given  magnitude.  For  suppose  that  two  fields 
'A^  and  A^  satisfy  the  conditions.  If  —  A^  is  superposed  upon 
A„  the  surface  5"  will  still  be  an  equipotential,  the  flux  across  it 
will  be  algebraically  zero,  and  there  will  be  no  charge  on  the 
side  of  5  considered.  Hence  not  only  the  total  flux  across  5  is 
zero,  but  the  flux  across  every  part  of  S,  and  there  is  no  field  on 
the  side  of  5"  considered.     Thus,  as  before,  A^  =  A^. 

In  the  above  two  cases,  if  the  given  charges  are  upon  con- 
ductors, only  the  total  charges  need  be  given  ;  but  if  the 
charges  are  upon  insulators,  the  distribution  as  well  as  the  mag- 
nitude of  each  charge  must  be  given. 

49.  Tbe  Eleotrostatio  Energy  of  an  Eleotrie  Fisld  Sarroniidiiig 
anj  Hnmber  of  Coadnetors.  We  shall  now  proceed  to  find  the 
energy  of  an  electric  field  containing  any  number  of  conductors, 
A^,  A,,  -  ■  -,  A^,  with  any  charges  ^j,  y,,  ■  ■  -,  y_,  and  at  any  po- 
tentials Fj,  ^1,  ■  ■ ;  K,i  K  *"*^  '^  being  the  highest  and  lowest 
potentials,  respectively.  For  the  sake  of  keeping  the  field 
within  finite  limits  and  eliminating  the  field  of  the  earth,  let  all 
the  conductors  A^,  A^,  etc.,  be  enclosed  within  a  hollow  closed 
conductor  A^,  such  as  the  walls  of  a  room,  at  potential  V^.  This 
limitation  will  be  removed  later  for  ideal  cases.  Some  of  the 
conductors  will,  in  general,  be  at  higher,  and  some  at  lower  po- 
tentials than  V^.  Let  the  field  be  divided  into  regions  of  higher 
and  lower  potential  than  f^  (by  equipotential  surfaces  of  poten- 
tial  FJ. 

Consider  first  the  conductors  A^  A^  ■  ■  -,  in  a  region  above  V^ 
in  potential.  On  j4j,  the  conductor  at  highest  potential  in  the 
region,  no  tubes  terminate,  and  from  it  q^  tubes  emanate,  some 
terminating  on  A^  and  others  cutting  the  part  of  the  equipotential 
f^  separating  the  region  under  consideration  from  the  neighbor- 
ing region  at  lower  potential.  Some  of  the  g^  tubes  are  discon- 
tinuous at  the  surfaces  of  the  conductors  A^,  A^,  etc.,  in  the  region 
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(the  discontinuities  corresponding  to  induced  charges),  but  all 
finally  reach  the  boundary,  at  potential  f^  of  the  region.  The 
voltage  along  every  tube  from  A^  to  the  boundary  of  the  region 
is  therefore  V^—V^.  The  enei^  contributed  to  the  region  by  the 
tubes  emanating  from  A^  is  thus  ^qJJ^^  —  V^.  Since  A^  pos- 
sesses a  charge  q^,  q^  unit  tubes  emanate  from  A^  (in  addition  to 
the  tubes  from  A^,  which  both  terminate  upon  and  emanate  from 
A^  and  have  already  been  considered),  and  all  finally  reach  the 
boundary  of  the  region  at  potential  V^.  The  enei^  contributed 
to  the  region  by  the  q^  unit  tubes  from  A^  is  thus  \q^  ( f^  —  f^) ; 
and  so  on  for  the  other  conductors  in  the  region. 

Consider  now  a  region  of  lower  potential  than  V^  containing 
conductors  ••■,Ap  A^,  A,,  A^  being  the  conductor  at  lowest  poten- 
tial in  the  region.  No  tubes  emanate  from  A^,  and  the  q^  unit 
tubes  terminating  upon  it  all  come  from,  some  through,  the 
boundary  of  the  r^ion  at  potential  K,  though  some  are  discon- 
tinuous (induced  charges)  at  the  surfaces  of  A^  and  the  other  con- 
ductors, at  higher  potentials  than  V,,  in  the  region.  The  voltage 
of  each  of  these  tubes  from  the  boundary  to  A,  is  thus  V^—  V^ 
and  since  the  total  strength  of  all  the  tubes  is  ~  q{q  being  n^a- 
tive  since  V,  is  less  than  V^,  the  energy  contributed  to  the  region 
by  the  tubes  of  A^  is  ^q,{V,—  f^.  The  energy  contributed  by 
the  y^  tubes  belonging  to  A^^  is  likewise  ^ j^(  y^~  f^) ;  and  so 
on  for  the  other  conductors  of  this  region,  and  for  other  regions. 

Summing  up  these  expressions  for  the  whole  electric  field 
within  A^,  we  have  for  the  total  energy  within  A^ 

+  MK-K)-ii:}(y-'^:>     (33) 

If  A^  is  connected  to  the  earth,  and  if  we  define  the  potential 
of  the  earth  as  zero  potential,  (33)  becomes 

fr_jE?c  (33«) 

If  we  suppose  A^  removed  to  infinity,  if  we  suppose  the  «  con- 
ductors to  be  the  only  electrified  bodies  in  space,  and  if  we  define 
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the  potential  of  A^  in  a  r^on  infinitely  remote  from  all  electrified 
bodies,  as  zero  potential,  (330)  will  give  the  total  electrical  enei^ 
in  space  surrounding  this  ideal  system. 

SO-69.  A  System  of  Conduoton  A^,  A^  ■•■,  A^  Snnonnded  by  a 
Cloied  Conduotor  A^.  The  voltage  from  any  conductor  of  the 
system,  such  as  A^,  to  A^  will  be  denoted  by  Fwith  the  proper  sub- 
script, as  V^,  and  its  chaise  by  q  with  the  same  subscript,  as  g^. 

50.  Voltages  in  Terms  of  Cliaif  es  and  Charges  in  Terms  of  Tolt- 
agea  The  voltage  V^  from  any  one  -4^  of  the  system  of  con- 
ductors to  A^  is  a  linear  function  of  the  charges  of  all  the  con- 
ductors. For,  by  §§  34,  35,  V^  is  proportional  to  the  chaise  of 
any  one  conductor  of  the  system  A^,  A^  ■•■,  A^  when  all  the 
rest  are  insulated  without  charge  (except  induced  charges),  and 
therefore,  by  §  33,  when  all  the  conductors  are  charged  the  ex- 
pression for  V^  consists  of  a  series  of  terms  each  proportional  to 
the  charge  of  one  conductor.     Hence 

f'i-A.?.+AA+  ■■■+A.?,  (0 

^,-Ai?i +/!.?.+    ■■+/*.?.  (2)  ,    ^ 

(34) 


The  coefficients  of  the  charges,  viz.,  fi^^,  p^^,  etc.,  are  called 
voltage  coefficients,  or  coefficients  of  potential.  Each  has  two  sub- 
scripts, the  first  identical  with  that  of  the  conductor  in  the  ex- 
pression for  the  voltage  from  which  to  A^  it  occurs,  the  second 
identical  with  that  of  the  conductor  to  whose  charge  the  coef- 
ficient belongs,  and  denotes  the  ratio  of  the  voltage  to  A^  from 
the  conductor  with  the  first  subscript  to  the  charge  of  the  con- 
ductor with  the  second  subscript  when  ail  the  conductors  except 
that  with  the  second  subscript  are  insulated  without  (algebraic) 
charge.     Thus  for  example, 

when  ^j,  y,,  •  •  -,  y^_,  are  zero  in  (34)  (2). 
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By  solving  the  n  equations  (34),  each  of  the  chaises  may  be 
expressed  as  a  linear  function  of  all  the  voltages.     Thus 

?,  =  -^si^i  +  %f'.  +  ■  ■  -  +  ^^K  (2) 

(35) 


q^  _  s^^  F,  +  J.,  F,  +  . . .  +  J„  V,  (»)  J 

the  j's  being  functions  of  the  p's. 

Each  s  has  two  subscripts  and  denotes  the  ratio  of  the  charge 
upon  the  conductor  with  the  first  subscript  to  the  voltage  to  A^ 
from  the  conductor  with  the  second  subscript  when  the  voltage 
to  A^  from  each  of  all  the  conductors  except  that  with  the  second 
subscript  is  zero  (all  the  conductors  except  that  with  the  second 
subscript  connected  metallically  with  A^. 

Those  coefficients  with  the  two  subscripts  equal  are  called 
coefficients  of  capacity,  while  those  with  the  subscripts  unequal 
are  called  coefficients  of  induction. 

The  p's  and  s's  are  functions  only  of  the  configuration  of  the 
conductors  and  of  the  dielectric  constant  of  the  medium  in  which 
the  system  is  placed. 

51.  The  CMffioients.  Any  two  coefficients  of  potential  with 
the  same  subscripts  in  different  order  are  identical.     That  is 

/«  =  .?>*  (36) 

To  prove  this  relation,  let  all  the  conductors  of  the  system 
.i4,  -  ■  ■  j4_  except  A^  and  W,  remain  insulated  and  uncharged  (alge- 
braically). The  energy  of  the  dielectric  within  A^  when  A^  and 
A^  have  the  charges  q^  and  y,  will  be  independent  of  the  manner 
in  which  the  field  is  established.  The  energy  obtained  by 
charging  A,^  first  and  then  A^  may  therefore  be  equated  to  that 
obtained  by  charging  A,  first  and  then  A^.  Denoting  the  energy 
in  the  first  case  by  W^  and  that  in  the  second  case  by  W^,  we 
have 
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-  X  ^"^*'^'^*  "^  X  ^■'*'*^''  "^  ■^'^'^'  °  ^■^"^''* 

-  «',-X"f'^?,[?*-o] +x''fi^'^?»[<',-?j 

=  X  ■^'^'^'^'  "*"  X  ^-^i^' +-'*"^*^'^» "  i^"?'* 

from  which  (36)  immediately  follows. 

If  moreover  the  expressions  in  p'^  for  any  two  coefficients  of 
capacity  with  the  same  subscripts  in  opposite  order,  e.  g.,  j^,  and 
s^,  are  examined,  it  will  be  found  that  they  differ  only  in  having 
such  coefficients  of  potential  as  /„  and  p^  interchanged.  But 
/»,=/«.  hence 

ht-^m  (37) 

With  the  aid  of  (34)  and  (35)  these  results  may  be  interpreted 
as  follows : 

(36)  The  voltage  to  A^  from  any  conductor  A^  when  A^  has  a 
given  charge  q  and  all  the  other  conductors  of  the  system 
A^■'^ A^,  including  A^,  are  insulated  without  algebraic  charge, 
is  equal  to  the  voltage  from  A,  to  A^  when  A^  has  the  same 
charge  q  and  all  the  other  conductors,  including  A^  are  without 
charge. 

{37)  The  charge  upon  any  conductor  A^  when  the  voltage 
from  any  other  conductor  A,  to  A^  is  V,  and  the  voltage  to  A^ 
from  each  of  all  the  other  conductors,  including  A^,  is  zero  (all 
the  conductors  except  A^  connected  metallically  to  A^),  is  equal 
to  the  charge  upon  A^  when  the  voltage  from  ^4^  to  A^  is  y,  and 
the  voltage  to  A^  from  each  of  all  the  other  conductors,  includ- 
ing Aj,  is  zero  (all  the  conductors  except  A^^  connected  to  A^). 

The  coefficients  of  voltage  are  all  positive.  For  if  one  con- 
ductor has  a  positive  charge,  a/I  the  rest  being  uncharged  (alge- 
braically), lines  of  intensity  emanate  from  it  and  pass  to  A^,  some 
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of  them  crossing  (discontinuously)  the  other  conductors  as  they 
go.  Thus  lines  pass  from  each  conductor  to  A^.  Hence  the 
voltage  from  any  conductor  to  A^  is  greater  than  zero,  or  posi- 
tive, and   the    coefficients  of   voltage  are  therefore   positive 

( (34)  ff.). 

The  coefficients  of  capacity  are  all  positive,  and  the  coefficients 
of  induction  are  all  negative.  For  if  any  conductor  is  so  charged 
that  the  voltage  from  it  to  A^  is  positive,  while  the  voltage  to  A^ 
from  each  of  all  the  rest  is  zero  (the  conductors  connected  to  A^), 
lines  of  intensity  pass  from  this  conductor  to  all  the  others. 
Hence  its  charge  is  positive,  and  the  charges  of  all  the  rest  are 
negative.  Hence  the  coefRcients  of  capacity  are  all  positive,  and 
the  coefficients  of  induction  are  all  negative  (  (35)  ft). 

The  coefficient  of  capacity  of  any  conductor  A^  is  numerically 
equal  to,  or  greater  than,  the  sum  of  all  the  coefficients  of  in- 
duction (with  A  as  first  subscript)  between  A^  and  the  other  con- 
ductors. For  when  A,^  is  insulated  and  chained,  and  the  voltage 
to  A^  from  each  of  all  the  other  conductors  (connected  to  A  J)  is 
zero,  the  number  of  unit  tubes  ending  on  the  other  conductors 
cannot  be  greater  than  the  number  emanating  from  A^  (since  all 
emanate  from  W^),  and  can  equal  this  number  only  when  A,^  is 
completely  surrounded  by  one  or  more  of  the  other  conductors 
(of  the  system  A^,  A^,  ■  ■  •,  A^  as  it  is  surrounded  by  A^  (or 
when  A^  is  removed  to  infinity  and  the  other  conductors  are  the 
only  two  charged  bodies  in  space). 

When  the  dielectric  is  homogeneous  and  isotropic  throughout, 
the  coefficients  of  induction  and  capacity  are  proportional,  and 
the  voltage  coefficients  inversely  proportional,  to  its  permittivity. 

Every  voltage  coefficient  with  its  subscripts  equal,  as  z^^,  is 
diminished,  and  every  coefficient  of  capacity,  as  i„,  is  increased, 
by  the  introduction  of  another  conductor  into  the  field.  For  V^, 
the  voltage  from  A^  to  A^  is  equal  to  XEjdL  along  any  path 
from  A^  to  A^ ;  and  when  another  conductor  is  introduced, 
whether  it  is  insulated  or  connected  to  A^,  tubes  of  displacement 
arc  pushed  toward  and  into  this  conductor,  making  the  field  less 
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intense,  and  ^EjdL  less,  along  some  paths  not  passing  through 
the  new  conductor  (and  therefore  along  all  paths).  Hence, 
while  q^  remains  unaltered,  J^  is  diminished  by  the  introduction 
or  the  new  conductor.  When  ^^  is  insulated  with  charge  q^,  and 
all  the  other  conductors  are  insulated  without  algebraic  chaise, 
Pu,=  V^ Iq,,,  and  is  therefore  diminished  by  the  introduction  of 
the  new  conductor.  When  A^  \s  insulated  with  charge  q^  and 
the  volti^e  to  A^  from  each  of  all  the  other  conductors  (con- 
nected to  A^  is  zero,  i'^—  ^^/f^  and  is  therefore  incr^sed  by 
the  introduction  of  the  new  conductor. 

It  is  easy  to  see  that  the  effect  in  question  is  greater  in  each 
case  the  nearer  the  new  conductor  is  brought  to  the  conductor 
whose  coefficients  are  under  consideration,  and,  in  general,  the 
greater  its  volume  (space  included  within  its  exterior  surface,  if 
hollow). 

Similar  and  opposite  effects,  respectively,  are  produced  by  in- 
troducing into  a  part  of  the  field  a  dielectric  of  greater  or  less 
permittivity  than  that  of  the  rest  of  the  dielectric  within  A^,  as 
will  be  apparent  after  reading  Chapter  IV. 

53.  Additional  Ezpressions  for  tho  Electric  Enei^.  The 
energy  of  the  electric  field  within  A^  surrounding  the  system  of 
conductors  A^,  A^,  ■■•  ,  A^  (§49)  can  also  be  expressed  as  a 
quadratic  function  of  all  the  charges  y„  ■  ■  ■  ,  q^,  or  of  all  the 
voltages  F,,  ■  ■  ■  ,  V^.     For  by  (30)  and  (35) 

and  by  (30)  and  (34) 

>,  =  ^  2y  F=  J^„?,»  +  y>^^'  +  . 
+  Aj?i?i+  ■■■  +/b?s?s+  ■■■ 
IV^  denoting  the  enei^y  expressed  in  terms  of  the  voltages,  and 
JV  the  enei^y  expressed  in  terms  of  the  charges. 
By  partial  differentiation  we  find  that 
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dWJdV,-s„V^  +  s^V,+  ...  +  J,,  r. 

-  q,.  dWJdV,-  g^  etc,  and  '"""^ 

«'»',/''?.- Ai?.  +  Arf. +  ••  H-AA  -  ^i.'"*',/'*?,  -  f'i.  «■:■  (41) 

63.  XT4'  -  XV'q.  Let  ?„  r„  ?„  f,,  ■  • . ,  ?.,  r„  and  ?,',  F,', 
?,',  VI,  ■  ■  - ,  ?/,  f^'  denote  the  charges  and  voltages  to  A^  for 
two  static  fields  surrounding  the  system  of  conductors  -^n  ■  ■  ■ . 
A   within  A  .     Then 

•i.Vi' -S.V'q  (42) 

For  X  Vf'  -  V,f,'  +  V^,'  +  ■  ■  ■  +  r^.'.     Whence,  by  (34), 

K?i'  - A.?i?i'  +P,aA'  +  ■■■  +  A.?.7i' 

V^i  -  M,!i  +  f^ai  +    ■  ■  +  PmM,' 

KS.'  -A.iM.'  +  />,^A'  +  ■  ■  ■  +  /_?.?.' 
and  X  F/  -  P'lV,  +  F.V,  +  •  ■  ■  +  r.V.  -  2  f"? 

by  adding  up  in  vertical  columns  the  corresponding  terms. 

M.  Change  in  Energy  when  Charges  and  Toltages  are  Altered. 
If  the  charges  and  voltages  to  A^  of  the  given  system  of  con- 
ductors ure  changed  from  one  set  of  values  y,,  F„  q^  V^  etc.,  to 
another  set  q^,  V^,  q(,  V^,  etc.,  the  increase  in  the  energy  of  the 

fieldU  W  -W-^lfXq'V'-XqV)  (43) 

This  equation  may  be  put  in  two  other  forms,  sometimes  con- 
venient, by  (42).     Thus 
KV  J"-  T-qV)  -  j(Z/f"-  If  F'-l-  Xq'V-  -LqV) 

-\-m/-qV"+V)  (44) 

-  J(V  V  +Xqy'-1q'V-J.q  V) 

-^^q'  +  q)(V'-V).  (45, 

Afi.  Elutiio  Energy,  Kedtanloal  Enei^,  and  Change  of  Coa> 
flgnratum.    From  §53  it  follows  that  if  the  system  of  conductors 
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■^n  ^v  "'t-^m  suffers  a  certain  change  of  configuration,  the 
chaises  g^,  q^  etc.,  remaining  constant,  and  the  voltages  to  A^ 
therefore  changing  from  V^,  V^,  etc.,  to  V^',  V^,  etc.,  the  energy, 
W,  lost  by  the  electric  field  minus  the  enei^,  W,  gained  by  the 
field  when  the  same  change  of  configuration  occurs  with  voltages 
f^i  ^v  fitc.,  constant,  and  charges  therefore  changing  from  g^,  ?,, 
etc.,  to  y,',  j/,  etc.,  is  equal  to 

W-  W  =  J£?(  V-  V)  -  ^S  V{g'  -  q) 

=  J2(/-^)(f"-n  (46) 

For  in  the  first  case,  after  the  change  of  configuration,  the 
charges  jj,  q^,  etc.,  correspond  to  the  voltages  V^,  V^,  etc.;  and 
in  the  second  case,  after  the  same  change  of  configuration,  the 
charges  g^',  q^,  etc.,  correspond  to  the  voltages  V^,  V^,  etc. 
Hence  by  (42) 

•S-qV^^q'V' 

Substituting  ^q'V  for  S^f^in  the  first  term  of  the  central 
member  of  (46),  we  obtain  ^{^q' V— IqV'+'S.qV—'S.q'y), 
which,  on  being  fectored,  becomes  identical  with  the  last  member 
of  (46). 

If  the  energy  dissipated  in  heat  during  the  change  of  con. 
figuration  (owing  to  electric  resistance  {VIII. ))  and  that  radiated 
away  (both  of  which  are,  or  may  be  made,  exceedingly  small) 
are  neglected,  the  system  gains  in  the  first  case  an  amount  of 
mechanical  enei^  equal  to  IV,  the  loss  of  electric  energy.  If 
now,  after  the  change  of  configuration,  the  voltages  to  A^  are 
brought  back  to  their  initial  values  by  means  of  batteries  {or  other 
agents  possessing  intrinsic  e.m.f.s  (VIII.)),  the  state  of  the  system 
will  be  the  same  as  after  the  change  of  configuration  in  the  second 
case  above,  and  the  electrical  energy  will  surpass  the  initial 
enei^  by  the  amount  J^'.  The  energy  W  supplied  to  the 
system  by  the  batteries  is  equal  to  the  sum  of  the  increases  in 
mechanical  and  electrical  energy,  or 
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But  W-lV-^^(3'~g){r'~V) 

hence  W"  =  2  W-  ^2  (?'  -  ?)  (F'-  V)  (47) 

If  the  change  of  configuration  is  infinitesimal,  iV,  W,  and  W" 
are  infinitesimals  of  the  first  order,  and  J  2  (/ —  ^)(f '— F) 
an   infinitesimal   of  the   second   order.     Hence,    putting   W— 

=  J  2(^-  q)  {V-  V),  we  have 

_  dW^  -  dW^  (48) 

and  W"  -  -  2dW^  =  2d]V^  (49) 

That  is,  during  any  infinitesimal  change  of  configuration  the 
decrease  in  the  electric  energy  of  the  system  when  the  charges 
are  kept  constant  is  equal  to  the  increase  when  the  voltages  to 
A^  are  kept  constant ;  and  the  energy  supplied  by  the  batteries, 
or  other  sources  of  electric  enei^,  in  the  latter  case  is  equal  to 
twice  the  increase  of  electric  energy  —  one  half  going  to  increase 
the  mechanical  energy  of  the  system. 

The  principle  developed  in  this  article  will  be  applied  exten- 
sively in  what  follows  to  find  the  forcive  upon  a  given  conductor 
A  in  the  field. 

Thus  suppose  the  forcive  upon  A  to  consist  of  a  force  F  in  the 
direction  OX  of  increase  of  the  coordinate  ;r  of  a  point  of  A. 
Let  the  configuration  of  all  the  other  conductors  remain  fixed 
while  A  is  di^laced  in  the  direction  OX  3.  distance  dx.     Then 

-  dW^  =.  dW^  =  Fdx 

or  F=  -  dWJdx='  dWJdx  (50) 

In  the  same  way,  if  the  forcive  consists  in  a  torque  T  in  the 
direction  of  an  increase  of  an  angle  0, 

T-  -  dwjde  =  dwjde  (5 1 ) 

56.  The  Dliaharge  by  Saoeeaalve  Contacta  vith  A^  of  two  Cou- 
dnotora,  A^  and  A^  of  tlie  SysUm.     Let  all  the  other  conductors 
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within  A^  be  kept  permanently  connected  with  A^,  thus  becoming 
pennanent  parts  of  A^    Then  we  have  at  all  times,  by  (37)  and 


(35), 


^,iK  +  ^itK 


Initially,  let  A^  be  insulated,  with  voltage  V  to  A^  and  with 
charge  g,  and  let  A^  be  connected  to  j4,.  In  this  state  we  have 
from  the  above  equations 

the  first  subscript  of  ?,  and  ?,  denoting  the  number  of  times  the 
conductor  with  the  second  subscript  has  been  connected  to  A^, 
Next  let  A^  be  insulated,  and  let  A^  be  then  connected  to  A^ 
After  this  operation 

Next  let  A^  be  insulated  and  A^  then  connected  to  A^.     Then 

Then  let  A^  be  insulated,  and  let  A^  be  connected  to  A^^.  In 
this  state 

and  so  on  for  any  number  of  contacts. 

Thus  each  time  either  conductor  is  connected  to  A^  its  chaise 
is  diminished  in  the  ratio  s^'fs^^Sg^.     After  n  contacts  the  chaise 

"'-^''•^  .?,-(V/vJV  (s=) 

If  after  the  »th  contact  A^  is  insulated  and  A^  connected  to  Ag, 
the  voltage  from  A^  to  A^  is 

-f.  =  ^^  (^uV^nO"?  =  (^uV^n^^r  f  ■         (S3) 
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When  J„  is  nearly  equal  to  i„  and  s^,  which  is  the  case  when 
the  two  conductors  are  parallel  and  close  together,  especially 
when  the  dielectric  constant  of  the  medium  between  them  is 
larger  than  that  of  the  rest  of  the  dielectric  within  A^,  the  charge 
diminishes  very  slowly  witli  the  increase  of  «. 

57.  Eleotrio  Snrfiiee  Density  and  Snr&oe  Corratare  of  Cou- 
dttctors.  The  electric  surface  density  upon  any  isolated  electri- 
fied conductor  is,  in  general,  greater  at  any  point  of  the  surface 
the  greater  the  curvature  at  the  point.  For  it  is  obvious  that 
the  equipotential  surfaces  drawn  about  any  such  conductor  ap- 
proach more  and  more  nearly  the  form  of  spheres  about  the 
conductor's  "  center  of  chaise  "  as  their  distances  from  the  con- 
ductor increase.  That  is,  at  great  distances  the  field  is  prac- 
tically radial,  and  tubes  of  equal  strength  have  equal  cross-sec- 
tions. If  now  tubes  of  equal  strength  are  followed  backward 
toward  the  conductor,  they  become  narrower ;  and  those  which 
emanate  from  the  more  highly  curved  portions  of  the  sur- 
face become  narrower  more  rapidly  than  those  which  emanate 
from  less  highly  curved  portions,  since  the  lines  bounding 
each  tube  emanate  normally  from  the  conductor.  Thus  the 
area  from  which  a  tube  of  given  strength  starts  is  smaller,  or 
the  electric  surface  density  upon  it  greiter,  the  more  highly  the 
surface  is  curved  (convex  outward)  at  the  point. 

In  the  same  manner  the  density  is  smaller  the  more  concave 
the  surface. 

At  a  sharp  edge  or  point  the  density  is  very  great.  If  the 
edge  or  point  were  really  sharp,  the  density  there  would,  of 
course,  be  infinite,  as  tubes  would  emanate  from  bases  of  no 
dimensions. 

Where  two  parts  of  a  conducting  surface  make  with  one  an- 
other a  reentrant  angle  the  surface  density  vanishes,  since  any 
displacement  there  would  be  perpendicular  to  both  parts  of  the 
surface,  which  is  impossible. 

In  addition  to  the  curvature  at  the  given  point,  the  curvature 
of  the  neighboring  parte  of  the  surface  is  of  importance  in  deter- 
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mining  the  density.  Thus  the  density  would  be  small  on  a 
"point"  on  the  inside  ofa  vessel  nearly  closed,  and  it  might  be 
great  in  a  small  cavity  in  a  highly  convex  portion  of  the  outer 
surface. 

If  the  conductor  is  not  isolated,  the  effects  here  described  will 
be  rendered  more  or  less  conspicuous  according  to  the  signs, 
magnitudes,  and  distributions  of  the  charges  on  neighboring 
bodies. 

In  the  following  chapter  many  examples  illustrating  the  prin- 
ciple of  this  article  will  be  found. 

58.  The  Capacity  of  a  Coudnotor  is  a  very  commonly  used 
and  convenient,  but  otherwise  objectionable,  abbreviation  for  the 
permittance  of  the  dielectric  (supposed  homogeneous  and  iso- 
tropic) enclosed  between  the  conductor  and  an  infinitely  remote 
surrounding  conductor  when  no  other  conductors  or  electrified 
bodies  are  present 
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CHAPTER    II. 

SIMPLE   IDEAL  ELECTRIC   FIELDS  AND  CONDENSERS  WITH 
HOMOGENEOUS   DIELECTRICS. 

In  the  following  artides  describing  various  electric  fields  all 
more  or  less  ideal,  the  dielectric  is  supposed  to  be  homogeneous 
and  isotropic  throughout,  and  the  electrified  bodies  in  each  case 
are  supposed  to  be  infinitely  remote  from  all  other  electrified 
bodies,  unless  the  contrary  is  stated.  The  potential  at  a  point 
will  be  taken  in  this  chapter  and  in  Chapter  IV.  as  the  line  inte- 
gral of  the  electric  intensity  from  the  point  to  a  region  infinitely 
distant  from  all  electrified  bodies. 

I.  Tbe  BpberioallT  Radial  Electric  Pield.  Let  an  electric 
charge  ^  be  concentrated  at  a  point  P.  The  field  can  be  found 
at  once  from  (i)  and  (2),  Chapter  I.,  or  from  Gauss's  theorem 
and  the  principle  of  symmetry.  By  symmetry,  the  electric  dis- 
placement is  directed  radially  from  P  (or  to  P  if  ^  is  negative) 
and  has  the  same  magnitude  at  every  point  of  any  sphere  with 
center  at  P.  All  such  spheres  are  evidently  equipotential  sur- 
faces. Since  the  electric  flux  across  any  of  these  equtpotentials 
is  y,  the  flux  per  unit  area  across  a  sphere  of  radius  L,  or  the 
electric  displacement  at  a  distance  L  from  P,  is 

D=<f/4-n-V  (1) 

from  which 

E=qjc^trL*  (2) 

From  (2),  the  potentiat  at  a  point  distant  L  from  P  is 

V~   r  EdL=~qlc^irrdLjD  =  qjc^frL  (3) 
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the  integration  being  performed  along  a  line  of  intensity  for  sim- 
plicity. 

Maxwell's  plane  diagram  of  the  field  is  given  in  Fig,  14  and 
described  in  §  7, 

2.  The  Spherical  Condenier.  If  in  the  radial  field  of  §  1  infi- 
nitely thin  conducting  sheets  are  placed  coincident  with  two 
equipotential  spheres  of  radii  i,  and  L^=  L^  +  d,  the  electric 
field  will  remain  unaltered,  except  that  it  will  be  rendered  dis- 
continuous at  the  surfaces  of  the  conducting  sheet  (§  47, 
Chapter  I.).  The  charge  upon  the  outer  surface  of  the  inner 
sphere  is  now  ^,  and  that  upon  the  inner  surface  of  the  outer 
sphere  is  —  j,  the  two  surfaces  with  the  intervening  dielec- 
tric forming  a  condenser  whose  field  is  radial  and  given  by  (l) 
and  {2). 

The  chaise  y  at  the  center  of  the  spheres  is  the  electric  image 
in  the  inner  sphere  of  the  charge  on  the  inner  surface  of  the  outer 
sphere  and  all  external  charges ;  or,  if  one  of  the  conducting 
sheets  is  removed,  g  is  the  electric  image  in  the  remaining  sphere 
of  the  complementary  charges  at  an  infinite  distance  (on  the  in- 
finite sphere  at  zero  potential  surrounding  g).  The  conducting 
substance  may  be  extended  into  the  regions  within  the  inner 
sphere  and  without  the  outer  sphere  in  any  manner,  or  the  fields 
in  these  regions  may  be  wholly  destroyed,  without  aflecting  the 
field  of  the  condenser. 

For  the  voltage  between  the  two  conductors  (2)  gives 


K- 


The  capacity  of  the  condenser  is 

S~qj{V,  -  V^)  =  ^ircL^LJd-  4ircL*ld.(l  +  <//i,)     (5) 
and  the  capacity  per  unit  area  of  the  inner  sphere  is 

S'^S/4Trl^'~c/(i{l  +<//i,)  (6) 
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The  energy  contained  in  the  dielectric,  or  the  enei^  of  the 

(7) 


condenser,  is 

-  2wcL,yd  ( I  +  rf/zj  (v^-v^y 

Limiting  Cuei.  (i)  The  parallel  plate  condenser.  If  d  is 
kept  constant,  and  L  made  to  increase,  the  electric  field  normal 
to  a  given  portion  of  the  inner  or  outer  sphere  obviously  ap- 
proaches uniformity.  When  L  becomes  infinite,  any  finite  por- 
tion of  the  condenser  becomes  a  parallel  plate  condenser  (|  12) 
of  capacity  per  unit  area  S'  =  cjd.  In  any  case  when  djL  is 
small,  the  field  is  approximately  uniform  (in  magnitude)  and  the 
capacity  per  unit  area  approximately  cjd.  This  field  is  fully 
discussed  in  §  12. 

(2)  The  isolated  sphere.  If  L^  is  made  infinite  while  L  re- 
mains constant,  (4),  (5),  (6),  and  (7)  become 

F,  -  ?/4ir^Z,  (8) 

S,~glV^-A-^cL^  (9) 

5/  =  c|L^  (lo) 

and 

W,  =  lqV,~  ?*/8irfi,  -  J5,  V*  =  ZTTcL^  V*  (l  l) 

The  coefficients  of  potential  and  capacity  for  the  system  of 
two  spheres  can  be  easily  found  from  the  equations  of  §  50,  I., 
together  with  those  just  developed.     Thus 

j„ -  g^j K, (when  V^=o)=S 

Ai  -  K  /?i  (?i  =-  o)  -  iJAircL^ 
j„ _  qj  F,(when  f^  «  o)  =  -  5  =  -i„ 

/u  -  ^x  kt  C?i  -  O)  =  l/4irTi, 
^B  =  ?./ f;(when  P^  -  0)=  5 -I-  5, (-  A-^^L^^hx  +  i/?>» 

/a  =■  f^i/?.  (?i  =  O)  -  l/4Wfi,  -/„ 
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3.  Laplaea'a  Equation  for  tli«  fiplierieally  Aadial  Field.  As 
an  example  of  the  use  of  Laplace's  equation  we  will  determine 
V,—  y^  hy  a  difierent  method.  Since  the  field  is  radial,  the 
equation  may,  with  the  aid  of  Fig.  1 2,  be  put  in  a  much  simpler 
form  than  that  of  (21),  Chapter  I,  The  amplified  form  could  be 
obtained  from  (2 1),  Chapter  I.,  by  a  mathematical  transformation, 
the  proper  conditions  being  put  in,  but  can  be  developed  more 
simply  by  starting  from  first  principles. 


The  electric  flux  into  the  elementary  volume  dr  across  the 
surface  dS  is  DdS.  The  flux  out  from  the  volume  across  dS*  is 
(/?  +  dDjdL  ■  dL)dS',  and  there  is  no  flux  across  any  other  part 
of  the  tube.     Hence  the  resultant  flux  outward  is 

D{dS'  -  rf5)  +  dDjdLdUS^  pdldS  =  pdr~o 

Dividing  this  equation  by  dS,  writing  for  dS'jdS  its  equal 
{L  +  dLfjD,  and  passing  to  the  limit,  we  obtain,  on  putting 
D=icE  equal  to  —  cdVjdL, 

idVJdL  +  LdWjdD  -  o  (13) 

which  is  the  form  taken  by  Laplace's  equation  for  a  radial  field. 
From  (13)  we  obtain  by  integration 

DdVjdL  -  C„  or  dVjdL  =  CJL*  {a) 

where  C,  is  a  constant  to  be  determined,  and 

V^C.fdlfL'  {6) 
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Integrating  from  L^=  L^  to  Z  =  L^,  we  have 

V,- V,- C,(ilL,- ilLi  (c) 

Since  when  L^  L^,  d  l^/dL  =  —  trjc,  (a)  gives 

Hence  (c)  becomes 

r,-  r,_.i,'/t-(l/i,-l/i,)_?/4>rf.(l/i,-l/i,)      (f) 

which  is  identical  with  (4). 

The  potential  at  any  point  distant  L,  greater  than  Z[  and  less 
than  i,  (the  field  being  confined  within  the  space  between  the 
spheres  of  radii  L^  and  L^  from  P  is 

F=  r,  +  C.  rdL/L*  (14) 

4.  The  Fot«iitial  at  «  Point  Dae  to  Aay  Eleetrie  Sittribntion  ia 
a  Homogeaeoaa  Isotropic  Sieleotrio.  For  the  potential  at  a  point 
distant  L„  L^  ■■■ ,  Z.,  from  point  charges  q^,  fj,  ■  ■ ,  ?,,  respec- 
tively, §  33,  Chapter  I,  gives,  by  means  of  (3), 

If  the  charges,  instead  of  being  concentrated  at  points,  which, 
to  be  exact,  is  of  course  impossible,  are  distributed  over  surfaces 
and  through  volumes,  (15)  becomes 


y~i. 


■./c4ir fdg/L  =  I /r4-7r(^  fffdS/L  +fpdT/L\         (16) 

the  first  integration  extending  over  all  electrified  surfaces,  and 
the  second  throughout  all  electrified  volumes. 

While  (15)  and  (i6)  have  been  deduced  for  a  space  filled  up 
with  a  single  dielectric,  they  are  also  true,  by  §28,  Chapter  I., 
when  the  field  contains  any  number  of  conductors.  The  equa- 
tions will  be  extended  later  to  include  all  cases  (IV.). 

5.  The  Law  of  Invene  Bqnani.  A  consideration  of  equations 
(l)  and  (2)  shows  that  the  law  of  inverse  squares,  which  they 
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State  in  its  simplest  form,  is  due  to  the  continuity  of  the  electric 
displacement  (or  the  "  incompressibility  of  electricity"),  the  flux 
from  a  chaise  q  being  q  across  every  surface  surrounding  the 
charge,  and  to  the  spherical  or  three-dimensional  nature  of  space, 
the  flux  from  a  point  chaise  being  distributed  equally  in  all  direc- 
tions (when  the  medium  is  homogeneous  and  isotropic,  in  which 
case  only  the  law  is  valid). 

6.  The  Hormal  Electric  Field  and  the  Potential  of  the  Earth. 
Numerous  investigations  upon  the  electrical  state  of  the  earth's 
atmosphere,  made  at  altitudes  above  its  surface  ranging  from 
nothing  up  to  4cxx)  meters,  have  shown  that  the  atmosphere  is 
the  seat  of  an  electric  field  whose  intensity,  in  normal  conditions, 
is  directed  toward  the  earth. 

In  good  weather,  the  magnitude  of  this  intensity  at  the  earth's 
surface  ranges  from  about  o.OOOOS  RES  unit  (about  50  volts/ 
meter)  to  about  0.00040  RES  unit  (about  400  volts/meter),  ac- 
cording to  season,  locality,  etc.  Thus  the  electric  surface  density 
of  the  earth's  surface,  in  normal  weather,  ranges  from  about 
—0.00005  RES  unit  to  about  —  0.00040  RES  unit.  The  magni- 
tude of  the  intensity  increases  with  the  altitude  above  the  earth's 
surface  up  to  heights  of  some  2000  meters,  showing  that  the 
atmosphere  in  this  region,  like  the  earth's  surface,  is  negatively 
chained.  In  the  higher  regions  of  the  atmosphere,  on  the  other 
hand,  the  intensity  decreases  with  the  increase  of  aldtude,  with- 
out becoming  greatly  reduced,  however,  at  the  greatest  altitudes 
yet  investigated.  Thus  the  higher  regions  of  the  atmosphere  are 
positively  charged  ;  but  whether  all  the  tubes  of  displacement 
terminating  upon  the  earth  and  in  the  lower  r^'ons  of  the  at- 
mosphere originate  in  the  upper  regions,  or  whether  some  of  these 
tubes  emanate  from  other  bodies  in  space,  is  not  yet  known.  If 
'  further  investigation  demonstrates  that  at  greater  altitudes  the 
intensity  vanishes,  the  former  alternative  will  be  shown  to  be 
correct.  The  altitudes  here  considered  are  so  small  that  no  sen- 
sible variation  in  the  intensity  would  occur  within  them  owing  to 
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the  increase  in  the  cross-section  of  the  tubes  of  induction  with 
the  distance  from  the  surface  of  the  earth. 

The  earth  itself  in  any  case  is  negatively  charged ;  and  since 
the  electric  intensity  in  the  atmosphere  is  directed  toward  the 
earth,  its  potential  is  negative  if  the  (wholly  unknown)  electrifi- 
cation of  all  other  bodies  in  space  beyond  the  atmosphere  is  not 
considered.  From  the  magnitude  of  the  intensity  given  above  and 
from  the  great  altitude  to  which  the  field  extends  without  great 
diminution  in  strength,  it  is  obvious  that  the  magnitude  of  this 
potential  is  very  great 

It  follows  from  (l  5)  that  that  part  of  the  potential  at  the  center 
of  a  conducting  sphere  of  radius  L  due  to  any  charges  2^  upon 
its  surface  is  ^gj^cL.  Since  the  sphere  b  conducting,  this  ex- 
pression gives  the  part  of  the  potential  at  any  point  of  the  sphere 
due  to  the  surface  distribution.  From  this  and  §6,  I.,  it  follows 
that  the  potential  of  the  earth  is  not  appreciably  affected  by  the 
the  development  of  any  chaises  retained  upon  or  near  its  sur- 
face. For  by  §  6, 1.,  £y  b  always  zero ;  and  L,  the  distance  from 
the  center  of  the  earth,  is  very  great  and  practically  the  same 
for  all  the  chaises. 

The  field  surrounding  the  earth,  as  a  matter  of  fact,  is  by  no 
means  strictly  static,  and  the  surface  of  the  earth  is  never  strictly 
an  equipotential. 

7.  ]Cftxw«U'a  Plane  Diagram  of  the  Spherically  Aadial  Field. 
Maxwell's  diagrams  are  all  so  drawn  that  the  successive  equipo- 
tential surfaces  differ  in  potential  by  the  same  amount  (for  ex- 
ample, unity),  and  that  the  tubes  of  induction  corresponding  to 
the  intervals  in  the  diagram  between  successive  lines  of  displace- 
ment are  of  equal  strength  (for  example,  unit  tubes). 

( 1 )  The  equipoterUiai  surfaces.  The  radius  of  the  sphere  whose 
potential  is  Fis 

L  —  qj^-Tc  V 

Hence  by  giving  V  in  succession  the  values  i,  2,  3,  etc.,  the 
radii  of  the  equipotentials  with  these  values  of  the  potential  can 


izecy  Google 


64 


ELEMENTS  OF   ELECTROMAGNETIC  THEORY. 


be  obtained.  The  circles  in  which  any  plane  passing  through  the 
charge  cuts  these  spheres  form  the  equipotential  lines  in  the 
diagram.  The  circles  may  of  course  be  drawn  for  any  constant 
increment  of  potential  instead  of  unity. 


(2)  The  lines  and  tubes  of  displacement.  The  lines  of  displace- 
ment are  straight  lines  radiating  from  the  charge.  The  tubes  of 
displacement  in  Maxwell's  method  are  formed  by  rotating  the 
diagram  of  lines  of  displacement  about  a  straight  line  drawn 
through  the  chaise.  We  proceed  to  find  the  distribution  of  the 
lines  in  the  plane  diagram  when  drawn  so  that  the  tubes  thus 
formed  are  of  equal  strength. 

Let  a  circle  of  any  radius  AP,  Fig.  13,  be  drawn  about  P,  the 
seat  of  the  charge,  as  center ;  and  let  the  diameter  AB  be  divided 
up  into  q  equal  parts  by  straight  lines  drawn  perpendicular  to  AB 
and  cutting  the  circle  in  the  points  11,  22,  etc.  From  P  let 
straight  lines  be  drawn  through  1 1,  22,  33.  etc.  These  lines  are 
thfe  lines  of  Maxwell's  diagram. 

For  if  the  figure  is  rotated  about  AB  as  axis,  the  circle  traces 
out  a  sphere,  the  lines  11,  22,  etc.,  trace  out  equidistant  parallel 


izecy  Google 


ELECTRIC    FIELDS  AND   CONDENSERS.  65 

planes  which  cut  the  sphere  up  into  zones  lAt,  21 12,  etc.,  of  equal 
area  {i/g  that  of  the  sphere).  Hence  the  lines  Pi,  P2,  and  Pj, 
etc.,  trace  out  cones  iPi,  1P2,  2p^,  etc.,  through  each  of  which 
the  electric  flux  is  the  same  and  equal  to  ijq^g=a  unity.  Hence 
these  cones  are  the  tubes  of  displacement  required,  and  the  lines 
Pi,  P2,  P^,  etc.,  are  the  lines  of  displacement  in  the  diagram. 

The  field  may  of  course  be  divided  up  into  tubes  of  any  other 
strength  instead  of  unity  by  cutting  AB  up  into  the  desired 
number  of  equal  parts  in  the  above  construction. 

The  diagram  is  given  in  Fig.  14  for  the  case  in  which  the 
strength  of  each  tube  is  taken  as  y/8. 


8.  Th«  CylindrioftUr  Radial  Field,  or  field  surrounding  a  uni> 
formly  electrified  infinite  straight  line  or  circular  cylinder.  Con- 
sider first  an  electrified  straight  line,  and  let  the  chaise  on  unit 
length  be  denoted  by  g.  By  symmetry  D  is  everywhere  normal 
to  the  line  and  to  the  circular  cylinders  about  it  as  axis,  which 
are  the  equipotential  surfaces,  and  has  the  same  magnitude  at 
every  point  of  any  such  cylinder.  Since  the  flux  across  a  length 
A  of  any  equipotential  is  qA,  the  flux  per  unit  area  across  a  cylin- 
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der  of  radius  L,  or  the  electric  displacement  at  distance  L  from 

the  axis,  is  r^  a  i      i  a         ,      i  ,     , 

D—  qAJ2iTLA~ql2-trL  (17) 

whence  E=  Djc  =  gJ2-7rcL  (18) 

The  potential  at  a  point  distant  L  from  the  axis  is 

V=  gJ2ircrdLjL  (19) 

9.  The  Cylindrical  Condenier.  If  two  equipotentials  of  radii 
Zj  and  Zj  =  Z,  +  rf  are  replaced  by  infinitely  thiri  conductors, 
the  electric  field  will  remain  unaltered  except  that  it  will  become 
■  discontinuous  at  the  surfaces  of  the  conductors.  The  charge 
upon  unit  length  of  the  outer  surface  of  the  inner  cylinder  is  now 
q,  and  that  upon  unit  length  of  the  inner  surface  of  the  outer 
cylinder  is  —  g,  and  the  two  conducting  surfaces  with  the  inter- 
vening dielectric  form  a  condenser  whose  field  is  given  by  (17) 
and  (i8).-  The  charge  upon  the  straight  line  and  that  on  the 
inner  surface  of  the  outer  cylinder  together  with  all  the  external 
chaises  are  electric  images  of  one  another  in  the  inner  cylinder, 
etc.  The  conducting  substance  may  be  extended  into  the 
regions  within  the  inner  surface  and  without  the  outer  surface  in 
any  manner,  or  the  fields  of  these  regions  may  be  wholly  de- 
stroyed, without  affecting  the  field  of  the  condenser. 

For  the  voltage  between  the  plates  of  the  condenser,  (18)  gives 

r,  -  f;  =  ?/2wr  f  Vz/Z=  W27rc-  log(r  -|-  dlL^      {20) 

The  capacity  of  a  length  A  of  the  condenser  is 

S-}AI(V,  -V;,-  2vtAlloe(i  +  djL,)  (21) 

and  the  capacity  per  unit  area  of  the  inner  cylinder  is 
S'  -  S/27rL,A  -  <:/i,log  (I  +  J/L,) 

-'Mi-WA  +  KW--  •)  *"' 
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If  d  is  kept  constant  and  i,  made  to  increase,  the  field  normal 
to  a  given  portion  of  the  inner  (or  outer)  cylinder  evidently  ap- 
proaches uniformity ;  and  in  the  limit,  when  i,  =  infinity,  any 
finite  portion  of  the  condenser  becomes  a  parallel  plate  condenser 
(g  12)  of  capacity  eld  per  unit  area.  In  any  case  when  dIL  is 
small  the  capacity  per  unit  area  is  approximately  eld. 

The  energy  of  a  length  A  of  the  condenser  is 

W=.\gA{V^-  V^  =  g'Al4-rc-log{t+dlL,) 

-ir^<-/log(l  +rf/i,)-(f',-F,)«  ^^^' 

The  field  of  an  infinite  isolated  circular  cylinder  uniformly 
charged  is  given  by  the  above  equations  on  making  L^  infinite 
and  V^  zero. 

Vi~  V,  can  be  easily  obtained  by  the  direct  application  of  the 
law  of  inverse  squares.  Let  the  field  outside  the  condenser  be 
zero  (though  the  results  obtained  will  be  independent  of  this 
assumption);  then  ^  —  o,  and  V^  is  the  potential  at  any  point 
on  or  within  the  inner  cylinder,  and  is  therefore  the  potential  at 
any  point  Pon  this  axis.     Hence,  from  the  figure  (Fig.  15), 


4^Z 


Jo  (a) 

—  ^27rL^l4wc{x'+  Z,»)*]  —  ?/27rc  ■  log  Z,/i, 
as  in  (20)  above. 

10.    Laplace'B  Eqnstion  for  the  CyUndrioaUy  Badiol  Field. 
y^—  V^  can  also  be  obtained  directly  from  Laplace's  equatioiL 
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Without  transforming  the  general  equation,  we  can  obtain 
directly,  by  a  simple  process  similar  to  that  employed  in  §  3,  the 
special  form  it  assumes  in  a  cylindrically  radial  field.  Thus  we 
find 

Ld*  VjdL*  +  dVjdL  -  o  (24) 

Hence,  by  integration, 

LdVldL^C] 
or  (a) 

dV~CdLlL\  ^  ' 


K,-  f;  =  C  f  dLjL-qjzvc  log LJI^ 


m 


since  when  L^  L,,  (a)  gives 

C=  —  L^ajc  =  ■  -  q/2vc  (c) 

The  potential  at  any  point  between  the  two  cylinders,  distant 
L  from  the  axis,  is 

V=V,+  cC  dLjL  (^5) 

II.  Haxvell'B  Plane  Diagram  of  tiie  Cylindrically  Aadial  Field. 
This  diagram,  like  that  of  §  7,  is  drawn  so  that  the  tubes  of  dis- 
placement corresponding  to  the  intervals  between  the  successive 
lines  of  displacement  are  of  equal  strength,  and  so  that  the  volt- 
age between  successive  equipotential  lines  or  surfaces  is  constant. 

Since  every  line  of  displacement  lies  wholly  in  a  plane  perpen- 
dicular to  the  axis  of  the  cylinders  or  electrified  straight  Hne,  and 
since  the  lines  of  displacement  are  exactly  similar  in  every  such 
plane,  any  such  plane  is  chosen  as  the  plane  of  the  diagram,  and 
the  tubes  of  displacement  are  supposed  to  be  formed  by  moving 
the  diagram  perpendicularly  to  its  plane.  We  shall  suppose  the 
diagram  to  represent  unit  depth  of  the  field,  all  the  tubes  having 
this  thickness. 

I.  The  equipotential  lines  in  the  diagram  are  circles  centered 
on  the  axis.     Though  the  potential  of  every  circle,  as  given  by 
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(19),  is  infinite,  we  may  draw  a  system  of  circles  differing  in 
potential  successively  by  a  constant  finite  quantity,  as  unity,  by 
starting  with  any  equipotential  circle  of  any  radius  a  and  potential 


y^  (infinite)  and  applying  {20}  to  find  the  radius  L  of  the  circle 
whose  potential  is  V^—  Vj,  less  than  i^.     Thus  we  have 

By  giving  to  V^—  Vj_  in  succession  the  values  I,  2,  3,  etc.  (or 
any  set  of  successive  values  differing  by  a  constant),  as  many 
circles  of  the  system  as  desired  may  be  obtained. 

2.  The  lines  of  displacement  are  straight  lines  drawn  from  the 
center  of  the  circles  and  dividing  each  circle  into  y  (or  any  inte- 
gral number)  of  equal  parts. 

Such  a  diagram  is  shown  in  Fig.  16. 

12.  The  tTniform  Electric  Field.  Let  the  field  be  terminated 
by  an  infinite  plane  conducting  surface.  The  surface  will  be 
uniformly  electrified,  the  displacement  everywhere  uniform  and 
normal  to  the  surface,  and  the  equipotentials  planes  parallel  to 
the  surface.     The  displacement  is 


izecy  Google 


70  ELEMENTS  OF   ELECTROMAGNETIC  THEORY. 

Z»  =-  ff  (26) 

and  the  intensity  is        £  —  Djc  —  <rje  (27) 

The  Farftllel  Plate  Coadeiteer.  If  an  infinitely  thin  conduct- 
ing sheet  is  placed  coincident  with  the  equipotential  plane  dis- 
tant d  from  the  electrified  surface,  the  electric  field  will  remain 
unaltered  except  for  the  discontinuity  introduced  at  the  surfaces 
of  the  sheet,  and  each  side  of  the  sheet  will  therefore  have  the 
same  electric  surface  density  <r  (numerically).  The  two  adja- 
cent surfaces  and  the  dielectric  between  them  form  a  condenser 
whose  field  is  uniform  and  given  by  (26)  and  (27),  and  which 
will  remain  unaltered  if  the  conductors  are  extended  into  the 
region  outside  the  condenser. 

The  voltage  between  the  two  conductors  is 

V^-V^  =  Ed=vdjc  (28) 

and  the  capacity  of  a  portion  of  the  condenser  of  right  cross- 
section  A  is 

5  =  ql{  F,  -  fj  =AjEd  =  AD  I  Ed  =  Acjd  (29) 

The  capacity  per  unit  area  is,  as  already  proved  less  directly 
in  §1  2  and  9,  S'-SjA-cfd  (30) 

The  energy  of .  a  portion  of  the  condenser  of  right  cross- 
section  A  is 

-iAcld-{V,-V,)'^iEDAd    (31) 

The  force  F  (positive  when  tending  to  increase  d,  or  to  separate 

the  plates)  upon  an  area  A  of  either  plate,  if  the  tubes  in  the 

condenser  are  the  only  tubes  terminating  upon  the  plates  (that 

is,  if  there  is  no  external  field),  b 

F^  -  diV/dd(<T  constant)  -  -  la'A/c  =  -  Jc£M  «  etc. 
-  +  dJV/dd  [  (  f'l  -  F^  constant]  (32) 

=  _  ^/J^  ( J/  -  KYId'  =  -^cE'A  =  etc. 
^y  §  55.  Chapter  I. 
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This  result  also  follows  from  §  40,  I.,  or  the  result  there  given 
follows  from  (32). 

Vi—  Vj  can  be  obtained  also  by  the  direct  application  of  the 
law  of  inverse  squares.  We  assume  that  there  is  no  field  ex- 
ternal io  the  region  within  the  plates,  though  the  results  will  of 
course  be  independent  of  this  assumption,  since  the  internal  and 
external  fields  are  wholly  independent  of  one  another.  From 
any  point  P  of  the  positive  plate  imagine  a  straight  line  drawn  per- 
pendicular to  both  plates.  Imagine  the  surfaces  of  the  conduc- 
tors divided  up  into  infinitesimal  circular  zones  centered  on  this 
line,  and  let  x  denote  the  radius  of  any  zone  and  dx  its  width. 
Then  the  potential  at  P,  i.  e.,  the  potential  at  all  points  of  the 
positive  plate,  is  evidently 

-  i72Trxdx j ^tTc{x*  +  (/)*-!-  iT2irxdxj^ir£x'\  , 

=  a{2c  r"[l  - xl{x*  +  dy]dx-  +  ffdjzc 

Similarly  ^  =  —  trdjzc 

Hence  V,~V^=i7djc  (28) 

LaplMft'i  Eqnfttion  for  a  Uniform  Field.    The  same  result  can 

be  obtained  also  from  Laplace's  equation.     In  a  uniform  field,  if 

we  take  X  in  the  direction  of  D,  the  equation  (21),  Chapter  I., 

simplifies  to  ™  m  j  »  ,    \ 

^  d*y/dx*=~o  (33) 

since  />,  —  Z),  =-  o  (or  dV/dj'  —  dV/ds  ■«  o). 
By  integration,  (33)  gives 

dV/dx^q=--fffc  (a) 

By  a  second  integration 

f,  _  r,  =-  q(o  -d)^-C,d^  trd/c  (28) 

At  any  point  distant  x  from  the  positive  plate,  when  x  is  less 
than  d,  we  have 

V-  f,  +  C^  (34) 
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13.  ICaxwell'B  Flane  Siagnmi  of  the  nniform  Pield.  (i)  The 
equipotentials  are  equidistant  planes  perpendicular  to  the  lines  of 
displacement 

(3)  The  diagram  of  the  tubes  of  displacement  may  be  drawn  in 
two  different  ways.     If  the  tubes  are  to  be  formed  by  moving 


the  diagram  perpendicularly  to  its  own  plane,  the  corresponding 
lines  in  the  dii^ram  must  be  drawn  equidistant.  But  if  the  tubes 
are  to  be  mapped  out  by  rotating  the  diagram  about  a  line  of 
displacement  as  axis,  the  distances  of  the  successive  lines  from 
the  axis  (or  the  radii  of  the  outer  surfaces  of  the  cylindrical 
tubes)  may  be  found  by  giving  to  the  expression  irF?D(^  =  the 
flux  through  a  tube  of  radius  R)  values  which  are  multiples  of 
the  successive  whole  numbers  by  a  constant,  and  solving  for  the 
corresponding  values  of  R.  A  diagram  of  the  former  kind  is 
given  in  Fig.  17,  and  one  of  the  latter  kind  in  Fig.  18. 


14.  Kazwell'a  Plane  Diagram  of  the  Reaitltsnt  of  two  Fielde. 
If  the  plane  diagrams  of  two  fields  are  given,  both  drawn  for  the 
same  strength  of  tubes  and  the  same  potential  differences,  and  if 
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both  are  diagrams  which  trace  out  the  tubes  of  displacement  by 
their  revolution  about  the  same  axis,  or  by  motion  at  right 
angles  to  their  plane  through  the  same  distance,  the  resultant 
diagram  of  the  two  fields  superposed  can  easily  be  drawn. 

(l)  The  equipotentials.  Since  the  potential  of  each  line  in  both 
diagrams  is  known,  the  potential  of  every  point  of  intersection 
when  the  diagrams  are  superposed  is  known.  Hence  by  draw- 
ing curves  through  all  the  points  of  intersection  which  have  the 
same  potential  we  get  the  resultant  equipotential  curves.  This 
is  equivalent  to  drawing  the  curves  forming  the  diagonals  of  the 


quadrilaterals  made  by  the  superposition  of  the  two  systems  of 
equipotentials,  since  in  passing  from  one  comer  to  the  other  the 
potential  of  one  diagram  diminishes  as  much  as  that  of  the  other 
increases.  There  is  no  difficulty  in  choosing  the  proper  diagonal. 
The  difference  of  potential  between  the  successive  curves  in  the 
resultant  diagram  is  the  same  as  that  between  the  successive 
curves  in  the  original  diagrams.  A  particular  case  is  illustrated 
in  Fig,  19,  the  lines  of  the  resultant  diagram  being  dotted. 

(2)  The  lines  of  displacement.  The  lines  of  displacement  in 
the  resultant  diagram  are  the  curves  forming  the  diagonals  of 
the  quadrilaterals  resulting  from  the  superposition  of  the  two 
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diagrams  of  lines  of  displacement.  For  across  every  element  of 
such  a  curve,  as  a^  in  the  figure  (Fig.  20),  the  flux  is  zero,  since 
the  flux  through  one  tube  as  7" in  one  direction  just  cancels  that 
through  another  as  T'  in  the  other  direction.     It  is  also  obvious 


pi(.  20. 

from  the  figure  that  the  flux  along  any  resultanTtube  is  equal  to 
that  along  any  of  the  original  tubes.  No  difficulty  can  be  ex- 
perienced in  choosing  the  proper  comers  of  the  quadrilaterals  to 
connect. 

By  compounding  diagrams  in  pairs  it  is  clear  that  the  diagram 
of  the  resultant  of  any  number  of  fields  superposed  can  be  obr 
tained  by  the  above  method. 

16.  The  Field  Termioated  b;  two  Eqaol  and  Opposite  Coiio«n- 
trat«d  Charge!.  Let  the  charges,  which  will  be  denoted  by  q 
and  —  q,  be  located  at  A  and  B,  Fig.  2 1 ,  distant  2d  apart.  The 
field  is  evidently  symmetrical  about  the  line  AB,  and  is  the  re- 
sultant of  two  radial  fields,  §  I.  The  displacement  and  intensity 
at  any  point  /'distant  Z,  from  A  and  /,,  from  B  are  therefore 

D  =  Vector  sum  of  .D|(=  gj^trL^  directed  from  A)  and 

A(=  ^IA-"^^!  directed  toward  B)  (35) 

and 

E-Df,  (36) 

For  the  potential  at  P,  (36)  gives 

r_F;+r,_?/47rt  (l/A-l/i,)  (37) 
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(37)  is  also  the  equation  of  the  equipotendal  surface  whose 
potential  is  V. 

The  lines  of  intensity  are  the  lines  orthogonal  to  the  surfaces 
given  by  (37).  The  equation  of  a  line  of  intensity  can  be  ob- 
tained at  once  by  writing  down  the  condition  that  there  is  no 


component  of  electric  intensity  perpendicular  to  such  a  line.  If 
lis  (Fig.  21)  is  an  element  at  P  of  the  line  of  intensity  through 
P,  and  if  a,  and  a^  are  the  angles  made  by  £,  and  ^  with  the 
normal  iVat  P,  we  have,  to  express  this  condition, 

£^  cos  o,  +  £j  cos  a,  —  O 

If  Z,  and  Zj  make  with  AB  the  angles  tf,  and  5,,  this  condition 
may  be  written,  as  the  figure  shows. 

Multiplying  by  PD,  the  perpendicular  to  AB  from  P,  and  inte- 
grating, we  have 

Constant  =  C-  -  (/sin  e^d8,  +fsm  B^^~  cos  ^,-t-  cos  fl,  (38) 

which  is  the  equation  sought,  in  terms  of  9^  and  6^ 

By  giving  to  C  different  values,  the  equation  of  any  line  of 
intensity  may  be  obtained.     To  find   C  for  the  line  which  cuts 
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the  plane  normal  to  AB  through  its  central  point  C  at  a  distance 
X  from  C,  we  have,  for  this  point,  9^  =  0^,  and 

Therefore 

C=i=  2  cos  5,  =  2  cos  e,  =  2dj{d*  +  3^  (39) 

The  lines  of  displacement  and  the  equipotential  lines,  drawn 
by  the  method  of  Maxwell,  §  14,  are  shown  in  Fig.  22.  (See 
(Maxwell's  Treatise,  §123.) 

If  the  distance  2d  is  diminished  indefinitely  and  the  chaises  q 
and  —  q  increased  in  such  a  way  that  q  x  2d^  constant—  M, 
the  system  becomes  a  point  doublet  of  moment  M.  This  doublet 
and  its  field  are  discussed  in  §  27. 

From  (37)  it  follows  that  the  infinite  plane  perpendicular  to 
AB  through  its  middle  point  £"  is  at  zero  potential. 

At  any  point  on  this  plane  the  resultant  intensity  and  displace- 
ment are  normal  in  the  direction  AB.  If  P  is  distant  x  from  C, 
the  displacement  at  /"will  be,  by  (35), 

D  =  2qJAr-^{d*  +  ^  ■  dj{d*  +  xy  -=  qdj2ir{d*  +  x*)*    (40) 

If  for  the  infinite  plane  equipotential  surface  through  C  an  in- 
finitely thin  conducting  sheet  is  substituted,  the  field  on  either 
side  will  remain  unaltered,  and  the  two  point  charges  will  be- 
come electric  images  of  one  another  in  the  sheet. 

If  the  field  on  the  side  toward  B  is  destroyed,  or  if  the  con- 
ductor is  extended  toward  B  in  any  manner,  the  field  on  the  side 
toward  A  will  not  be  affected,  and  we  have  the  electric  field 
bounded  by  a  concentrated  charge  q  and  the  (induced)  chaise 
upon  an  infinite  plane  conducting  surface  distant  d  from  q  and 
maintained  at  zero  potential.  If  ^  is  positive  the  electric  surface 
density  is  negative  at  every  point  of  the  surface,  since  D  there 
has  the  direction  AB.  The  magnitude  of  i?  —  o-  is  given  in 
(40).  The  total  chaise  upon  the  infinite  plane  is  —  q,  since  all 
the  tubes  from  A  terminate  upon  the  plane. 
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Since  the  field  about  A  was  unaltered  by  the  introduction  of 
the  conducting  sheet  and  the  destruction  of  the  field  on  the  side 
toward  B,  the  force  between  the  chained  body  at  A  and  the  plane 
conductor  is  the  same  as  the  force  formerly  acting  between  A 
and  B.    That  is, 

F=  -q'ji6-tred*  (41) 

Since  concentrated  charges  do  not  exist,  we  shall  suppose  the 
chaises  at  A  and  B  distributed  over  extremely  small  conducting 


spheres  each  of  radius  a,  so  that  the  field  in  the  region  outside 
the  spheres  will  be  practically  the  same  as  that  already  discussed. 
From  (34),  I.,  the  potentials  of  the  spheres  A  and  B  are 

K=fin9+fi,Ji~9)    and     K  =  Pi^+P«i-9) 

the  subscripts  i  and  2  being  applied  to  A  and  B  respectively. 
Since  the  spheres  are  very  small,  these  equations  become  very 
approximately 
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and  V^~  —  qJ4.irca  +  ^/4irc2rf—  —  V^ 

from  which      V^~  (^=  2f^  =  qJ2vc  {ifa  —  ijzd)  (42) 

The  capacity  of  the  system  AB  is 

■s-  gKK -  K) -  2«/(i/« -  i/2rf)  (43) 

and  the  energy  of  its  field  is 

W~  g^lA-^c-iija  -  il2d)  =4-^cV,y{i/a  -  iJ2d)    (44) 
When  the  conducting  sheet  is  placed  coincident  with  the  zero 
equipotential,  the  capacity  of  the  dielectric  between  A  and  this 
surface  is 

S,  =  qlV,-zS  (45) 

The  energy  of  the  dielectric  is 

W',  =  JW  (46) 

The  force  tending  to  increase  the  distance  between  the  charge 
at  A  and  the  plate  can  also  be  found  from  (44)  or  (46)  by  the 
method  of  §  55,  I.     Thus 

F-  -  dWJdd^  ~  dWld{2d)  =  -g'/i&ircd* 

=.  +  dlVJdd^+  diV/d{2d)  =  -  7rcV*/d%i/a^i/2dy 


(47) 


in  agreement  with  (41),  the  first  differentiations  being  performed 
with  the  charges  constant,  and  the  second  with  the  potentials 
constant. 

16,  The  Electric  Field  Sorrcauding  Two  Concentrated  Charget 
of  the  Bame  Sign  in  the  Batio  of  4 : 1,  and  ita  SeriTatives.  Max- 
well's diagram  with  twenty  tubes  emanating  from  one  of  the 
charges  (A)  and  five  from  the  other  {£)  is  given  in  Fig.  23  (from 
Maxwell's  Treatise,  §  118).  One  equipotential  surface,  indicated 
by  the  dotted  line,  consists  of  two  lobes  meeting  at  the  point  P. 
At  /*,  which  is  distant  from  A  two  thirds  of  the  distance  AB, 
the  intensity  vanishes.  Within  this  surface,  each  chaise  is  sur- 
rounded by  a  separate  system  of  equipotentials,  which  become 
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more  and  more  nearly  spherical  as  they  become  smaller,  though 
no  one  of  them  is  an  exact  sphere. 

If  two  of  these  surfaces,  one  surrounding  each  point,  are  taken 
to  represent  the  surfaces  of  two  conductors  with  charges  of  the 
same  sign  in  the  ratio  4:  i,  the  diagram  will  represent  the  equi- 


/   B 


potential  surfaces  and  tubes  of  displacement  of  the  field  sur- 
rounding the  conductors,  provided  that  all  the  lines  within  the 
surfaces  are  annulled. 

The  diagram  shows  that  the  force  between  the  two  bodies  will 
be  the  same  as  that  between  the  two  points  A  and  B  with  the 
same  charges.  The  distribution  of  the  tubes  shows  that  this 
force  tends  to  pull  the  bodies  apart. 

If  a  conducting  surface  is  placed  coincident  with  the  two-lobed 
equipotential,  its  electric  surface  density  at  P  will  be  zero  (cf. 
i  57,  I.)- 

Outside  the  two-lobed  surface  a  single  system  of  equipoten- 
tials  surrounds  both  charges.     By  making  any  of  these  surfaces 
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conducting  and  annulling  all  the  tubes  within,  we  obtain  the  field 
surrounding  the  isolated  conductor  with  a  charge  upon  its  sur- 
face equal  to  that  of  A  plus  that  of  B.  The  equipotentials  sur- 
rounding both  A  and  B  approach  the  form  of  spheres  as  their 
distances  from  A  and  B  increase  (cf.  §  57,  1.). 

17.  The  Electric  Field  Burronnding  Two  Concentrated  Ohai^ei 
of  Oppoiite  BigoM  in  the  Satio  4  to  1,  and  ita  SerivatiTeB.  Max- 
well's diagram,  with  twenty  tubes  emanating  from  one  charge  at 
A  and  five  terminating  with  the  other  at  B,  is  given  in  Fig.  24 
(from  Maxwell's  Treatise,  §  119). 

Here  again  one  of  the  equipotentials,  indicated  by  a  dotted 
line,  has  two  lobes,  an  inner  one  surrounding  the  point  B  and  an 
outer  one  surrounding  both  the  points  A  and  B.  Ail  the  sur- 
faces in  the  region  between  the  lobes  surround  A  only  and 
become  more  nearly  spherical  as  ^  is  approached ;  while  all 
those  in  the  region  within  the  inner  lobe  surround  B  only  and 
become  more  nearly  spherical  as  ^  is  approached.  The  equi- 
potentials lying  outside  the  surface  with  two  lobes  become  more 
nearly  spherical  as  their  distances  from  A  and  B  increase. 

One  of  the  surfaces,  that  with  the  potential  zero,  is  a  sphere, 
and  is  indicated  by  the  dotted  circle  (3- 

If  two  of  the  surfaces,  each  surrounding  one  of  the  two  points 
A  and  B,  are  made  conducting,  and  the  fields  within  them  an- 
nulled, the  diagram  gives  the  tubes  and  equipotentials  surround- 
ing these  conductors  when  charged  oppositely  in  the  ratio  4:1. 

The  diagram  indicates  that  the  force  between  two  such 
charged  conductors  is  one  of  attraction,  and  the  same  as  the 
force  between  the  two  charged  points  A  and  £.  The  field  sur- 
rounding the  charge  at  A  or  £  when  the  sphere  Q  is  made  con- 
ducting and  the  field  on  the  other  side  annulled  is  discussed  in 

1 23. 

If  we  consider  points  on  the  axis  AB  beyond  the  point  B,  we 
find  that  the  resultant  intensity  diminishes  up  to  tlie  point  F,  distant 
from  A  twice  the  length  AB,  where  it  vanishes.     It  then  changes 
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sign  and  reaches  a  maximum  at  M,  after  which  it  continually  di- 
minishes. The  distance  of  M  from  A  is  *'4/(*'4—  l)  ■  AB 
^  2.70  X  AB  (approximately). 


18.  The  Electric  Field  Sorromidingr  Three  Pointa  A,  B,  and  C, 
with  ChargeB  Proportional  to  IS,  — 12,  and  20,  reipectively,  so 
Situated  in  a  Straight  Line  that  AB :  BC  :  AC : :  9 :  16 ;  26,  and  its 
DerivatiTes.  Maxwell's  diagram  of  the  field  is  given  in  Fig.  25 
(from  Maxwell's  Treatise,  §  121). 

In  this  field  one  of  the  equipotentials,  corresponding  to  the 
potential  i  j^,  consists  of  two  spheres  intersecting  at  right  angles, 
with  centers  A  and  C,  and  radii  i  $  and  20,  respectively,  as  indi- 
cated by  dotted  lines  in  the  diagram.  The  point  B  is  at  the 
center  of  the  circle  of  intersection  DD,  the  radius  of  which  is  12, 
and  at  all  points  of  which  the  intensity  is  zero. 

If  the  sphere  A  is  made  conducting  and  all  the  lines  within  it 
annulled,  the  diagram  will  represent  the  field  surrounding  the 
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insulated  sphere  A  with  chat^e  3  upon  its  surface  in  the  pres- 
ence of  a  concentrated  charge  20  at  C.  The  part  of  A  within 
the  spherical  surface  about  C  will  be  negatively  charged  and  the 
rest  positively  chained,  the  electric  surface  density  along  the 
circle  £>I)  being  zero. 


In  the  same  way,  if  C  is  made  conducting,  the  diagram  repre- 
sents the  field  surrounding  the  conducting  sphere  C  insulated 
with  charge  8  upon  its  surface  in  the  presence  of  the  concen- 
trated charge  i 5  at  W. 

These  two  fields  are  particular  cases  of  that  discussed  in  §  24. 

If  both  spheres  are  made  conducting,  and  the  lines  within 
annulled,  the  diagram  represents  the  field  surrounding  a  con- 
ducting surface  consisting  of  the  external  segments  of  two  spheres 
intersecting  at  right  angles  in  DD  and  with  charge  23.  This  is 
a  particular  case  of  the  field  discussed  in  §  36. 
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19.  The  Eleotrio  Field  Terminatod  hj  Two  laflnite  Parallel 
Straight  Linei  or  Circular  CoBdaotisg  Cylinders,  with  Charges  ^ 
and  —  ;  on  Unit  Length.  Consider  first  two  electrified  straight 
lines,  distant  2a  apart,  and  cut  by  a  perpendicular  plane  in  the 
points  A^  and  A^  Fig.  26.  By  symmetry,  the  distribution  of 
the  lines  of  displacement  is  the  same  in  every  such  plane.  More- 
over, all  the  lines  emanating  from  a  point  A^  pass  to  the  point 
Aj  in  the  plane  containing  the  two  points  and  perpendicular  to 
the  two  lines. 


The  potential  at  any  point  P  distant  i,  from  ^,  and  Z,  from 
A  is 


=s=  g/2trc  J     dL/L  —  gJ2irc\o%  LJL^ 


(48) 


This  is  also  the  equation  of  the  section  by  the  plane  of  the 
paper  of  the  equipotential  surface  whose  potential  is  i^  By  giv- 
ing to  V  different  values  the  corresponding  surfaces  may  be 
obtained. 

The  displacement  at  /'is 


(49) 


D  ™  Vector  sum  of  D.^  =a  gjZirL^  directed  from  A^ ) 
and  />,(=  ?/27rij  directed  toward  A^) 

and  the  intensity  E  is  Djc. 
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From  (49)  the  equation  of  any  line  of  intensity  can  be  obtained 
by  the  method  of  §15-  Proceeding  exactly  as  in  that  article, 
we  find  the  equation 

(9,  +  5,  =  C~  constant  (50) 

which  is  evidently  the  equation  of  the  arc  of  a  circle  terminating 
at  A^  and  A^  and  cutting  perpendicularly  the  line  normal  to 
A^A^  at  its  middle  point.  If  the  line  whose  equation  is  sought 
cuts  the  normal  to  A^A^  at  its  middle  point  0  at  a  distance  x 
from  O,  we  have,  for  this  point,  5,  ■"  6^  and 

C-  25,  =  25,=.  2^-2  cos-'[a/(.i*  +  ^f\  (s I) 

The  equipotential  surfaces  given  by  (48)  are  circular  cylinders, 
or  their  lines  of  intersection  with  the  plane  A^A^P  circles,  orthog- 
onal to  the  lines  of  intensity.     For  (48)  may  be  written 

/,/ij  =(—«»'" -A  (52) 

a  constant  for  the  curve,  or  surface,  whose  potential  is  V;  and 
this  is  the  equation  of  a  circle  cutting  the  line  A^A^  and  with  its 
center  C"on  the  line  A^A^  produced. 

The  radius  of  the  circle  whose  potential  is  f  is 

R-2hal(lf-i)  (S3) 

the  distance  of  its  center  ffrom  A^  is 

A^C=Rh  (54) 

and  the  distance  of  C  from  A^  is 

A,C-Rlk  (ss) 

To  obtain  the  resultant  displacement  /''at  /'we  must  obtain 
the  vector  sum  of  2J,  and  D^,  Fig.  26,  which  will  be  along  R 
normal  to  the  equipotential.  Since  D^  and  /?,  are  directed  along 
i;  and  Z,  respectively,  and  since,  by  (49),  ZJ,  /Z",  =  Z,  /Z,,  the 
triangle  whose  sides  are  D^,  D^,  and  ly  is  similar  to  the  triangle 
A^PA^ ;  so  that 

D'(D^=  2ajL„  and  D' jD^^  zajL^ 
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whence  ly  —  2aZ?,  /i,  =  zaD^  /i,  <=  qa  ItrL^L^  (56) 

and  the  resultant  intensity  E  is  equal  to  D'  jc. 

The  force  F  upon  a  length  A  of  either  electrified  line,  con- 
sidered positive  when  tending  to  increase  a,  is 

(57) 

The  plane  diagram  of  the  field,  drawn  by  Maxwell's  method, 
§  14,  is  given  in  Fig.  27  (from  Webster's  Theory  of  Electricity  and 
Magnetism,  §  1 59).  The  tubes  of  displacement  and  the  equipo- 
tentials  are  mapped  out  by  moving  the  diagram  perpendicularly 
to  its  plane. 


F^  —  qAgjc2rrr2a  ™  —  ^Aj^irca 


Ptr.!7. 

If  for  any  equipotential  surface  the  coincident  surface  of  a  con- 
ductor is  substituted,  the  electric  field  on  the  side  facing  this  sur- 
face will  remain  unaltered.  The  above  field  therefore  includes, 
as  particular  cases,  the  fields  bounded  by 

(i)  An  infinite  straight  line  and  a  parallel  infinite  conducting 
circular  cylinder. 
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(2)  An  infinite  straight  line  and  a  parallel  infinite  conducting 
plane, 

(3)  An  infinite  conducting  circular  cylinder  and  a  parallel  in- 
finite conducting  plane, 

(4)  Two  parallel  infinite  conducting  circular  cylinders,  internal 
or  external  (either  or  neither  surrounding  the  other),  all  with 
charges  g  and  —  q  upon  unit  length. 

The  fields  of  §§  8-9  are  particular  cases  of  (4)  when  one  of 
the  two  lines  is  removed  to  infinity. 

As  systems  of  practical  importance,  we  shall  discuss  (4)  for 
the  case  in  which  the  two  cylinders  are  external  to  one  another, 
each  of  the  same  given  radius  R,  with  their  axes  at  a  given  dis- 
tance 2d  apart,  and  charged  to  potentials  V  and  —  V,  and  (3), 
which  is  a  particular  case  of  (4). 

To  obtain  the  electric  field  terminated  by  the  two  cylinders,  we 
must  find  the  distance  a  and  the  charge  q  upon  unit  length  of 
the  positive  cylinder. 

From  the  similar  triangles  A^CP sxiA  A^CP  (Fig.  26)  we  have 

(d+a)(d-a)-B?  (S8) 

whence 

«_(rf'-^l  (59) 

From  (!4)  and  (55) 

h^{d-¥a)IR-RHd-a)-  [J+{d'-Ry]/R 
-Rlid-{d'-R-n 

For  the  cylinder  whose  potential  is  —  I^we  have 

1<^  k  —  zircVjq 
and  therefore 

q  ==  2ircVj\og  h  =  2ircV/\og[{d  +  {d'  ~  P^i]  jR\ 
-  2ircVj\og{Rj{d-{d^  —  F?y')'] 

From  (49)  and  (56)  the  field  can  be  determined,  by  making  use 
of  (61),  at  all  points. 

The  capacity  of  a  length  A  of  the  system  is 


(60) 


(61) 
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S-iAl2V^ntAI\ogk-mAI\og[{d  +  (d'-R'f]IR]    (62) 
and  the  energy  in  the  same  length  is  . 

W-  i,A-2V-  2-.cAl"l\ogl{d+  {d'-R^]liq 
-J?'^/^f.log[{<i!+(^'-/?)l}/-q  ■" 

If  the  infinite  plane  surface  of  a  conductor  is  placed  coincident 
with  the  surface  of  zero  potential  (the  plane  passing  symmetric- 
ally between  the  conductors)  the  Held  on  the  side  facing  the 
conductor  will  remain  unaltered  ;  it  is  simply  half  the  field  just 
conddered. 

The  capacity  of  a  length  A  of  the  condenser  formed  by  the 
mfinite  plane  and  the  cylinder  with  the  dielectric  is 

5,  =  qAj  V~2S  (64) 

and  the  energy  is  half  that  contained  in  the  complete  field  sur- 
rounding the  two  cylinders,  or 

iV,^\iV  (65) 

The  force  F  acting  upon  a  length  of  A  of  either  conductor, 
plane  or  cylindrical,  is  given  by  (57).  It  can  also  be  obtained 
by  differentiating  W^  with  respect  to  d,  or  W  with  respect  to  2d, 
by  the  method  of  §  55,  I.     Thus 

F'-<fA!Anrca 
-trcA  V^j{d*  -  a?)* \og[{d+  (d'  -  F^i} /Ry     ^    ' 

30.  Th«  Field  of  a  Line  Donblet,  When  2a  is  small  in  com- 
parison with  L^  and  L^  we  have 

F-=  q 1 2'rrc- log  LJL^ 
=  (approximately) y/27rtr- log  (i  +  2acos0/R)  (67) 

!^qJ2irc-2acos  BjR[i  —  2acoABJ2R-\ ) 

if  R  is  written  for  Z,  and  if  B  denotes  the  angle  between  Z,  and 
the  line  A^y 

If  now  the  product  q2a  is  kept  constant  while  a  is  diminished 
indefinitely,  (67)  approaches  the  limit 
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V~  2aq  cos  df2-KcR  —  ^cos  8J2vcR  (68) 

where  Mis  written  for  2ag.     This  system  is  called  a  line  doublet, 
and  j1/is  called  the  moment  of  the  doublet. 


and 


The  radial  and  tangential  displacements  at  a  distance  R  from 
the  doublet,  at  a  point  where  R  makes  an  angle  B  with  the  line 
A^^,  now  infinitely  short,  are 

D,~- cdVjdR  =  ^cos  eJ2trR*  (69) 

D,-~cd  Vfdr=  - cjR ■  dVjdd  =  J/sin e/2ir^  (70) 
The  total  displacement  is  equal  to 

D  =  {D;  +  Z?/)*  =  M/  2itI?  (7 1 ) 

and  makes  an  angle  2^with  the  line  ^j/1,  (the  axis  of  the  doublet). 

The  lines  of  intensity  are  evidently  circles  tangent  to  the  axis 

at  0,  and  the  equipotentials  circles  perpendicular  to  the  axis  at 
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O.  The  plane  diagram  of  the  field  is  given  in  Fig.  28  (from 
Webster's  Theory  of  Electricity  and  Magnetism,  §  44},  the  tubes 
of  displacement  and  equipotendal  surfaces  being  supposed  gen- 
erated by  moving  the  diagram  perpendicularly  to  its  plane. 

The  method  of  drawing  the  diagram  is  easily  understood  from 
Fig.  29.     Since  there  is  an  infinite  number  of  lines  of,  displace- 


Fit-  29. 

ment  within  a  circle  of  any  finite  diameter  a,  only  the  lines  lying 
outside  some  such  arbitrarily  chosen  circle  can  be  drawn.  The 
same  is  true  of  the  equipotential  lines. 

The  flux  through  the  tube  between  the  cylinders  of  unit  depth 
with  diameters  a  and  y  is 


n  -  ^Ml2ir-dyl/-  MJ2ir-{\la- 


^M 


Hence  by  giving  11  any  set  of  successive  values  differing  by  a 
constant  the  diameters  (7)  of  the  corresponding  lines  of  displace- 
ment may  be  obtained. 

The  voltage  from  the  circle  of  equal  potential  of  diameter  6  to 
fhe  circle  of  diameter  x  is 

Hence  by  starting  with  a  circle  of  diameter  b  and  giving  V^ 
—  V^  any  set  of  successive  values  differing  by  a  constant,  the 
diameters  {x)  of  the  corresponding  equipotential  circles  may  be 
found. 
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21.  The  Bleotrio  Field  Snrrouading  an  laolated  CoBdaotbtg 
Spheroid.  First  it  will  be  shown  that  within  the  region  enclosed 
by  a  homogeneous  material  shell  whose  surfaces  are  similar  and 
similarly  situated  ellipsoids  there  is  no  gravitational  field  of  force. 
Such  a  shell  is  called  an  ellipsoidal  komceoid. 

Let  a  cone,  Fig.  30,  of  infinitesimal  angle  tkf  at  any  point  A" 
in  the  region  cut  from  the  shell  the  volumes  B"C"  and  D"E". 
If  p  denotes  the  density  of  the  shell,  g  the  gravitation  constant, 
L  the  distance  from  A"  of  any  element  of  volume  dr  of  the  shell, 
the  intensity  at  A"  m  the  direction  A"C"  due  to  the  masses  in 
B"C"  aiiAD"E"is 

Xi"C"  pd"E" 

pdrfL^—g]        pdrjL* 

since  the  attractions  due  to  the  masses  in  B"C"  and  U'E"  are  in 
opposite  directions.     Since  dr  =  L'dwdL,  the  integrals  reduce  to 

dG^gfdm{ff'C"  —  D"E") 

and  since  the  plane  N"OC"  intersects  the  ellipsoids  in  two 
similar  and  similarly  placed  ellipses,  the  same  diameter  ON" 
bisects  B"D"  and  C"E".     Hence  5"C"  =  C"E",  and 

dG~o 

In  the  same  manner  it  may  be  shown  that  the  intensity  at  A" 
due  to  the  matter  within  any  other  infinite^mal  cone  with  vertex 
at  A"  vanishes.     Hence 

G-o 

or  the  region  contains  no  gravitational  field. 

When  a  conducting  ellipsoid  is  charged  the  tubes  of  displace- 
ment are  distributed  by  the  tensions  and  pressures  until  they 
touch  the  surface  normally,  or  until  the  surface  becomes  an  equi- 
potential.  The  conducting  substance  may  then  be  considered 
replaced  by  a  dielectric  of  permittivity  c  equal  to  that  of  the  exte- 
rior medium,  for  the  sake  of  applying  the  law  of  inverse  squares, 
%  28, 1.     At  any  point  A  within  this  region  the  intensity  and  dis- 
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placement  are  zero.  And  therefore,  since  the  law  of  inverse 
squares  prevails  in  electrostatics  as  in  gravitation,  the  law  of 
variation  of  the  electric  surface  density,  or  outward  displacement 
at  the  surface,  must  be  identical  with  the  law  of  variation  of  the 
thickness  of  the  shell  in  the  above  gravitational  proUem.  In 
discussing  the  electric  case  the  shell  must  be  considered  as  of 
infinitesimal  thickness,  since  the  charge  resides  wholly  at  the 
surface  of  the  conducting  ellipsoid. 

The  distribution  of  charge  or  displacement  at  the  surface  of  an 
ellipsoid  of  revolution,  or  spheroid,  only  will  be  determined  here. 
We  proceed  to  find  the  distribution  of  the  charge  by  investigating 
the  law  of  the  variation  of  the  thickness  of  a  spheroidal  homceoid. 


Let  the  given  spheroid  be  generated  by  the  revolution  of  the 
ellipse  BAB' ,  Fig.  30,  about  the  line  BB' ,  and  the  exterior  sur- 
face of  the  infinitely  thin  homceoid  by  the  revolution  of  the  sim- 
ilar ellipse  B^A^B^'  about  the  same  axis.  We  must  find  the  ratio 
of  /,  thickness  of  the  shell  at  any  point  P,  to  /'„,  the  thickness  at 
B.  Since  the  shell  is  infinitely  thin,  ^  is  to  be  measured  in  the 
direction  of  the  normal  P^PC  to  the  spheroid  at  P. 

From  the  similar  triangles  PP^PJ  and  PCD  we  have 

/  _  P.PjjPC-  ay{y,  -y)IH</  -  <"*^1  -X>,  -y)  ORI» 

By  the  equations 
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y*  -f  -  b^la^ ■  {a*  -  x^  -  S^j^ ■  {^  -  x"), 

bja^  =■  hja  (since  the  spheroids  are  similar), 
and 

x=Xy,    y=-yy     (in  the  limit), 
we  have 

y(y,-y)-KK->')-K 

and  the  equation  for  /  becomes 

tlt^  =-  blPC  -  <i/(fl*  -  ^a')*  -  ORIb  ~  DjD^  -  .r/<r, 
or 

D  =  a-  ff^/(<i*  -  ^^i  -  D^!{t^  -  x*t*)^  =  DJb^  cr,  /*  (72) 

where  a^  and  a  denote  the  electric  surface  densities  at  B  and  at 
points  of  the  spheroid  distant  x  from  the  axis  BB',  and  D^  and 
D  the  corresponding  outward  displacements. 

Thus  the  surface  density  increases  in  passing  from  B  to  A,  at 
which  point  it  has  the  value 

a  ~  a^ib  (73) 

To  obtain  the  total  chaise  q  upon  the  spheroid,  the  charge 
adS  upon  the  elementary  zone  cut  out  by  PP^  as  the  ellipse  re- 
volves about  OB  must  be  found  and  integrated  over  the  whole 
surface.     Thus 

adS  —  ir2irxPP^  =  ba^  jPC-  2itxdx  ■  PQy  —  —  Ttra^fb  ■  dy 
and 

q  =    I  a^dS  =  —  zirc^ajb  I      dy  =  ^tr^a^  (74) 

The  potential  of  the  spheroid  when  the  charge  is  q  may  be  ob- 
tained by  finding  the  potential  at  the  center  0,  since  the  potential 
is  uniform  over  and  within  the  spheroid. 

The  potential  at  O  due  to  the  chai|;e  upon  the  zone  dS  is 

dV=  <r^5/4irc(.r'  -f-y)l  -  -  <r^e^dyJ2bc{x*  -^  /)* 
=  -  a^l2c{<^-l?^-dyl\<^S'l{<f~lP)-f\^ 
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and  the  total  potential  is 

-  ^^K^  -  ^)i  ■  sin-^[(a*  -  Hyial 

The  capacity  of  Ike  isolated  spheroid,  or  the  permittance  of  the 
dielectric  bounded  by  the  spheroid  and  an  infinitely  remote  sur- 
rounding surface  (§  58,  I.),  is 

S~qlV=  47rf(a»  _  ^)*/sin-'  [(a»  -  ^V«]  (7^) 

TTu  isolated  sphere.  If  6=  a,  the  equations  reduce  to  those 
already  developed  (§  2)  for  an  isolated  sphere. 

An  infinitely  thin  circtdar  plate.  If  *  =  o,  the  spheroid  re- 
duces to  an  infinitely  thin  circular  conducting  plate  of  radius  a, 
and  (72),  (74),  (75),  and  (76)  become 

D  (or  0-)  =  aDloY  a^lif^  —  xy  {jf) 

since^-[(a'-^/<|*=i, 

q  HB  4Tii*<r(,  =  i^^D^  (78) 

K=  iroffjzc  (79) 

5  -  8ac  (80) 

Near  the  edges  the  displacement  is  very  great,  D  becoming 
infinite  when  x=a.  But  the  total  chaise  is  finite  since  an  edge 
has  no  area. 

The  ratio  of  the  capacity  of  a  thin  circular  plate  to  that  of  a 
sphere  of  the  same  radius  is 

Sac/4wac=a  2/v  =»  1/1.571 

a  relation  established  experimentally  by  Cavendish  long  before 
the  development  of  the  theory. 

If  two  thin  circular  plates  of  the  same  radius  a  are  placed  par- 
allel to  one  another  with  the  distance  d  between  them  so  small 
that  the  field  is  sensibly  uniform  between  them,  and  relatively 
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weak  outside,  the  capacity  of  the  system  will  be  very  approxi- 
mately 

The  ratio  of  the  capacity  of  a  single  isolated  plate  to  this 
capacity  is 


The  energy  of  the  field  connected  with  two  such  plates  very 
remote  from  one  another  and  with  charges  q  and  —  q,  respec- 
tively, is 

The  energy  of  the  field  when  the  two  plates  are  parallel  and 
separated  by  the  very  small  distance  d  is 

Hence  the  work  which  would  be  done  by  the  electrical  forces 
in  drawing  the  two  plates  into  the  latter  configuration  from  the 
former  is 

^(i/Sur  —  dJ2irc^c)=  q'jzae-^ij^  —  djira) 

It  may  be  shown  that  the  equipotendal  surfaces  surrounding 
the  isolated  plates  are  the  confocal  spheroids  with  the  edge  of 
the  plate  as  focal  line,  and  that  the  lines  of  displacement  are  the 
corresponding  confocal  hyperbolas. 

If  any  one  of  the  spheroidal  equipotentials  is  made  conducting, 
and  the  lines  within  annulled,  the  remainder  of  the  field  just 
described  will  be  the  field  surrounding  this  spheroid. 

22.  The  Kyvngt  Valne  of  the  Potential  over  a  Spherioal  Sor- 
fece  in  any  electric  field  whose  charges  are  situated  wholly  out- 
side of  or  upon  the  sphere  and  whose  dielectric  is  homogeneous 
and  isotropic  within  the  sphere  is  equal  to  the  potential  at  its 
center.  To  prove  this,  consider  first  the  spherical  surface  5  of 
radius  R  in  the  radial  field  from  a  concentrated  charge  q  distant 
X  from  the  center  of  the  sphere,  g  being  the  only  charge  in  the 
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field.     Let  the  charge  be  at  ^  and  the  center  of  the  sphere  at 
C,  Fig.  31. 

The  area  of  an  elementary  zone  of  the  sphere  included  be- 
tween two  planes  perpendicular  to  AC,  at  distances^  and^  +  dy 

'  dS  =  zirRdy 

The  potential  of  this  zone  is 

V^  =  qJA-^ciR*  —  ^  +  2.0")' 

The  integral  of  the  potential  over  the  zone  is  therefore 

VjdS  =  qRdyj  2c{}^-x'+  2xy)i 


To  obtain  the  average  value,  V,  of  the  potential  over  the  sur- 
.tace  of  the  whole  sphere,  the  integral  of  this  expression  must  be 
taken  over  the  sphere,  and  the  result  divided  by  the  area  of  the 
sphere.     Thus 

V=  I  /47rJ?  f  VdS  =.  qlZitcR  f     dyhS*  -  .r*  +  2xy)\ 

J  Jx-R  (81) 

=  qj^trcx 

which  establishes  the  proposition  for  a  single  concentrated  chai^. ' 
If,  instead  of  a  single  concentrated  chaise,  there  is  any  other 
electric  distribution,  subject  to  the  limitations  above  mentioned, 
we  have  by  the  principle  of  superposition 

V=  ij^vc-  Jdqjz 
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which  establishes  the  proposition  for  a  homogeneous  dielectric, 
or  such  a  dielectric  and  conductors,  filling  all  space.  That  the 
proposition  is  perfectly  general  will  appear  from  Chapter  IV.,  ( 1 7). 
As  an  example,  the  average  potential  of  the  insulated  sphere 
of  §  24,  which  is  the  same  as  the  potential  of  any  point  <rf  the 
sphere,  since  it  is  a  conducting  surface,  is 

since  g,  the  sum  of  the  (induced)  charges  on  the  sphere,  is  zero. 
If,  in  addition  to  the  induced  charges,  the  sphere  possesses  a 
chaise  q,  its  potential  is 

The  same  results  are  obtained  by  another  method  in  §  24. 
They  also  follow  immediately  from  (15)  and  §  28,  I. 

23.  Tlie  Eleotrio  Field  Snrroimduie:  a  Conoentrated  Chargv  in 
the  Freeenoe  of  a  Spheiioal  Snrfaoe  at  Zero  PotestiaL  Consider 
first  the  case  in  which  the  given  charge,  q^,  is  at  A^  external  to 
the  sphere,  S,  Fig.  26.  Let  R  denote  the  radius  of  S  and  x  the 
distance  between  its  center  and  the  chat^  ^j. 

If  a  charge  q^  and  its  position  within  the  surface  S  can  be 
found  such  that  in  the  field  surrounding  q^  and  q^S  is  a.  surface 
of  zero  potential  when  there  are  no  other  chaises  in  the  field, 
then,  by  §48,  I.,  the  portion  of  the  field  outside  5  will  be  the 
only  field  satisfying  the  given  conditions,  and  q^  and  q^  will  be 
the  electric  images  of  one  another  in  the  surface  S  if  it  is  made 
conducting. 

If  a  chaise  y,  is  placed  at  A^,  the  potential  at  a  point  P  of  the 
'  sphere  will  be 

V=V,^-V,=  l  l4^c  ■  {qJL,  +  ?,/£,)  =  I  /47rrZ,  ■  (?,  +  hq,) 

where  k  =  LJL^  has  the  same  significance  as  in  §  19, 
If  q^  is  so  chosen  that 

?l  +  ?i(A  =  o 
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f—  o  for  every  point  upon  the  sphere.  Hence  the  portion  out- 
side 5  of  the  field  surrounding  the  chaise  j,  at  A^  and  y,  at  A^, 
where 

?,=  -?,/A  (82) 

is  the  field  required. 

A^  and  A^  are  called  inverse  points,  or  geometrical  images  of  one 
another,  in  the  sphere  (§  30). 

The  part  of  the  field  within  S  is  the  field  surrounding  a  con- 
centrated charge  q^  in  the  interior  of  a  spherical  surface  at  zero 
potential,  the  charge  being  distant  A^C^  —  1^  from  the  center  of 
the  sphere. 

The  resultant  displacement,  D,  at  any  point  of  either  of  the 
required  fields  (given  charge  inside  or  outside  the  sphere)  is  thus 
the  vector  sum  of  D^  and  /?j,  the  radial  displacements  which 
would  accompany  the  chaises  q^  and  q^  separately.  We  shall 
find  the  displacement  only  at  the  surface  of  the  sphere,  to  which, 
an  equipotential,  it  is  everywhere  normal. 

When  g^  is  positive,  and  q^  therefore  negative,  Z?„  />,,  and  D 
are  in  the  directions  AJ^,  PA^,  and  PC,  respectively,  their  direc- 
tions being  reversed  when  q^  and  g^  change  s^s.  Moreover,  in 
magnitude, 

DJD^  =-  {qjA-^L^Iiaxh-^L^  ~k=^xjR=  R/jc'  =-  i,/£, 

from  the  geometry  of  §  19.  Therefore  the  triangle  with  sides 
D„  D^  and  D  is  similar  to  the  triangle  A^PA^,  and 

D^2aDJL^  =  2aDJL^ 
in  magnitude. 

If  D  is  reckoned  positive  along  the  outward  normal  to  ^,  we 
have,  therefore, 

D '^  —  2ahq^l\vL^  =  ~  qji{^  —  i)JATrL^ 
~  -  q^ij*  -F^j^irL^R  =  -  ?,/4irZ,»  {x  ~  R){x  -\.  R)jR  ^  ^^ 

which  is  equal  to  the  electric  surface  density  on  the  outside  of 
the  sphere  at  P,  when  the  sphere  is  the  surface  of  a  conductor  at 
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zero  potential  in  the  presence  of  the  charge  g^  at  A^,  The  total 
charge  upon  the  sphere  is  evidently  y,. 

If  D  is  reckoned  positive  along  the  inward  normal  to  S,  we 
have 

D  _  ,,R(lf  -  l)/4^Z,'  =  ?,(:r'  -  1^1  vRL,'  (84) 

which  is  equal  to  the  electric  surface  density  on  the  inside  of  the 
sphere  at  P  when  the  sphere  is  the  inner  surface  of  a  conductor 
at  zero  potential  surrounding  a  chaise  q^=  —  q^Jh  at  A^  Since 
when  the  internal  field  is  sought,  g^  x' ,  and  Z,  are  the  given 
quantities  instead  of  q^,  x,  and  L^,  (84)  must  be  transformed  by 
substituting  fory,,  x,  and  Z.,  their  equals  —  qjt='—q^jx^,  I^ji^, 
and  A/.,  =  RLJ^t^,  respectively.  On  making  these  substitu- 
tions, we  have 

D  =  -  qji[}^  -  l)/4'rA'Z,»  =  -  qlF?  -  x'*)j^wRQ 

=  -  qj4^L>(R  -  x'){R  +  x')lR  ^^^^ 

The  total  charge  on  the  inner  surface  of  the  sphere  is  —  q^. 
The  force  between  either  charged  body  and  the  sphere  is 


F~  ?,?,/4T42fl)* 


-  g*RxJ4irc{x'  -  R*)*  =  -g*Rx' J4irc{R'  -  xf'f 


(86) 


Maxwell's  plane  diagram  of  the  field,  for  the  case  in  which 
A=  —gjg^six  20/5  is  given  in  Fig.  24,  the  sphere,  of  radius 
R  =  ABjk  =  \AB,  being  indicated  by  the  dotted  drcle  Q. 

If  the  radius  R,  in  what  precedes,  is  made  to  approach  infinity, 
while  {x  —  R)  or  {R  —  x")  is  kept  constant,  we  have,  in  the  limit, 
a  concentrated  chaise  in  the  presence  of  an  infinite  plane  surface 
at  zero  potential,  and  the  above  equations  reduce  to  the  equa- 
tions of  §  1 5. 

34.  Sphere  at  Any  Potential,  or  with  Any  Charge,  in  tb«  Fres- 
enoe  of  a  Concentrated  Charge.  The  field  external  to  the  sphere 
in  §  23  is  a  particular  case  of  the  field  surrounding  a  concen- 
trated charge  and  a  spherical  equipotential  surface  (as  that  of  a 
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spherical  conductor),  the  potential,  V,  of  the  surface,  or  the  out- 
ward flux  across  it  (or  charge  upon  it,  if  a  conducting  surface), 
^,  being  given. 

1.  If  the  potential  V  is  given,  the  required  field  is  found  by 
superposing  upon  the  external  field  of  §  23  the  radial  field  from 
a  charge  y^"-  4Tr^^f  at  the  center  of  the  sphere.  For  the  po- 
tential at  every  point  of  the  sphere  due  to  the  fields  from  y^  and 
gj  is  zero,  and  the  potential  due  to  the  radial  field  from  ^,  is  the 
same  at  every  point  of  the  sphere  and  equal  to 

so  that  the  resultant  potential  is  the  same  all  over  the  sphere  and 
equal  to  V.  The  field  outside  the  sphere  is  therefore  determined 
(§  48,  I.)  and  is  identical  with  the  field  surrounding  the  chaise 
^,  and  a  spherical  conductor  of  radius  R  and  at  potential  V. 
The  total  charge  upon  the  conductor  is  ?  =  ?,  -J-  ?,. 

2.  If  the  outward  flux  g  (or  total  chaise,  if  the  surface  is  that 
of  a  conductor)  is  given,  the  required  field  is  found  by  superpos- 
ing upon  the  external  field  of  §  23  the  radial  field  from  a  chaise 
?»=?  —  ?!  placed  at  the  center  of  the  sphere.  For,  as  in  (i), 
the  surface  will  remain  equipotendal,  and  the  flux  across  it  (or  the 
charge  upon  it)  will  be  (^  —  g^  +  ?j  =  ?■  The  posidon  of  the 
equipotendal  surface  being  given  together  with  the  flux  across  it 
and  the  outside  charges,  the  external  field  is  determined  (§  48, 1.) 
and  is  identical  with  the  field  surrounding  a  conducting  sphere 
of  radius  R  and  charge  q.     The  potential  of  the  sphere  is 

f  =  gj4-^cR  =  {g-  g^/4-^cR 

The  outward  displacement  at  the  surface  of  the  sphere  (or  the 
electric  surface  density  if  the  equipotential  sphere  is  the  surface 
of  a  conductor)  is 

/?  =  Zt,  -I-  />*(  =  Z>  of  preceding  article)  =  qJ^irR* 
—  g^{x*  —  R*)/4irRL,' 
^cVjR-  q,{^ -  R^JA-^RL,'  (2) 

=  (?  +  ?.^/^)/4T^  -  €l^  -  K')l4-^RL,'  (3) 


(87) 
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Maxwell's  plane  diagram  of  this  field  is  given  for  two  particu- 
lar caws  in  Fig.  25,  and  is  discussed  in  §  18. 

The  force  between  the  body  with  the  charge  ?,  and  the  spher- 
ical conductor  is  equal  to  the  force  between  this  body  and  those 
with  the  chains  q^  and  q^     Thus 

=  -  q*RxJA,-^c{^  -I?*f  +  qiq  -J-  q,Rjx)lj^wcj^        ^  '      (88) 
=  -  q^RxlA,-^c{x'  -^*  +  ^r  V^l^  (2)  ) 

If  the  sphere  is  insulated  without  algebraic  charge,  q^^qf-^  q^ 
=  o,  and  ?j  =  —  ?,  =  qiRjx.    In  this  case  (87)  and  (88)  become 

D~gj4-KR[ilx-(^-R')IL,']  (89) 

and 

F^  -  q*Rxl^nrc{x'  -  R'f  +  ?,'^/4t"*  (90) 

If  the  given  charge  is  iatemal,  the  internal  field  is  exactly  the 
same  as  that  in  §  23,  and  the  external  field  is  the  radial  field 
from  the  chaise  q  at  the  center  of  the  sphere. 

If  a  conducting  sphere  is  in  the  presence  of  any  number  of 
fixed  charges,  internal  and  external,  the  electric  images  and  the 
electric  field  can  be  got  at  once  from  what  precedes  by  the  prin- 
ciple of  superposition. 

25.  A  Condnoting  Sphere  in  a  TTniform  Field.  If  ^  ==  o,  §  24, 
and  if  q^  is  kept  constant  and  x  made  to  increase  without  limit, 
Z>,  approaches  a  uniform  direction,  parallel  to  x,  and  a  uniform 
magnitude,  at  all  points  within  and  near  the  sphere.  But  this 
uniform  magnitude  is  zero.  If,  however,  as  x  increases,  ?^  is 
made  to  increase  at  such  a  rate  that  ^J^trj^  remains  constant  and 
equal  to  D^  then,  when  x  ~  infinity, 

D^  =  qj47rL*  =  qjAvx'  =  ZJ^ 

and  we  have  an  insulated  spherical  conductor  in  a  field  whose 
displacement  is  uniform  (except  for  the  disturbances  due  to  the 
presence  of  the  sphere)  and  equal  to  Vy 
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We  can  obtain  the  resultant  displacement  D  at  the  surface  of 
the  sphere  by  substituting  in  (89)  for  q^  its  value  4Trjr'ZJ„,  and  for 
i,  its  value  {3?  -\- ^  -\-  zRx  cos  ff)\  where  0  is  the  angle  PCE, 
Fig,  26,  reducing,  and  passing  to  the  limit  x^  infinity.     Thus 
D  =■  DJR  -  [  [x(a^  +  J?'+2Jix  cos  0)i 

-  xX:^  -  ^)]/(;r»  +  I?'+2Sx  cos  fl)*} 

—  D,x[t  +\(Ji^/^+2Jicos0jx)+-.. 

-I +I?/x^/R[i+^{/Plx'+2J?  cos  $/x +...)■]  (pr) 

^  (3^0  cos  0  +  terms  containing  powers  of  x  in  de- 

nominators)/(l  +  terms  containing  powers  of  x 

in  denominators) 
=.  3/?,  cos  0 

in  the  limit,  the  displacement  for  a  given  value  of  the  angle  S 
being  thus  independent  of  the  radius  Jf  of  the  sphere. 


At  the  poles  of  the  sphere,  where  0  ~o°  and  180°,  Z)  =  + 
3/?,  and  —  3^?,,  respectively ;  while  its  value  at  the  equator, 
where  0  —  90°,  is  zero. 

The  displacement  at  a  point  of  the  infinite  plane  passing 
through  the  equator  and  distant  L  from  the  center  of  the  sphere 
is  (S  26)  the  sum  of  />„  and  the  displacement  —  M  sin  po^/^iri' 
—  —  D^ID  due  to  the  doublet  of  moment  M^  4v}?D^  at  the 
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center  of  the  sphere  with  its  axis  in  the  direction  of  the  displace- 
ment D^    Thus  at  such  a  point 

D  =  Dli~F?in)  (92) 

The  plane  diagram  of  the  field  drawn  by  superposing  accord- 
ing to  the  method  of  Maxwell,  §  14,  the  diagram  of  the  doublet 
(§  27)  of  moment  M~  ^irl^D^  and  that  of  the  uniform  field  of 
displacement  D^  is  given  in  Fig,  32  (from  Webster's  TJuory  of 
Electricity  and  Magnetism,  %  194).  The  diagram  of  the  field 
surrounding  the  conducting  sphere  is  obtained  from  this  figure 
by  annulling  the  lines  within  the  circle  (see  Fig.  62). 

From  symmetry,  it  is  evident  that  there  is  no  resultant  force 
upon  the  conductor. 

A  Hemiapherical  Bosi  upon  aa  Infloite  Flaae.  All  the  lines  of 
intensity  in  the  above  field  (except  of  course  those  terminating 
upon  the  sphere)  cut  the  infinite  plane  (an  equipotentia!,  with  the 
potential  zero)  passing  through  the  equator  normally.  Hence, 
if  this  surface  is  made  conducting,  the  fields  on  each  side  will  re- 
main unaltered  and  each  will  be  the  field  proceeding  from  (or  to) 
an  infinite  plane  conductor  with  a  hemispherical  boss  upon  it 
The  surface  density  upon  the  boss  is  given  by  (91),  and  that  upon 
the  rest  of  the  surface  by  (92),  or  by  this  expression  with  the 
opposite  sign,  according  to  the  half  of  the  original  field  con- 
adered, 

26.  The  Field  of  an  Elactrioal  Point  ZIoablat  Method  I.  In 
the  problem  of  §  25,  as  jr  approaches  the  limit  infinity,  ?,=  —  ?, 
=y,^/;t:™  4Z>^7r^aIso  approaches  the  limit  infinity,  while  the 
distance  A^C  =  J?/x  approaches  the  limit  zero  at  the  same  rate. 
The  product  y^-^jC  therefore  remains  finite  and  constantly  equal 
to  4vJPD^.  Such  a  system,  consisting  of  two  equal  and  opposite 
very  great  chaises  at  a  very  small  distance  apari:,  when  indefi- 
nitely near  its  limit,  is  called  an  electric  point  doublet,  and  the  finite 
product  of  the  positive  chaige  by  the  distance  between  them  is 
called  the  moment  of  the  doublet  The  straight  line  directed  from 
the  negative  to  the  positive  charge  is  called  the  axis  of  the  doub- 
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let.     In   the   case   considered,   the   axis   of  the  doublet  is  the 
line  AjC,  and  the  moment  is 

M=  4T^A  (93) 

The  total  displacement  D  in  the  field  of  §  25  is  therefore  the 
vector  sum  of  the  displacement  D^  due  to  the  field  connected 
with  the  doublet  and  the  uniform  displacement  i?^  directed  paral- 
lel to  the  axis  of  the  doublet. 


Fit.  33. 

In  many  cases  it  is  necessary  to  know  the  field  of  a  doublet 
alone,  that  is,  to  know  the  displacement  D^  This  quantity  can 
be  easily  found  by  taking  the  vector  difference  of  D  and  Z>,, 

S2S- 

From  the  figure  (Fig.  33)  it  is  evident  that  the  radial  com- 
ponent of  ZJj  at  P,  a  point  whose  coordinates  are  R  and  $,  is 

D^  —  3A  cos  e  — Urease  =  zD^  cos  B  =  zMcos  0/4irJ? 

=  Mcos  0(2irl?        ^^* 
measured  in  the  direction  of  increase  of  R, 
The  tangential  component  is 

/>,  =  /),  sin  5  -=  .^sin  0f4wR^  (95) 

measured  tn  the  direction  of  increase  of  0. 

The  total  displacement  D^  due  to  the  doublet  is 

D^  _  (D;  +  D,y  =  Mj^irR?  ■  (3  cos*  ff  +  i)  (96) 
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and 
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The  horizontal  and  vertical  components  are 
D^  =  jDcose  -i?„  =  £'/3cos'fl-:) 

Z>,  =  Z>  sin  e  —  3Z'„  sin  ^  cos  (?  =  3  J//4jr^  ■  sin  8  cos  0  (98) 

The  angle  made  by  B^  with  the  axis  of  the  doublet  is 

^  —  sin-'Z'./Z'j  =  sin-'  [3  sin  d  cos  0J(s  cos*  0  - 1)]    (99) 

27.  The  Field  of  an  Eleotrical  Point  Doublet     Hethod  ZI.     In 
§  26  the  field  of  a  doublet  was  obtained  by  using  the  results  of 


§  25.  The  field  may  be  found  independently  as  follows.  We 
shall  first  obtain  an  approximate  solution  for  the  case  of  two 
charges  ^  and  —  ^  separated  by  a  distance  L,  short  in  compari- 
son with  0P=  R,  Fig.  34,  the  product  ?Z  being  equal  to  M. 
Then  if  M  is  kept  constant  while  L  is  increased  indefinitely,  the 
system  becomes  a  doublet  and  the  solution,  in  the  limit,  exact. 
The  potential  at  Pis 

V=qJ4trc-{L^-L,)jL^L^ 
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But  L^  —  L^ss  L  COS  B  approximately,  and L^L^  —  F?  approxi- 
mately, these  relations  approaching  exactness  indefinitely  as  L 
approaches  zero.     Hence,  in  the  limit,  for  a  doublet, 

K—  qL  cos  Bl^TTcF?  =  Mcos  dj^ircR^  (lOO) 

The  radial  component  of  the  displacement  is 

D^ ~cE^^- cdVjdR -  Mcos  ei2irJ?  (94) 

and  the  tangential  component  is 

D,—cE, -  -  cdVjdT'^  —  cdy/dffd0/dT=. Msin ej^irl?  (95) 

since  dT=  Rd6,  or  dejdT^  ijR. 

From  the  above  equations  the  horizontal  and  vertical  compo- 
nents, Z>^  and  D^  and  the  angle  9'  made  by  D^  with  the  axis  of 
the  doublet,  can  be  readily  found.  These  quantities  are  given  in 
the  preceding  article. 


The  equation  of  a  line  of  intensity  or  displacement,  L,  is  easily 
found  from  (94)  and  (95)  with  the  assistance  of  Fig.  35.  For 
we  have  evidently 

DJD,  -  2  cos  ejsin  e  =-  dRjRde 
from  which  we  obtain 

dRjR  =  2  cos  ffde/sin  6 
The  integral  of  this  equation  is 

A»  Csm*e  (loi) 
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which  is  the  equation  sought,  C  being  a  constant  for  a  given  line 
and  equal  to  the  distance  from  the  doublet  at  which  the  line  cuts 
the  plane  perpendicular  to  the  doublet's  axis  through  its  center. 
When  C  is  given  for  any  line,  the  line  can  be  drawn  directly 
by  means  of  (loi),  or  it  can  be  drawn  by  the  process  indicated  in 
Fig.  36.  Draw  a  line  OA  making  an  angle  9  with  OX,  which  passes 
through  the  axis  of  the  doublet,  and  cutting  in  the  point  A  a 
circle  with  radius  C  and  0  as  center.  Then  let  fall  a  perpen- 
dicular AB  on  the  line  OY,  perpendicular  to  OX  through  the 
doublet,  and  a  second  perpendicular  from  B  on  OA  cutting  it 
in  P.  /*  is  a  point  on  the  line  required.  For  OB  =s  tT  sin  tf,  and 
0P=  OB^nO^  C  sin'  6.  See  J.  Buchanan,  Nature,  Vol.  21, 
1880,  p.  370, 


If  the  figure  is  rotated  about  the  axis  OX,  the  flux  through 
the  tube  enclosed  between  the  surfaces  for  which  C  ^  C  and 
C  =  a  will  be 

n  =:   r  Mf 4wO  ■  2irCdC  =  Mf2w  f  dCjC* 

=  M/2w{i/a-jfC) 

Hence  by  giving  to  11  a  series  of  successive  values  differing 
by  a  constant  quantity  and  starting  with  a  curve  for  which  C  has 
an  arbitrary  value  a,  the  value  of  C  can  be  determined,  and  the 
lines  of  displacement  drawn  to  correspond  to  tubes  of  equal 
strength,  for  as  much  of  the  field  as  desired. 
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The  equipotential  surfaces  corresponding  to  successive  equal 
potential  differences  can  be  drawn  by  means  of  (lOo),  which  may 
be  written 

Ji?=MM  cos  0/4'ircV 

and  which  becomes,  for  points  along  OX, 


The  plane  digram  of  the  lines  of  displacement  is  given  in 
Fig.  37  from  Webster's  Tktory  of  Electricity  and  Magnetism. 
§  1 32)  and  the  diagram  of  both  lines  of  displacement  and  eqiiipo- 
tentials  (or  the  part  of  the  field  lying  outside  a  sphere  with  the 
doublet  at  its  center  in  Fig.  67. 
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36.  The  Eleotiie  Field  Bounded  by  a  Ooaoeutrated  Clw^e  q 
and  Two  Infinite  Planet  at  zero  potential  meeting  at  an  angle 
0  =  ir/n,  where  «  is  an  integer.  We  shall  find  the  image  sys- 
tem of  the  charge  g  in  the  planes.  From  this  system  and  the 
given  charge  g  the  electric  field  at  all  points  can  then  be  deter- 
mined by  methods  already  discussed.  Let  P  denote  the  position 
of  the  given  charge,  and  let  its  distances  from  the  two  planes  be 
denoted  by  a  and  ^  respectively. 

Case  I.  When  n=  i,  B'^w,  the  two  planes  are  coincident, 
a^  h,  and  the  image  of  ^  is  a  concentrated  charge  —  q  distant  from 


q  2a^  2i  on  the  other  side  of  the  plane  on  the  line  through 
P  perpendicular  to  the  plane.     This  field  is  fully  discussed  in  §  15. 

Case  II.  When  »=■  2,  6=sirJ2,  and  the  image  system  con- 
sists of  the  chaises  +  q  and  —  q  situated  as  shown  in  Fig.  38  at 
the  comers  of  a  rectangle  with  sides  2a  and  2b  and  on  the 
circle  of  radius  (d*  +  ^'  with  center  at  the  intersection  of  the 
planes. 

Case  III.  When  «  =  3,  ^  ™  ■tt/j,  and  the  image  system  con- 
sists of  chaises  situated  as  shown  in  Fig.  39. 
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Case  IV,  The  images  when  «  is  any  other  integer  may  be 
obtained  in  the  same  manner.  They  consist  in  every  case  of 
concentrated  chaises  +  q  and  —  q  distant  a  and  b  from  the 
planes  and  situated  symmetrically  on  the  circle  through  the 
given  chat^e  at  P  and  with  center  at  the  intersection  of  the 
planes.  The  charges,  in  going  around  the  circle,  are  alternately 
+  and  — . 

Case  V.  When  a  and  b  are  kept  constant  and  n  is  made  infi- 
nite, we  have  a  concentrated  chaise  between  two  parallel  planes, 

I 


Fig.  40.  In  this  case  the  arc  of  the  circle  through  /"  is  a  straight 
line,  and  the  images  are  located  along  this  line  at  intervals  of  2a 
and  2b. 

In  all  the  above  fields  the  total  chaise  upon  the  two  planes 


S9.  The  Eleotrio  Held  Sorroaadin^  a  Condnoting  Snrfaoe  Formed 
of  the  Extem&I  Segment*  of  Two  Spheres  Intenecting  at  Right 
Anglei  and  Haintained  at  Any  Potential  T.  The  field  will  be 
found  by  the  method  of  images. 
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Let  a  and  b  denote  the  radii  of  the  two  spheres  with  centers  at 
A  and  C,  respectively,  Fig.  25,  distant  (/apart.  Since  the  spheres 
intersect  at  right  angles,  we  have  from  the  figure 

BD  =  abj{^  +  **)•  =  oBId 
and  ABAC^^^ABd 

CB  CA  =  t^-CBd 

Hence  B  is  the  geometrical  image  of  A  in  the  sphere  C  and 
the  image  of  C  in  the  sphere  A.  If  therefore  a  charge  q^ 
=L  ^iTcaV  is  placed  at  ^,  a  charge  ^j>=  4irc^F'at  C,  and  a  charge 
^j  =  —  4irc  BD  =  —  4irc  abjd  =  —  ?,  bjd  =  —  ?j  ajd  at  B,  the 
(uniform)  potential  of  the  sphere  A  due  to  the  three  charges  will 
be  qj^irca  =  V,  since  the  potential  over  A  due  to  q^  and  y,  is 
zero  (§  23);  and  the  (uniform)  potential  of  the  sphere  Cwill  be 
qJ^TTcb  =  f^  in  the  same  way.  Hence  both  spheres  are  at 
potential  V  in  the  presence  of  the  three  charges.  Hence  the 
portion  outside  the  surface  of  the  field  connected  with  these 
charges  is  the  field  sought. 

The  plane  diagram  of  the  field  connected  with  the  charges 
at  A,  B,  and  C,  when  bja  =  20/ 1 5  and  ^^  =  +  1 5,  y^  =  -f-  20. 
g^=  —  12,  is  given  in  Fig.  25,  in  which  the  spheres  are  shown 
in  dotted  lines.  At  D,  the  circle  of  intersection,  the  displace- 
ment is  zero,  in  accordance  with  §  57,  I,  The  field  is  further 
discussed  in  §18  above. 

The  charges  q^,  q^,  q^  will  be  found  in  another  manner  in  §  36. 

The  total  charge  upon  the  conductor  is  equal  to  the  algebraic 
sum  of  the  charges  at  A,  B,  and  C.     Thus 

?  =  ?!  +  ?.  +  ?.  =  4Tf  f  [«  +  *  -  abji^  +  ^)t3      (102) 

The  capacity  of  the  conductor  is 

S  =  qjV=  4irc{a  +  b~  abj{^  +  i?f\  (103) 

The  chaise  upon  the  spherical  segment  A,  or  the  flux  across 
this  segment  from  the  images  at  ^,  ^,  and  C,  is  easily  seen  to  be 
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The  chaise  upon  the  segment  C,  found  by  interchanging  a  and 
h  in  {104)  is       2.TtcV\a  +  *  +  (a"  -  <^  _  ab)l<f\  (105) 

If  one  of  the  spheres  is  made  infinitely  greater  than  the  other, 
the  problem  reduces  to  that  of  a  hemispherical  boss  upon  an 
infinite  plane,  §  35. 

30.  Geometrioal  Inversion.  Let  P,  Fig.  41,  denote  any  point 
distant  0P=  r  from  a  fixed  point  0,  and  let  a  point  P'  be  taken 
on  the  line  O/'such  that  0P{==  r)  x  0P'{=  r')  =  I?.  Then  P 
and  P'  are  said  to  be  inverse  points  with  respect  to  the  sphere, 
called  the  sphere  of  inversion,  with  center  0,  called  the  center  of 
inversion,  and  radius  ^.  /*and  P'  are  also  called  the  geometri- 
cal images  of  one  another  in  the  sphere.  The  process  of  obtain- 
ing P  from  /",  or  P'  from  P,  by  the  relation 


OP  OP' =  P*  OT  rr^  =  P?  (106) 

is  called  inverting  P  or  /"  with  respect  to  the  given  sphere. 

If  every  point  of  a  given  surface,  volume,  or  curve  is  inverted 
with  respect  to  a  given  sphere,  a  new  surface,  volume,  or  curve 
will  be  obtained  which  is  called  the  inverse  or  geometrical  image 
of  the  given  surface,  volume,  or  curve  with  respect  to  the  given 
sphere. 

31.  Inverse  of  a  Sphere.  Inverse  of  a  Plane.  The  image  of  a 
sphere  (or  circle)  is  another  sphere  (or  drcle),  the  centers  of  the 
two  spheres  (or  circles)  and  of  the  sphere  of  inversion  being  on 
the  same  straight  line.  To  prove  this,  let  C,  Fig,  42,  be  the  center 
of  the  given  sphere  (or  drcle)  of  radius  a,  distant  OC^^  b  from 
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O,  the  center  of  inversion.  With  O  as  oi%in  and  OB  as  initial 
line,  the  equation  of  the  given  circle  (or  sphere)  in  polar  coordi- 
nates (r,  &)  is 

f*  —  2^  cos  fi  +  ^  —  <i*  =  o  (107) 

The  equation  of  the  inverse  surface  is  obtained  from  (107) 
by  substituting  for  r  its  equal  I^(r',  the  coordinates  of  the  in- 
verse being  r',  ff.     Thus  we  find 

r"  -  2iP*/(*»  -  a^  V  cos  fl  +  Ji*/{&'  -  «*)  =  o      (108) 


which  a  comparison  with  (107)  shows  to  be  the  equation  of  a 
sphere  (or  circle)  with  center  at  C  distant 

y-  J?d/(d*-^  (109) 

from  O,  and  with  radius 

a'  =  [d"  -  JP/(e'  -  a^y  -  ^fl/(**  -  «0  (1 10) 

When  the  given  sphere  passes  through  the  center  of  inversion, 
i.  e.,  when  b  =  a.  Fig,  43,  (107)  and  (108)  become 

r—2acos8-=o  ("') 

and  r'  cos  6  —  I^Jza  — ■  o  ("2) 

(112)  is  the  equation  of  a  plane  (or  straight  line)  distant 

p  =  F?l2a  (113) 

from  O. 
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Conversely,  (112)  inverts  into  (ill),  so  that  the  image  of  a 
plane  (or  straight  line)  is  a  sphere  (or  circle)  passing  through  the 
center  of  inversion  and  with  radius 


a  =  F?J2p  (114) 

The  above  propositions  can  also  be  easily  demonstrated  by 
purely  geometrical  methods. 

39.  The  Angle  «t  which  Two  Corres  or  Svifiwos  Interteet  ii  Un- 
altered by  ZnTeruoo.  To  establish  this  proposition  for  two  curves 
(which  will  also  establish  it  for  two  surfaces),  let  AB  and  AC, 


Fig,  44,  tw  the  elements  of  two  curves  intersecting  in  the  point 
A  At  an  angle  B,  and  A'B'  and  A'  C  their  inverses  cutting  at  the 
angle  9'.  The  triangles  AOB  and  A'OB'  are  evidently  similar, 
since  rr' =  I^,  and  likewise  the  triangles  OAC  and  OA'C 
Hence 

6'  (-  angle  OA'C  -  angle  OA'B')  =  angle  OAB 
—  angle  OAC  =6 


("5) 
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33.  Elsotrical  IiiTersion.  The  electric  potential  at  a  point  B 
due  to  a  charge  dq  at  a  point  A  is  dV^  =  dqj^trcAB,  and  the 
potential  at  B',  the  inverse  of  B,  due  to  a  charge  dq'  at  A',  the 
inverse  of  A,  is  dV^.  —  dq"  j ^yrrcA' B' .     Thus 

dV,,/dV,  ~  dq'jdq  ABjA'B' 
But,  if  0  is  the  center  of  inversion,  ABjA'B'  =  OAjOB'. 
Hence  dV^.==  dV.dq' jdq   OAjOB'  (ii6) 

If  dq'  is  so  chosen  that 

dq'jdq=-RjOA=  -  Rjr  (117) 

dq"  is  called  the  electric  image  by  inversion  of  dq  with  respect  to 
the  sphere  of  radius  R  and  with  center  0  ;  and  (i  16)  becomes 
dV^.-=-dV^RjOB'  =  -dV^^-KcRj^iTcOB'  (118) 

If  now  we  have  any  electric  distribution  whatever,  and  it  pro- 
duces at  5  a  potential  V^  =  f'^^h  '>  3^*1  '*"  ^^  place  at  the  geo- 
metrical images  of  the  charged  points  charges  related  to  the 
charges  at  the  original  points  according  to  (117),  /.  c,  form  a 
distribution  which  is  the  electric  image  by  inversion  of  the  orig- 
inal distribution,  the  potential  at  5' will  be  V^-'^  fdV^,.  Hence 
(i  l8)  gives  for  the  potential  at  B'  due  to  the  electric  image  by 
inversion  of  the  original  distribution 

V^.  =fdV,.L  ~  4.wcR/4-7reOB'   JdV, 

=  -V^4TrcR/4-TrcOB'  (119) 

which  is  the  potential  which  would  be  produced  at  B'  by  a 
chaise  —  y^4trcR  at  O,  the  center  of  inversion.  If,  therefore, 
we  place  at  0  a  concentrated  charge  q  =  -^■  V^^ircR,  the  point 
B'  will  be  at  zero  potential  in  the  presence  of  this  charge  to- 
gether with  the  inverted  system.  If  the  potential  f^  =  F"  is  the 
same  for  all  charged  points  of  the  original  system,  that  is,  if  the 
original  charge  is  distributed  over  an  equipotential  surface,  as  the 
surface  of  a  conductor,  at  potential  V,  the  potential  at  a  point  B' 
of  the  inverse  surface  due  to  the  inverse   distribution   will   be 
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V^=  —  4ircRVj 4-trcOB' .  Hence  if  a  charge  ?==  +  ^ircRVis 
placed  at  0,  the  potential  at  all  points,  such  as  B' ,  of  the  inverse 
surface  will  be  zero.  The  introduction  of  q  does  not  alter  the 
distribution  upon  the  inverse  surface,  but  renders  this  surface 
equipotential  so  that  it  may  be  made  conducting  without  disturb- 
ing the  distribution.  The  electric  field  after  the  introduction  of 
g  is  the  field  bounded  by  a  concentrated  charge 

g  =  ^TTcR  V  ( 1 2o) 

at  O  and  the  inverse  of  the  original  surface  at  zero  potential. 

Conversely,  if  we  have  a  charge  q  concentrated  at  a  point  0 
in  the  presence  of  a  charged  surface  at  zero  potential,  we  can  in- 
vert the  surface  and  its  distribution  {not  including  the  charge  q) 
with  reference  to  a  sphere  of  radius  R  and  center  0  and  obtain 
the  inverse  surface  charged  to  a  uniform  potential 

V=^ql^ircR  (i2i) 

alone  in  the  field,  the  chaise  q  being  annulled. 

Or,  if  we  have  a  surface  at  zero  potential  in  the  presence  of  a 
charge  q,  concentrated  at  a  point  O,  and  its  image  system  (on  the 
other  side  the  surface),  we  can  invert  the  image  system  (not  in- 
cluding the  charge  q)  and  the  given  surface  with  respect  to  a 
sphere  of  radius  R  with  center  0,  and  as  a  result  obtain  the  in- 
verse surface  at  the  uniform  potential 

r=  qli,-^cR 
and  within  (or  on  one  side)  the  inverse  image  system  which  pro- 
duces on  the  other  side  the  same  field  as  that  connected  with  the 
surface  itself  when  charged  to  uniform  potential  V.  From  the 
image  system  the  distribution  upon  the  surface,  when  charged  in 
this  manner,  or  made  conducting,  can  readily  be  found. 

The  direct  inversion  of  the  distribution  on  the  surface  at  zero  po- 
tential would  be,  in  general,  a  difficult  matter.  Hence  the  second 
ofthe  two  processes  of  inversion  justdescribed  is  usually  preferable. 

34.  The  Eleetrio  Surface  Deniity  upon  the  Invene  Surface. 
The  electric  surface  density,  a',  at  any  element  dS'  of  the  inverse 
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surface  corresponding  to  the  element  dS,  with  density  ir,  of  the 
original  surface,  can  easily  be  found  in  terms  of  <r,  Ji,  and  r',  the 
distance  from  0  to  dS'.     For  we  have 

a'dS'jadS  =  dg'jdq  =  -  Rjt,  or  c'ja  =-~J?/r-  dSjdS' 
But  dS  is  similar  to  dS.'  hence  dSjdS'  —  r*/r"  and 

<r'/,r  _  _  Rrlr**  -  -  F?jr'* 
Thus  0-'  =  —  ff^/r'*  (122) 

As  stated  in  §  33,  ff'  is  not  altered  by  the  introduction  of  the 
charge  g  at  O. 

3JI.  The  Bpliere  and  Plane.  Consider  a  sphere  of  radius  a  uni- 
formly electrified  to  potential  V.  Let  the  sphere  be  inverted 
with  respect  to  a  sphere  of  radius  R  with  its  center  0  upon  the 
surface  of  the  given  sphere.  The  sphere  inverts  into  an  infinite 
plane  (§  31)  distant^  =  I^jia  from  0.  If  now  we  place  at  (3  a 
charge  q  =  ^ircR  V,  the  plane  will  be  at  zero  potential  in  the 
presence  of  the  charge  q.  The  electric  surface  density  over  the 
given  sphere  was  uniform  and  equal  to  <r  =  ^vcaVj^tra*  =  cVla. 
Hence  the  denaty  at  a  point  on  the  plane  distant  r*  from  O  is 

<r'  =  —  tTR'lr'*=  —  ^^/'^.TTor'*  5=  ~  gpl2irr'*        (123) 

which  is  the  result  obtained  in  §  15,  (40),  proper  attention  being 
paid  to  sign. 

Convereeiy,  we  may  start  with  the  plane  at  zero  potential 
electrified  to  density  <r'  =  ~  pqj2irr'^,  and  by  inversion  obtain 
the  distribution  upon  a  freely  electrified  sphere  of  radius  a.  Thus 
the  plane  inverts  into  the  sphere,  and  the  image  of  ^  in  the  plane, 
viz.,  —  g  distant  /  from  the  plane  on  the  other  side  from  g,  in- 
verts into  the  chaise  +  Rgjip  at  the  center  of  the  sphere;  and 
this  brings  the  sphere  to  the  potential  RgJ2pir^a  =  gj^frcR  =  V. 

Next  let  the  center  of  inversion  be  taken  outside  the  sphere  or 
inside  the  sphere,  and  let  the  sphere  of  inversion  be  so  chosen 
that  the  given  sphere  inverts  into  itself.  This  makes  R*  =  Ji^—t^ 
when  the  point  0  is  outside  the  sphere,  and  J?°  =  a*  —  jt*  when 
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O  is  inade,  if  x  denotes  the  distance  from  O  to  tlie  center  of  the 
sphere.  Thus  the  surface  density  at  a  point  of  the  sphere  dis- 
tant r'  from  O,  when  a  charge  q  =  ^itcRV=s /^trci^^  •— (^)^V 
is  placed  at  0  is 


aP?lf"'  =  -  y(^  ^  (?)Uirar'^ 


(124) 


:  from  this  distribution  to  that 


in  accord  with  (83)  and  (84), 

Conversely,  we  may  pass  at  c 
upon  the  isolated  sphere. 


36.  Two  Sphere!  Intersecting  at  Bight  Angles.  The  field  of 
§  29  may  also  be  obtained  by  inverting  the  distribution  upon  two 
infinite  planes  meeting  at  right  angles  and  at  zero  potential  under 


-.-fl • , 

iK\^^ 

1^ 

,,!vf^fS^ 

„---'"" 

i      \ 

^*i      ^ 

-9 

Fit.  45. 

the  influence  of  a  charge  ^  =  4iri7^J^at  a  point  /^distant  a  and  b 
therefrom  (Fig.  45). 

Let  the  planes  and  the  image  system  in  the  planes  of  the 
chaise  ^  at  P  be  inverted  with  respect  to  a  sphere  with  center  P 
and  radius  R.  The  two  planes  invert  into  two  spheres  intersect- 
ing at  right  angles  (corresponding  parts  of  surfaces  are  shown 
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in  full  or  dotted  lines),  and  of  radii  a  —  I?/2a  and  /9  =  ■S'/2*, 
respectively.  The  images  of  ^  at/*  invert  into  charges  qRfza 
—  qajR  at  A,  qRjib  =  q^jR  at  C,  and  —  qRJ2{<^  +  ^t 
=  —  qa0/R{a*  +  y9^1  at  B.  And  in  the  presence  of  these 
charges  the  two  spheres  are  at  the  potential  f  =  qj^ircR,  and 
the  field  outside  the  spheres  is  the  field  required.  The  total 
charge  upon  the  spheres,  when  made  conducting,  the  capacity, 
etc.,  may  now  be  found  as  in  §  29. 

By  inverting  the  system  consisting  of  two  planes  meeting  at 
the  angle  irjn,  etc.,  §  z8,  the  field  surrounding  two  spheres  cut- 
ting at  that  angle  may  be  obtained.  When  n  =  infinity,  this 
problem  merges  into  that  of  the  next  article, 

37.  Two  Sphere!  in  Oontaot.  By  inverting  the  two  planes  of 
§  28  with  respect  to  a  sphere  of  radius  R  and  center  P  we  ob- 


tain two  spheres  of  radii  A  =  R^/2a  and  B  =.  /?/2*  in  contact  at 
P,  Fig.  46.  All  the  images  to  the  right  of  P  invert  into  the 
region  within  the  sphere  B  and  all  to  the  left  of  P  into  the  region 
within  the  sphere  A  ;  and  the  system  of  two  spheres  in  contact 
is  brought  to  the  uniform  potential  K—  qj^ireR,  and  may  be 
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made  conducting,  and  the  inner  field  destroyed,  without  affecting 
the  external  field. 

In  the  original   system  the  distances  from  P  of  the  positive 
charges,  +  ?i  are 

2d,  4af,  (>d,  ■  ■  ■  to  the  right 
and 

2d,  4^,  6<^,  ■    ■  to  the  left 

and  the  distances  from  P  of  the  negative  charges,  —  q,  are 

2b,  tb  +  2d,  zb  +  ^,  ■  - .  to  the  right 
and 

2a,  2a  +  2d,  2a  +4.  d,    ■to  the  left 

This  system  inverts  into  the  system  of  negative  charges 

—  Rgjzd,  —  Rqj^d,  —  Rgj6d,  ■  ■  ■  within  the  sphere  B 
and 

—  Iig/2d,  —  Rgj^d,  —  Rgj6d,  ■  ■  ■  within  the  sphere  A 

and  the  system  of  positive  charges 

Rql2b,  Rqj{2b  +  2d),  Rqj{2b  +  ^),  ■  ■  ■  within  the  sphere  B 
and 

RqJ2a,  Rgl{2a  +  2d),  Rq/(2a  +  4^), . . .  within  the  sphere  A 

The  total  charge  of  the  images  within  the  sphere  A,  or  the 
total  charge  upon  the  surface  of  A  when  made  conducting,  is 

q,~'Rq/2[[l/a+  l/(a  +  d)+  l/ia  +  2d)  +  ■  ■  ■] 

~(i/d+i/2d+ifid-i-...)} 

and  that  of  the  images  within  B,  or  upon  the  surface  of  the 
sphere  B  when  a  conductor,  is 

g,~Rqjl{[ili  +  l/(«  +  rf)  +  i/(i  +  2d)  +  . ..] 

-(,ld+,l2d+llid+...)) 
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[1/^+  i/(«  +  i)  +  l/(a  +  2</)+...]-(l/^+  i/ld 

+  l/3i+...)-(l/o-l/«r)+[l/(»  +  ^)-l/2i] 

+  [i/(^  +  2d)  - 1/3^]  + . .  —Y.bH"  +  <^) 
-!/(»+  ly]  =  iidX.'H'  +!)(«  +  w) 

^2A'BIF?(A  +  B)'^tl[B+M.A  +  F){n  +  I)] 
Hence  "-• 

g,-q^BIIHA  +  B)^lHB+nl,A  +  B){n+  i)] 

".„  ('=!) 

-  i-,iVA'BI(A  +  B)'Z  ll[B+n(A  +  E)(n+\j\ 

Interchanging  A  and  B,  we  obtain 

j.-4^^KS'^/(5  +  ^)  "f  l/[^  +  »(fi  +  ^)(»+  I)]     (126) 
Tlie  capacity  of  the  two  spherical  conductors  in  contact  is 

S-flV-(,g,  +  ,,)IV  (127) 

We  shall  consider  further   two  particular  cases :    (i)   when 
A  =  B,  (2)  when  B/A  is  very  small. 
(1)^  =  ^.     In  this  case 

?„-?»-  2T<:^  ^Z  I  /('  +  2»)  («  +  >) 

=  4^r^  V(h  +  1/3-4  +  1/5-6  +  ■  ■  ■)  ('28) 

=  4.ircA  F  log  2  =s=  47rc^  F"  x  O.693 
and  S  -^  2^J  V=  SwcA  log  2  =  4ir(r./4  x  1.386         (129) 

Thus  the  capacity  of  the  system  of  two  equal  spheres  in  contact 
is  equal  to  1.386  times  the  capacity  of  a  single  isolated  sphere 
of  the  same  radius. 

The  energy  of  the  field  surrounding  the  spheres  is 

W_  y  V~  4wcA  log  2  ■  K*  -  g'/i6TrcA  log  2        (i 30) 
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From  this  expression  and  (i  i)  it  is  easy  to  compute  the  work 
done  against  the  electrical  forces,  or  the  work  done  upon  the 
"electric  field,  when  two  equal  spheres  with  equal  charges  are 
brought  together  from  an  infinite  distance  (or  a  great  distance, 
practically)  apart. 

(2)  BfA  very  small.  When  BjA  =  o,  the  sphere  A  is  alone 
in  the  field  at  potential  V;  hence  q^  =  ^ircA  V,  a  relation  which 
holds  approximately  when  SjA  is  very  small.  In  this  case  we 
have  for  q^,  approximately, 

J.-4ir^£'P7.4."g'l/("+l)' 
-iwcB'VIA(\li'+  il2'+.--)-4wcB-/A-7^/6V(i3i) 
—  twtB'IA  X  1.64s  r 

The  capacity  of  the  system  is,  approximately, 

S-iirc(,A  +  „'l6S'IA)  (132) 

The  electric  surface  density  upon  the  larger  sphere,  except 
near  the  point  of  contact,  is,  approximately, 

'.-^V/A  (,33) 

while  the  average  density  upon  the  smaller  sphere  is,  approxi- 
mately, 

^,-tVIA-r'l6  (134) 

The  relation  ffj/c,  =  7^/6  will  hold  very  approximately  when 
the  small  sphere  B  touches  any  conducting  surface  A  which,  like 
a  lat^e  sphere,  is  nearly  plane  in  the  neighborhood  of  the  point 
of  contact,  the  nearly  uniform  density  in  that  vicinity  being, 
before  contact  with  the  small  sphere,  <r_. 
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CHAPTER  III. 

STANDARD  CONDENSERS.     CONDENSER  SYSTEMS. 
ELECTROMETERS. 

1.  Actual  CondeiLBarB.  The  electric  fields  and  condensers  or 
leydens  discussed  in  Chapter  II.  are  ideal,  the  conditions  assumed 
being  impossible  to  realise  completely  in  practise.  Concentrated 
chaises  and  infinite  conductors  do  not  exist;  one  or  two  con- 
ductors cannot  be  infinitely  removed  from  all  other  conductors ; 
and  all  the  tubes  from  the  first  conductor  will  not,  in  general, 
terminate  upon  the  second,  unless  the  second  conductor  com- 
pletely surrounds  the  first  or,  what  amounts  to  the  same  thing,  is 
connected  with  the  walls  of  the  room,  which  thus  becomes  one, 
electrically,  with  the  second  conductor.  The  field  in  this  latter 
case  cannot  be  rigorously  computed,  however;  and  though  it  is 
possible  to  construct  a  condenser  of  concentric  spheres  with  a 
high  degree  of  accuracy,  or  of  conductors  of  other  form  so 
arranged  that  one  completely  surrounds  the  other,  and  such  that 
the  electric  field  can  be  rigorously  computed,  yet,  to  use  the 
system,  an  insulated  wire  must  pass  through  an  opening  in  the 
outer  conductor  to  the  inner,  and  through  this  opening,  however 
small,  some  tubes  will  emerge  and  pass  to  the  external  surface 
of-the  outer  conductor  and  to  other  bodies.  The  wire  and  the 
opening  also  disturb  the  field  in  other  ways. 

But  finite  portions  of  all  the  fields  can  be  very  nearly  pro- 
duced, and  the  results  established  above  for  ideal  condensers  and 
fields  can  be  applied  without  sensible  error  to  actual  systems. 
This  can  be  done,  for  example,  with  the  systems  consisting  of 
two  parallel  similar  conducting  surfaces,  as  two  spheres,  two 
planes,  or  two  cylinders,  by  making  the  distance  between  them 
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small  in  comparison  with  their  linear  dimensions.  Then  the  part 
of  the  field  between  the  surfaces — concentric  spheres,  coaxial 
cylinders,  or  parallel  planes — becomes  practically  identical,  ex- 
cept near  the  edges,  with  those  already  described,  and  the  part 
of  the  field  outside  this  region  relatively  very  weak.  The  capacity 
of  such  a  condenser,  of  any  form,  is  approximately  the  product 
of  the  area  of  one  of  its  conductors  by  the  permittivity  of  its 
dielectric  divided  by  the  distance  between  the  conductors,  the 
intensity  being  practically  constant  in  magnitude  throughout  the 
dielectric. 

A  plane  section  of  the  tubes  of  displacement  of  a  square  par- 
allel plate  condenser  taken  parallel  to  one  edge  and  perpendicu- 
lar to  the  plates  through  their  centers  is  shown  in  Fig.  47.     The 


tubes  in  the  neighborhood  of  the  section  are  supposed  to  be 
formed  by  moving  the  diagram  perpendicularly  to  its  plane.  The 
diagram  is  drawn  only  approximately.  The  tubes  are  closely 
concentrated  and  uniformly  distributed  between  the  plates,  except 
near  the  edges,  where  the  field  becomes  less  intense,  and  sparsely 
distributed  over  the  outer  surface,  becoming  less  numerous  as 
the  central  points  A  and  B  are  approached.  These  results  fol- 
low from  the  principle  of  symmetry  and  the  fact  that  the  voltage 
^EdL  is  the  same  along  every  line  of  intensity  from  one  con- 
ductor to  the  other,  which  makes  the  average  intensity  great 
where  the  length  of  the  line  is  small,  and  vice  versa. 
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As  the  capacities  of  ordinary  condensers  are  computed  only 
roughly  for  construction  purposes,  and  then  determined  or  ad- 
justed accurately,  when  necessary,  by  comparison  with  standard 
capacities,  it  is  of  little  importance  whether  their  fields  are  such 
that  the  capacities  can  be  determined  accurately  by  geometrical 
measurement  or  not.  But  this  is  obviously  necessary  in  the  case 
of  condensers  designed  as  absolute  standards  of  capacity.  Such 
standards  have  been  constructed  of  concentric  spheres,  coaxial 
cylinders,  and  parallel  plates.  The  first  form  does  not  need 
further  description  here ;  the  last  two  will  be  described  in  the 
next  article. 

To  eliminate  the  electric  field  surrounding  the  earth,  all  the 
apparatus  here  described  will  be  supposed  enclosed  within  a 
hollow  conductor,  such  as  the  walls  of  a  room  in  a  house.  The 
phenomena  would  not  be  essentially  different,  however,  outside 
such  an  enclosure.  The  potential  of  the  walls  of  the  enclosure 
(earthed)  will  be  assumed  zero. 

2.  The  Standard  Parallel  Plate  Condenier.  The  construction 
of  this  condenser  and  its  electric  field  near  the  center,  drawn 
like  the  field  in  §  i,  are  shown  in  Figs.  48  and  49.     A  and  A' 


are  the  two  plates  distant  d  apart.  The  central  portion,  B,  of  A 
is  separated  from  the  rest  by  an  air  gap  CC  whose  breadth  is 
very  small  in  comparison  with  d.  Above  and  continuous  with 
the  plate  A  is  a  metal  cover  D,  which  forms  with  A  and  B  a 
hollow  conductor  closed  except  for  the  gap  CC.  If  B  is  put  in 
metallic  contact  with  A,  and  the  condenser  then  chained,  the 
electric  field  shown  in  the  figures  will  result,  and  will  remain 
when  B  is  again  insulated  from  A.  Since  the  region  above  B  is 
the  interior  of  a  hollow  conductor  practically  closed,  all  the 
tubes  from  B  will  proceed  to  the  upper  surface  only  of  A',  and 
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but  few  tubes  will  emanate  from  the  upper  surface  of  B  and  pass 
through  the  gap  CC  to  A'.  The  field  below  B,  being  remote 
from  the  edges,  will  be  sensibly  uniform  except  in  the  immediate 
■  ne^hborhood  of  the  gap  C,  which,  however,  will  not  sensibly 
disturb  the  uniform  field  near  A' .     By  symmetry,  sensibly  half 


Re.  49. 

(Tha  width  of  tbe  fap  C'»  gnuly  eu(gfnud.) 

the  tubes  which  terminate  upon  the  small  area  of  A'  just  beneath 
the  gap  CC  must  emanate  from  B  and  half  from  A.  If  b  de- 
notes the  area  of  B,  and  a  that  of  CC,  the  area  of  A'  receiving 
tubes  from  B  is  thus 

A^b^\a  (1) 

The  chai^  upon  B  is  therefore  the  same  as  the  charge  upon 
the  area  A  =  b  -\-\a  oi  A',  which  is  the  same  charge  B  would 
have  if  its  area  were  A  =  b  +  \a  and  there  were  no  gap.  The 
capacity  of  the  condenser  formed  by  B,  A',  and  the  tubes  con- 
necting them  is  therefore 

S~Acjd=c{b  +  \a)jd  (2) 

The  conductor  A  which  surrounds  B,  and  by  means  of  which 
the  field  beneath  B  is  made  uniform,  is  called  a  guard  ring. 


The  force  of  attraction  between  B  and  A'  is  the  force  acting 
upon  the  area  A^b  +  ^a  o(  A' ;  that  is 
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F~  \EDA  -  \cE^A  =-  \cV*jd^A  (3) 

if  J^  denotes  the  voltage  between  the  plates  AB  and  A', 

TKe  Standard  Cyliudrieal  Condenier.  The  guard  ring  con- 
struction can  be  applied  equally  well  to  the  condenser  formed  of 
coaxial  cylinders.  The  construction  of  the  condenser  is  shown 
in  Fig.  SO.  the  inner  cylinder  serving  also  as  guard  ring  and  pro- 
tector. 

3.  Eleetroioopei  and  Electrometers.  An  electrometer  is  an  in- 
strument for  measuring  voltages,  or  electric  potential  differences, 
by  means  of  the  forcive  acting  between  electrified  bodies.  Other 
instruments  for  measuring  voltages  will  be  described  later.  An 
electroscope  is  a  crude  electrometer,  used  principally  for  detect- 
ing rather  than  measuring  electrical  effects, 

4.  The  Kelvin  Abaolnte  Electrometer.  This  instrument  con- 
sists of  a  condenser  constructed  like  the  standard  parallel  plate 
condenser  of  §  2  with  certain  modifications  and  additions  :  The 
plate  B  (in  one  of  the  commonest  forms  of  the  instrument)  is 
connected  through  a  small  opening  in  the  sheath  D  with  one 
arm  of  a  gravity  balance,  so  that  the  force  F  between  B  and  A' 
can  be  determined  by  weighing.  A  vertical  micrometer  screw 
topped  by  an  insulating  support  which  carries  A'  enables  the 
distance  d  to  be  varied  and  measured.  B  is  kept  in  electrical 
connection  with  A,  and  an  optical  device  is  provided  with  the 
aid  of  which  the  planes  of  A  and  B  are  always  made  coincident 
(by  altering  the  weights  in  the  balance  pans  or  by  varying  the 
distance  d)  when  the  force  upon  ^  is  to  be  measured. 

To  measure  a  voltage,  A  and  A'  are  first  metallically  con- 
nected, and  the  weights  on  the  balance  pans  adjusted  until  the 
planes  of  A  and  B  are  coincident.  Then  the  connection  between 
A  and  A'  is  broken,  and  they  are  brought  to  the  difference  of 
potential  V,  to  be  determined.  The  force  F,  due  to  the  attrac- 
tion between  the  plates  is  balanced  by  the  addition  of  known 
weights,  and  the  distance  d  is  measured.     Then  by  (3) 
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whence  r=  d  VzFjcA-  (4) 

The  above  method  of  using  the  electrometer  is  called  the 
idiostatic  method,  as  the  voltage  to  be  detennined  is  the  only  one 
employed.  Since  F'x%  proportional  to  the  square  of  the  voltage, 
alternating  as  well  as  direct  voltages  can  be  measured. 

In  the  heterosialk  method  an  auxiliary  agent  with  a  constant 
voltage  V  is  also  used.  When  this  voltage  alone  is  applied  to 
the  electrometer  terminals,  we  have  from  the  last  equation 

V  =  d'VsF/TA 

if  F  denotes  the  force  upon  B  when  the  distance  between  the 
plates  is  d'. 

If  now  we  connect  up  in  series  the  agent  whose  voltage  V  is 
to  be-  determined  and  the  agent  whose  voltage  is  K',  both 
voltages  being  directed  in  the  same  way  so  that  the  resultant 
voltage  is  V+  V,  we  have,  when  the  voltage  f  +  V  is  applied 
to  the  electrometer  tenninals, 

V+  V'  =  d"V2F~l7A 

\(  d"  denotes  the  distance  between  the  plates  when  the  force  F 
remains  the  same  as  before. 

Subtracting  the  first  equation  from  the  second  gives 

V~  id"  -  d')  V~2F/cA  (5) 

The  advantage  which  this  method  has  over  the  other  is  due  to 
the  much  greater  accuracy  with  which  the  micrometer  permits 
the  measurement  of  the  difference  of  the  two  distances  d"  —  d' 
than  either  separately. 

Since  i^  is  proportional  to  V^,  it  becomes  so  small  for  small 
voltages  that  it  cannot  be  accurately  measured  with  this  instru- 
ment. This  form  of  absolute  electrometer  is  therefore  used  only 
for  measuring  large  potential  differences,  and  small  voltages  are 
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measured  by  the  quadrant  electrometer,  the  Bichat  and  Blondlot 
electrometer,  the  capillary  electrometer  of  Lippmann,  or  a  form 
of  absolute  electrometer  recently  de- 
vised by  Perot  and  Fabry.  The  first 
two  instruments  are  described  in  the 
succeeding  articles. 

Bichat  and  Slondlot'a  Eleotrometer 
(Kodifled).  This  instrument  (Fig.  51) 
consists  of  a  metallic  circular  cylin- 
der C  suspended  from  the  arm  of  a 
balance  (or  connected  to  another 
dynamometer)  by  a  fine  wire  DE, 
with  its  axis  vertical  and  coincident 
with  the  axis  of  a  longer  hollow  me- 
tallic circular  cylinder  AB,  cut  in  two 
at  FG  and  projecting  well  beyond  the 
ends  of  C,  the  difference  between  the 
radii  (L^  and  Z,,  L^  >  L^  of  the  two 
cylinders  being  small  in  comparison 
with  either  ladius. 

Let  A,  B  and  C  be  charged,  the 
voltage  from  B  to  A  being  denoted 
by  Vba,  ttiat  from  C  to  ^  by  V],, 
and  that  from  C  to  B  by  V^,  C  being 
charged  by  the  wire  BE,  dipping  in  a 
conducting  liquid.  The  field,  in  plane  section  through  the  axis,  for 
the  case  in  which  Va>  Kb  ^^^  ^ba^  ^a—^b  therefore  positive, 
is  shown  approximately  in  the  figure  (all  the  lines  of  intensity 
should  touch  the  conductors  normally).  Except  near  and  beyond 
E  and  ff,  and  G  and  F,  the  field  is  cylindrically  radial,  and  its 
capacity  per  unit  length  is  constant  and  equal  to 

S  —  2WC  ■  log  i,/ij 

By  symmetry,  there  is  no  resultant  horizontal  force  acting  on 
C.     In  general  the  vertical  forces  acting  on  C"  at  //"  and  E  are 
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not  equal  and  opposite.  The  resultant  force  can  be  found  as 
follows :  Imagine  C  to  be  moved  downward  an  infinttesimal  dis- 
tance dx.  The  capacity  of  the  condenser  ^C  is  increased  by 
Sdx  and  that  of  the  condenser  BC  by  —  Sdx,  no  sensible  change 
occurring  in  the  capacity  of  the  non -cylindrical  parts  of  the  field. 
The  increase  in  the  energy  of  the  field,  if  the  voltages  are  kept 
constant,  is 

dW=Sdx{V/-  V/) 

Hence,  by  %  55, 1.,  the  resultant  force  acting  downward  upon  Cis 
F=dWldx-\S{V,*-  V,')  =  \SV,^{V,^  V^) 

(i)  If  Vb  is  great  in  comparison  with  V^bi  the  voltage  to  be 
measured,  this  equation  becomes,  with  a  negligible  error, 

F-SV,^-V,  (7) 

Hence,  if  Vg  is  kept  constant  and  Vg^  varied,  F  is  proportional 

to    VsA- 

(2)  If  A  and  B  are  connected  to  the  terminal  plates  of  an 
auxiliary  battery  consisting  of  an  even  number  of  similar  voltaic 
cells  in  series,  and  if  one  terminal  of  the  cell,  condenser,  or  other 
agent  whose  voltage  F  is  to  be  measured  is  connected  to  the 
central  point  of  this  auxiliary  battery,  the  other  to  the  conductor 
C,  we  have,  if  Y  denotes  the  e.m.f.  of  the  auxiliary  battery, 
Vg^  -  *,  K,  -  V~  \-9,  V^  =-  r+  J^ ;  and  (6)  becomes 

F=S-9.V  (8) 

so  that  ^is  proportional  to  f  if  ^  is  kept  constant. 

(3)  If  B  and  C  are  connected  together,  V^'^'O,  Va=  Vba. 
and  (6)  becomes 

F-iSV}.  (9) 

Equations  (7),  (8),  and  (9I  indicate  three  methods  of  com- 
paring voltages  with  the  instrument,  the  force  F  being  meas- 
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ured  with  the  balance  (or  other  form  of  dynamometer).  If  5  is 
determined  from  direct  measurement,  and  F  measured  in  dynes, 
the  third  method  gives  an  absolute  determination  of  the  volt^e 
Vg^,  The  first  and  second  methods  are  called  keterostatic,  as  an 
auxiliary  voltage,  Vg  or  ■*,  is  employed  in  addition  to  that  to  be 
measured.  The  third  method  is  called  idiostatic,  since  the  volt- 
age to  be  determined  is  the  only  one  applied. 

6.  The  EelTin  ftnadr&nt  Ele«trometer.     This  instrument  (Fig. 
52)  is  constructed  as  follows :  A  right  circular  cylindrical  me- 


g.. 
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tallic  box,  with  its  axis  vertical,  is  cut  symmetrically  into  four 
quadrants  A,  A',  B,  B' ,  separately  insulated  on  glass  rods,  but 
connected  by  wires  in  pairs,  A  to  A'  and  B  to  B' ,  so  that  when 
the  field  is  static  there  is  never  a  potential  difference  between  op- 
posite quadrants,  A  light  aluminium  needle  C,  consisting  of 
two  equal  opposite  flat  quadrantal  arcs  CC  and  C'C  attached  by 
thin  radii  at  their  extremities  to  a  central  vertical  rod  R,  is  sus- 
pended from  a  support  by  two  silk  fibers  (or  other  insulating 
torsion  device)  in  such  a  way  that  the  arcs  CC  and  C'C  are 
horizontal,  concentric  with  the  quadrant  cylinder,  and  midway 
between  the  top  and  bottom  of  the  box.  When  the  quadrants 
and  the  needle  are  all  connected  together,  so  that  there  is  no 
potential  difference  between  any  two  parts  of  the  system,  the  arcs 
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C,  O  are  adjusted  to  lie  symmetrically  with  respect  to  the  two 
quadrant  pairs  AA'  and  BB',  as  shown  in  the  figure.  To  the 
rod  R  is  attached  a  mirror  M,  by  means  of  which  and  a  lamp 
and  scale  or  telescope  and  scale  any  deflection,  9,  of  the  needle 
can  be  read,  and  on  the  other  side  of  the  quadrants  a  vertical 
platinum  wire  W,  ending  in  a  platinum  vane  V.  The  end  of  the 
wire  and  the  vane  hang  free  in  dry  sulphuric  acid  contained  in  a 
glass  vessel  G,  the  outer  surface  of  which  is  partly  covered  with 
tin  foil.  The  sulphuric  add  serves  to  make  electrical  contact 
with  the  needle,  to  dampen  the  needle's  motion, and  to  form  with 
the  tin  foil  and  glass  vessel  a  condenser  of  considerable  capacity, 
whose  function  is  to  keep  constant  the  potential  diflerence  be- 
tween the  needle  and  the  case.  The  whole  instrument  b  enclosed 
in  a  tight  case,  often  an  extension  of  the  vessel  G  (whose  tin  foil 
covering  is  then  outside)  and  is  kept  dry  by  the  sulphuric  acid 
within.  The  case,  largely  metal,  serves  also  to  screen  the  needle 
and  quadrants  from  any  external  field. 

If  the  instrument  is  symmetrically  made  and  adjusted,  the 
arcs  CC  and  C'C  form  with  the  two  quadrant  pairs  A  A'  and 
BB'  two  condensers,  the  capacity  of  each  of  which,  per  unit 
angle  subtended  at  the  center  of  the  system,  is  the  same,  let 
us  say  S,  and  constant,  except  near  the  edges  of  the  arcs 
and  quadrants,  for  all  but  exceedingly  large  deflections  of  the 
needle. 

Also,  if  the  instrument  is  symmetrically  made  and  in  adjust- 
ment, the  needle  will  obviously  not  be  deflected,  even  when 
chained,  as  long  as  the  quadrants  are  all  connected  together. 
If  the  needle  and  the  quadrant  pairs  AA'  and  BB'  are  charged, 
the  needle  will,  in  general,  be  deflected,  coming  to  rest  when  the 
angle  of  deflection,  9,  is  such  that  the  torque  T  upon  it  due  to 
the  electrical  stresses  is  balanced  by  the  return  torque  due  to  the 
twist  of  the  suspension.  To  find  the  relation  between  the  deflec- 
tion and  the  voltage,  we  may  proceed  as  follows,  using  the 
method  of  §  5S,  I. 
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Let  V^g  denote  the  voltage  from  the  quadrants  AA'  to  the 
quadrants  BB',  V^  the  voltage  from  the  needle  to  AA',  and  Vg 
the  voltage  from  the  needle  to  BB'. 

When  0  is  increased  by  an  amount  rffl,  the  capacity  of  the  con- 
denser formed  by  CC  with  AA'  is  increased  by  Sd0,  and  that 
of  the  condenser  formed  by  CC  with  BB'  is  decreased  by  the 
same  amount.  The  increase  in  the  energy  of  the  two  condensers 
is  then 

dlV=  ^Sd0  V^  -  \SdB  VJ*  =  \Sd6{  V,  -  V^){  Vj,  +  V^) 
=  ^Sde  V^^  Vg  +  f^)  -  Sd$  ■  VU  Vb  -  1  Vam)  =-  TdS 
=  KBd0 
since  K,  =  f'^  +  V^^,  and  since  Td0  =  K0  d0  is  the  work  done 
in  twisting  the  bifilar  (or  other)  suspension  through  the  angle  dd 
by  the  torque  T  of  the  electrical  forces,  K  being  the  constant  of 
torsion  of  the  suspension.     The  last  equation  gives 
r/AT-  0  _  \SIK   VJ,  V,  +  F.)  _  SjK   V,^  V.  -  J  V^,)  (lo) 

(l)  If  V^  and  Vb  =  V^-\-  V^g  are  very  large  in  comparison  with 
V^Bi  ^^  voltage  to  be  measured,  f^j,  may  be  neglected  without 
appreciable  error  in  the  expression  C^  —  J  Ki*),  and  0  is  sensibly 
proportional  to  V^g  and  to  Vb-  Hence  by  making  V^  large,  even 
small  potential  difTerences  V^^  may  be  measured  with  accuracy. 
In  this  case  (lo)  becomes 

v^,-Kisv.e  (II) 

(a)  If  the  needle  is  in  metallic  contact  with  one  of  the  quad- 
rant pairs,  as  AA' ,  V^^o,  f^  =  f^^,  and  (lo)  becomes 

v^;~2ji-/se  (12) 

Since  the  deflection  in  this  case  is  proportional  to  the  square 
of  the  voltage,  alternating  as  well  as  steady  voltages  can  be 
measured ;  but  low  voltages,  either  steady  or  alternating,  cannot  be 
measured  with  accuracy  (except  with  very  sensitive  instruments), 

(3)  The  quadrant  pairs  AA'  and  BB'  are  connected  to  the  ter- 
minal plates  of  an  auxiliary  voltaic  battery  consisting  of  an  even 
number  of  similar  cells  in  series,  and  one  pole  of  the  voltaic  cell 
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or  other  agent  whose  voltage  J^  is  to  be  measured  is  connected 
to  the  needle  C,  the  other  to  the  central  point  of  the  auxiliary 
battery.  Then,  if  ^  denotes  the  e,m.f.  of  the  auxiliary  battery, 
Ku.  -  *.  Va=^~  i'*'.  Vb  -  ^'+  i^  ;  and  (10)  becomes 

V~KjSVe  (13) 

In  this  arrangement  the  deflection  is  accurately  proportional  to 
V,  whether  f  is  lai^e  or  small  in  comparison  with  ^. 

The  first  and  third  methods  of  using  the  instrument,  in  which 
a  supplementary  voltage  is  employed  in  addition  to  that  to  be 
measured,  are  called  heterostatic  methods ;  the  second  is  called 
idiostatic. 

While  the  quadrant  electrometer  cannot  be  used  for  absolute 
measurements,  the  factor  multiplying  6  being  impossible  to  de- 
termine with  accuracy  directly,  this  factor  can  be  determined  in 
any  case  by  measuring  the  deflection  produced  by  a  known  volt- 
age, such  as  that  of  a  standard  cell. 

7.  Condeiueri  in  Hnltiple.  When  any  number  »  of  condensers 
whose  separate  capacities  are  S^,  S^,  ■  ■ '  •  -^i,  ^^e  cormected  in 


multiple,  as  in  Fig.  53,  a,  a  compound  condenser  Is  formed  whose 


capacity  is 


5  -  5,  +  5,  +  ■  ■  ■  +  5. 


(14) 
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provicied  that  the  field  of  each  condenser  is  included,  practically, 
between  its  plates  only,  and  therefore  does  not  affect  appreciably 
the  fields  of  the  other  condensers. 

For  if  f^is  the  common  voltage  between  the  separate  pairs  of 
plates  of  the  compound  condenser,  g  the  total  charge  on  each 
compound  plate,  and  ?!,?!,•■■,  ?,  the  char^^s  on  the  separate 
plates  when  the  condensers  are  charged  separately  to  the  volt- 
age V,  we  have,  for  such  a  system, 

?  =  ?i  +  ?j  + 1-  ?,  and 

^-  qiv={q,  +  ?,+  ■■■  +  9:iiv={s,v+  s,v+...  +  s^v)!v 

-  5,  +  5,  +  . .  ■  +  5, 

8.  Condeowri  in  Seriea.  When  »  condensers  of  individual 
capacities  S^,  S^  etc.,  are  connected  up  in  series,  as  in  Fig.  53,  b, 
a  compound  condenser  is  formed  of  capacity 

S_i/(i/5,+  i/5,  +  -..+  i/5J  (IS) 

provided  that  the  plates  of  each  condenser  are  so  close  together 
that  sensibly  all  the  tubes  from  one  plate  terminate  upon  the 
other. 

For  if  r'is  the  total  potential  difference  between  the  terminal 
plates  of  the  compound  condenser,  g  the  (numerical)  charge  on 
each  of  them,  and  q^,  q^  etc.,  and  V^,  V^,  etc.,  the  charges  and 
voltages  of  the  individual  condensers,  we  have 

since  the  intermediate  plates  are  all  charged  by  induction,  and 

sensibly  all  the  tubes  from  one  plate  of  each  condenser  terminate 

upon  the  other. 

Also  V=V^+V^+...-^V^ 

Hence 

5  _  ?/  F-  ?/( f^  +  r,  + .  ■ .  +  f;)  _  }/(?  /5,  +  }/5,  + . . .  +  ,:s^ 

from  which  (15)  follows  on  cancelling  q. 
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9.  Some  EI«otrottatie  Xethodi  of  CampftTing  Cspacitief.  In 
each  of  the  following  methods  the  capacity  of  the  electrometer, 
or  electrometers,  and  connecting  wires  is  supposed  to  be  negli- 
gible in  comparison  with  the  capacities  to  be  compared,  or  else 
to  be  included  with  them. 

(i)  The  o^citics  5,  and  5,  to  be  compared  are  connected  in 
series  with  a  battery  of  electromotive  force  V,  and  an  electrom- 
eter is  connected  across  the  plates  of  each;  or  an  electrom- 
eter is  connected  across  the  plates  of  one,  for  example  S^,  and 
another,  with  the  battery^  across  the  terminal  plates.  In  the  first 
case  we  have 

whence 

SJS^^  VJV^  (16) 

and  in  the  second  case 

•s,f.-f'/C/-5.+  iA) 

whence 

S,IS,-VIV,-l  (17) 

If  the  leakage  and  absorption  (Chapter  VI.)  of  the  condensers 
are  negligible,  the  two  measurements  may  be  made  in  succession 
with  a  single  electrometer, 

(2)  The  capacities  to  be  compared  are  arranged  to  be  put  in 
multiple  by  a  switch  K.  With  K  open  let  5„  to  whose  plates 
the  quadrants  of  an  electrometer  are  connected,  be  charged  to  a 
voltage  V,  and  then  connected  in  multiple  with  5",,  when  both 
condensers  will  come  to  voltage  V^.     Then  we  have 

whence 

(3)  In  this  method  the  condensers  whose  capacities  .S",  and  5", 
are  to  be  compared  are  charged  in  multiple  to  the  voltage  V, 
insulated,  and  then  again  connected  in  multiple,  but  in  such  a 
way  that  the  positive  and  negative  plates  of  I  are  connected  to 
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the  negative  and  positive  plates  of  2,  the  final  voltage  being  j^ 
Immediately  after  charging 

?,=.5,K    and     9t~S,V 

After  the  final  connection  in  multiple 

Hence 

V5,-(f-f'j/(r+f,)  (19) 

It  is  obvious  that  the  above  three  methods  cannot  be  applied 
when  one  or  both  of  the  condensers  are  of  the  guard  ring  type, 
thus  ha^-ing  more  than  two  conductors.  The  following  method  of 
testing  the  equality  of  the  capacities  of  two  guard  ring  condensers 
was  devised  by  Maxwell.  It  can  also  be  ^plied  when  only  one, 
or  neither,  of  the  condensers  is  of  the  guard  ring  type.  In 
the  la^t  case  it  becomes  identical  ^vith  the  last  of  the  preced- 
ing methods,  which  is  an  extension  of  a  method  due  to  Caven- 
dish. 

10.  Kaxwell'i  Hethod  of  Testi:^  the  Eqoality  of  the  Capacity 
of  a  Guard  Ring  Condenser  and  that  of  any  Other  Condenier.*  Let 
A  be  the  disk,  B  the  guard  ring  and  sheath,  and  C  the  larger 
plate  of  one  of  the  condensers  ;  and  let  A',  B',  and  C  be  the 
corresponding  parts  of  the  other.  If  either  condenser,  as  ABC, 
is  of  the  simpler  form  with  only  two  conductors,  we  have  only  to 
suppress  B  and  to  suppose  A  and  tT  to  be  the  two  conduc- 
tors, it  being  understood  that  sensibly  all  the  tubes  of  induc- 
tion pass  from  one  plate  to  the  other  when  the  condenser  is 
chained. 

Let  B  be  kept  always  connected  with  C ,  and  B'  with  C.    Then 

(1)  Let  A  be  connected  with  B,  and  C  with/,  the  positive 

(for  the  sake  of  definiteness)  terminal  of  a  battery  or  other  source 

of  electrification,  the  other  terminal  of  which  is  connected  to 

■Muiwell,  TVtalist,  J  229. 
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earth;  and  let  A'  be  connected  with  B'  and  C  and  with  the 
earth.  The  two  condensers  are  now  charged  oppositely,  so  that 
A  is  positive  and  A'  negative,  and  the  field  of  each  is  sensibly 
confined  to  the  region  between  the  plates. 

(2)  Let  A,  B,  and  C  be  insulated  from/. 

(3)  Let  A  be  insulated  from  B  and  C ,  and  A'  from  B' 
and  C. 

(4)  Let  B  and  C  be  connected  with  B'  and  C  and  with  the 
earth.  The  charges  on  A  and  A'  remain  unaltered  in  magni- 
tude, but  are  now  distributed  over  their  whole  surfaces,  the 
fields  no  longer  being  confined  to  the  regions  between  the 
plates. 

(5)  Let  A  be  connected  with  A'. 

(6)  Let  A  and  A'  be  connected  with  one  quadrant  pair  of  an 
electrometer  E,  the  other  quadrants  of  which  are  earthed.  If  the 
charges  of  A  and  A'  are  equal  in  magnitude,  the  electrification 
wholly  disappears,  since  they  have  opposite  signs,  and  the  elec- 
trometer is  unaffected.  In  this  case  the  fields  connected  with  A 
and  A'  have  the  same  capacities.  Otherwise,  the  electrometer 
will  indicate  positive  or  negative  electrification  according  as 
A  or  A'  has  the  greater  charge  and  therefore  the  greater 
capacity. 

By  making  repeated  tests  and  adjustments,  if  necessary,  the 
capacity  of  a  condenser  constructed  with  movable  conductors  so 
as  to  have  a  variable  capacity,  or  a  condenser  in  the  process  of 
construction,  may  be  made  equal  to  that  of  a  standard  condenser 
of  the  guard  ring  form. 

Other  methods  of  comparing  capacities  are  described  in  Chap- 
ters Xn.  and  Xin. 

11.  Some  Vetbodi  of  Extending  Msm  Range  of  an  Electrometer.* 
If  the  ratios  of  the  capacities  of  the  condensers  in  the  three  first 
arrangements  described  above  are  known,  the  three  methods  of 
comparing  capacities  may  be  inverted  for  the  measurement  of 

•Cf.  Maiwell,  TrcaHte,  i2W>;  Lord  Kelvin,  B.  A.  Ripsrl,  18S5,  p.  907, 
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high  voltages  with  electrometers  constructed  for  low  voltage 
measurement.     Thus  we  have,  from  (i^),  (18)  and  (19), 

{.)  V-l{S,+  S,)IS,-]V,  I 

(2)  r_[(S,+  5,)/6',]F,  (20) 

(3)  v-ns,  +  s^i(s,-s,)]y,   I 

By  measuring  V^,  V  may  be  determined ;  so  that  by  properly 
choosing  or  adjusting  the  ratio  of  the  capacities  the  range  of  an 
electrometer  may  be  almost  indefinitely  extended. 
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CHAPTER  IV. 

GENERAL  ELECTROSTATIC  THEORY.     IDEAL    FIELDS 
CONTAINING  TWO  OR  MORE  DIELECTRICS. 

1.  Oeneralisation  of  Gaius'a  Th«orem.*  In  §  23,  Chapter  I., 
this  theorem  was  established  for  a  surface  enclosing  a  single 
homogeneous  isotropic  dielectric,  or  such  a  dielectric  and  con- 
ductors. We  shall  now  show  that  it  holds  for  a  closed  surface 
cutting  any  number  of  such  dielectrics,  or  such  dielectrics  and 
conductors.  To  do  this  it  is  necessary  to  show  only  that  the 
strength  of  a  tube  of  induction  is  not  altered  when  it  passes  from 
one  dielectric  into  another. 

For  this  purpose,  consider  the  electric  field  between  the  plates 
A  and  ^  of  a  closed  condenser  containing  two  dielectrics  1  and  2, 
I  beii^  in  contact  with  A  only,  and  2  in  contact  with  B  only. 
If  the  chai^  of  A  is  ^,  that  of  5  is  —  g,  and  there  is  no  chaise 
upon  the  interface  between  the  dielectrics  i  and  2,  (If  there  are 
charges  due  to  contact,  they  are  equal  and  opposite  at  any  point 
of  the  interface.)  Applying  Gauss's  theorem  to  the  region  i,  we 
find  the  total  strength  of  all  the  tubes  emanating  from  A  to  beg; 
and,  likewise,  in  the  region  2,  the  total  strength  of  all  the  tubes 
terminating  upon  ^  to  be  ^.  Thus  the  total  strength  of  all  the 
tubes  is  unchanged  in  passing  across  the  interface  from  ^  to  ^. 
And  since  this  result  is  absolutely  independent  of  the  size  or 
shape  of  the  dielectrics,  that  is  of  the  shapes  of  the  tubes,  it 
follows  that  the  strength  of  every  tube  remains  constant  in  cross- 
ing the  interface,  howsoever  the  field  is  divided  up  into  tubes. 

It  may  be  shown  that  the  theorem  is  also  valid  in  the  general 
case  when  the  dielectrics  are  neither  homogeneous  nor  isotropic, 

•See  Tii?  Physical  Reoiew,  Seplerober,  IQOJ,  p.  173. 
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but  the  demonstration  lies  outside  the  scope  of  this  work.     In  all 
that  follows  we  shall  assume  the  theorem  to  be  perfectly  general. 

3.  The  (Uncharged)  Inter&ce  Between  Two  Sieleotrici.  Lawe 
of  Refraction  of  Lines  of  Inteniity  and  Siaplacement  At  an  un- 
charged interface  S,  Fig.  54,  between  two  dielectrics  i  and  2 
with  permittivities  ir,  and  c^,  certain  conditions,  which  we  pro- 
ceed to  find,  must  be  satisfied  by  the  electric  intensity  and  dis- 
placement 

In  the  first  place,  the  line  integral  of  the  electric  intensity 
around  the  infinitesimal  circuit  adfca,  in  which  a</ and  ^  are  par- 


allel to  the  interface,  and  ac  and  .^normal  to  the  interface,  is 
zero,  since  the  field  is  static.  This  integral,  that  is,  the  e.m.f. 
around  the  circuit,  is 

£■,  sin  6^ad  -\-  E^  cos  B^dt  -\-  E^ cos 6^ef-\-E^ sin  Q^fc 

-f-  £,  cos  6,  ch  -f-  E■^  cos  5,  ^n  —  o 
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But  de=  —  ba,  and  ^=  —  cb,  hence  all  the  terms  but  the  first 
and  fourth  cancel,  leaving 

£^  sin  ^1  la/ +  ^  sin  5,/c  =  o 

or,  since  fc^*  —  ad, 

£■,  sin  5,  =  ^  sin  5,  (i) 

Thus  the  tangential  component  of  the  intensity  does  not 
change  on  crossing  the  interface. 

Moreover,  E^  lies  in  the  plane  containing  E^  and  the  nonnal  to 
the  interface,  N^N^ :  For  if  E^  were  not  in  this  plane,  it  would 
have  a  component  perpendicular  to  this  plane,  while  E^  has  no 
such  component.  Therefore  the  e.m.f.  around  a  circuit  in  a 
plane  perpendicular  to  the  interface  and  .lying  partly  in  medium 
1  and  partly  in  medium  2  would  difiler  from  zero,  which  is  im- 
possible in  the  static  field. 

Consider  finally  the  electric  fiux  outward  across  the  surface  of 
an  elementary  parallelepiped  acfd  with  center  at  o  in  the  inter- 
face ;  two  of  the  faces,  of  breadth  ad  and  height  k  (perpendicular 
to  the  paper)  being  parallel  to  S,  and  the  others,  of  breadth  ac 
and  height  k,  normal  to  .S.  This  ilux  must  be  zero,  by  Gauss's 
theorem.     Hence 

—  D^san  6^ab  k  ~  D^cos  e^a^i  k  +  D^  sin  B^df  k 

+  D,sin0^e//i  +  I)jCos0^c/fi  —  D^^n0^bch  =  o 

But  since  de  =  ef=  ab  =  be,  and  ad^  cf,  this  reduces  to 

/>j  cos  5,  -  D^  cos  ^1  —  o 
or 

/?,  cos  5,  =  -C,  cos  B^ 


(2) 
c^E^  cos  9^  =  Cj^  cos  5j  ] 

Thus  the  normal  component  of  the  displacement  does  not 
change  in  crossing  the  interface. 

From  (i)  and  (2)  we  have  by  division, 

tan  5,/  tan  ^,  =  {DJE,)j{D^jE^  =  c,/<r,  (3) 
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In  passing  from  one  dielectric  to  another  lines  of  displacement 
are  therefore  refracted  in  such  a  way  that 

I.  The  incident  and  refracted  lines  are  in  the  same  plane  per- 
pendicular to  the  interface  at  the  point  of  incidence  ;  and  that 

II,  The  ratio  of  the  tangent  of  the  angle  of  incidence  to  the 
tangent  of  the  angle  of  refraction  is  a  constant  for  the  given 
media,  and  equal  to  the  ratio  of  the  two  permittivities. 

Since  tan  0^  and  tan  ff^  become  infinite  together  when 

5,  —  ^,  —  90" 

no  phenomenon  similar  to  total  reflection  in  optics  occurs. 

If  0^  is  kept  constant,  and  c^/c^  diminished,  tan  d^  increases. 
In  the  limit  when  c,/r,  =  o,  tan  5,  =  infinity,  and  0^  =  90°.  In 
this  limiting  case  0^  is  of  course  meaningless,  since  when  cjt^  =  o, " 
there  is  no  electric  field  in  medium  2.  As  stated  in  §  14,  I.,  no 
substance  has  a  permittivity  less  than  c^i^  j,  but  for  the  sake  of 
certain  analogies  (VIII.  and  IX.)  the  imaginary  case  of  cJc^ 
=  o  is  here  considered. 

If  while  0j  is  kept  constant,  cJc^  is  increased,  5,  increases,  ap- 
proaching o  as  iTj  approaches  infinity.  In  this  limit  also  5,  is 
meaningless,  and  medium  2  contains  no  electric  field,  as  D 
would  there  be  infinite  if  £  were  greater  than  zero.  Since  in  a 
static  field  the  lines  of  intensity  always  meet  the  surface  of  a  con- 
ductor normally  ($^  =  o)  and  since  there  is  no  electric  field 
within  the  conductor,  a  conductor  behaves  in  a  static  field  like  a 
substance  of  infinite  permittivity.  Since  in  this  case  the  displace- 
ment is  discontinuous  at  the  surface,  the  conductor's  surface  is 
charged.  This  behavior,  however,  is  not  due  to  the  conductor's 
permittivity,  but  to  its  conductivity.  Of  the  permittivity  of  most 
conductors  little  is  known. 

An  experimental  method  of  verifying  (3)  is  described  in  §5, 
VII. 

3.  Fiotitioiu  or  Apparent  Electric  Chai^a.  The  discontinuity 
in  the  normal  component  of  the  electric  intensity  at  any  point  of 
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the  interface,  viz.,  £.^  cos  5,  —  E^cosff^^E^  and  E^  being  reckoned 
positive  when  directed /rimi  medium  2  to  medium  i),  is  exactly 
the  same  as  it  would  be  if  f,  were  equal  to  c^  and  there  were  a  dis- 
continuity in  the  normal  component  of  the  displacement  at  the 
point  equal  to  c,  {£^  cos  5,  —  ^  cos  6^.  This  would  leave  £^  and 
£,  everywhere  unaltered,  and  would  leave  D,  unaltered ;  but 
since  D^  would  now  equal  <:,£,  instead  of  r,^,  as  before,  it  would 
decrease  D^  and  therefore  ail  the  chains  in  medium  2,  in  the 
ratio  cjc^. 

Thus  the  electric  intensity  everywhere  in  the  field  containing 
two  dielectrics  in  contact  (the  interface  being  uncharged)  is  the 
same  as  it  would  be  if  medium  2  were  replaced  by  medium  i, 
if  the  (former)  interface  were  charged  to  a  surface  density 
tr'  =  c^{E^  cos  0,  —  £,  cos  0^),  and  if  all  the  charges  in  medium  2 
(or  at  the  interfaces,  if  any,  between  medium  2  and  conductors, 
which  could  be  replaced  by  medium  2  (§  28,  I.)  without  altering 
the  field)  were  reduced  in  the  ratio  e^Jcy  Imagining  these 
changes  made  in  any  case,  we  can  compute  the  intensity  at  any 
point  by  the  direct  application  of  the  law  of  inverse  squares. 
From  the  intensity  and  the  permittivity  at  any  point  the  displace- 
ment can  be  found,  and  from  the  charges  and  the  intensity  the 
mechanical  forces  upon  the  charged  bodies.  This  is  an  extension 
of  the  method  of  §  28,  I.,  which  treats  of  the  case  in  which 
Cj  =  infinity,  or  cjc^  =  o,  only.  The  mechanical  force  at  the 
interface  between  the  two  dielectrics  will  be  determined  in  §§  6 
and  9. 

The  quantity     a'  =  <^iiEi  cos  0^  —  E^  cos  0^  (4) 

is  called  the  apparent  or  fictitious  electric  surface  density  at  the 
point  with  respect  to  medium  i .  [In  the  irrational  systems  of 
units.  Chapter  XIV.,  a'  is  defined  by  the  equation 

4-jr<r'=.  <:,(£,  cos  5,  -  £,  cos  (9j)] 

By  simply  interchanging  the  subscripts  i  and  2  we  could  of 
course  refer  everything  to  the  dielectric  2.     In  all  that  follows, 
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however,  the  medium  designated  as  i  will  be  taken  as  the  stand- 
ard medium,  and  the  apparent  charges,  etc.,  will  be  computed 
with  respect  to  it. 

If  there  are  several  dielectrics  in  the  field,  it  can  be  shown  by 
the  method  used  above  that,  to  reduce  everything  to  medium  I 
for  the  sake  of  computing  the  electric  intensity  by  the  law  of 
inverse  squares,  a  surface  density  must  be  assumed  at  every  point 
of  each  interface  equal  to  c^  x  the  normal  discontinuity  of  E  at  the 
point,  and  the  charges  in  any  medium  of  permittivity  c  must  be 
reduced  in  the  ratio  cjc. 

In  the  same  way,  if  the  permittivity  varies  continuously,  in- 
stead of  suddenly  at  distinct  interfaces,  there  will  be  an  apparent 
volume  density  of  electrification  equal,  at  a  point  where  the  in- 
tensity is  E,  to 

/)'  ="  r,  div  £■  (5) 

(In  the  irrational  systems  of  units  47r/>'  =  c,  div  £.) 

If  both  volume  density  and  surface  density  of  apparent  elec- 
trification are  present,  we  have 

j'^f.T'dS-i-fp'dT  (6) 

the  first  integral  being  extended  over  ail  fictitiously  charged 
surfaces,  and  the  second  throughout  all  fictitiously  electrified 
volumes. 

Eleotrio  Polea.  The  fictitiously  charged  surfaces  or  volumes, 
that  is,  the  surfaces  or  volumes  where  the  electric  intensity  is 
discontinuous,  are  called  electric  fio/rs.  The  total  apparent  charge 
in  any  region  is  the  strength  of  the  pole  (or  portion  of  a  pole)  in 
that  region,  and  is  equal  to  f,  x  the  outward  flux  of  the  electric  in 
tensity  *  across  a  closed  surface  surrounding  the  pole,  by  (4)  and 
(5).  Another  expression  is  given  below.  The  pole  is  positive 
or  negative  according  as  the  apparent  charge  is  positive  or  nega- 
tive. 

*Tb«  flux  otaay  vector  across  a  surface  is  the  integral  over  the  surface  of  the  dot- 
mal  component  of  the  vector. 
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4.  Fiotitiooa  Chargea  (ooatinited).  Intenaity  of  Electrisation. 
Eleotrio  Saiceptibility.     (4)  may  be  written 

a'  =  c,{£,  cos  0^  -  E^  cos  5,}  =  (Z?,  -  r,£"J  cos  0^         (7) 

The  quantity  Z",  —  c^E^,  the  difference  between  the  actual  dis- 
placement in  medium  2  and  the  displacement  which  would  exist 
there  with  the  same  value  of  intensity  if  c^  were  equal  to  c^,  is 
called  the  intensity  of  electrisation  of  medium  2  with  respect  to 
medium  i,  and  is  denoted  byy.     Thus 

J-D,-,,E,  (8) 

Another  definition  oi  J  is  given  in  §  13. 

(In  the  irrational  systems  of  units.  Chapter  XIV.,/i3  defined 
by  the  relation  4ir/=  D^  —  c^E^.) 

When  none  of  the  electrisation  is  intrinsic  (§  l,  VI.),  (8)  may 
be  wri«.„         j^  ^_  _  ^^£_  _  ^^^_  _  ^_j^^j^_  j^^ 

J  is  evidently  a  vector  with  the  same  direction  as  that  of  D^  or 
the  opposite  direction,  according  as  D^  is  greater  or  less  than 
c^E^ ;  or,  when  (9)  is  valid,  according  as  c^  is  greater  or  less 
than  Cy 

(9)  may  be  written 

/-(f,-f,)£,-*^  {10) 

« 1=  (fj  —  c,)  is  called  the  electric  susceptibility  of  medium  2 
with  respect  to  medium  l.      [In  the  irrational  systems  of  units, 

(8)  and  (10)  may  be  transformed  into 

A-'A-7+'A-(',  +  «)-^  (11) 

In  terms  of  _/,  the  apparent  surface  density  is 

t'_/C0S«,  (12) 

and  the  apparent  charge  upon  a  surface  is 

f'-//co5»/S  (13) 
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The  volume  density  of  fictitious  electrification  is 

p'=(:,  div£=div(ZJ— y)=idivZ'— div/=~div/«=conv/  (14) 

since  div  D—o. 

The  total  apparent  charge  within  a  volume  t  is 

/  =  f  p'dr  =  f  conv  /  dr  (15) 

The  total  apparent  charge  in  a  pole  distributed  over  a  surface 
6^  and  through  a  volume  t  is 

?*  =  //  cos  e^S  -J-  f  conv/rfr  (16) 

The  total  apparent  charge  within  the  volume  r  and  upon  the 
surface  5  of  a  dielectric  2  completely  surrounded  by  a  homoge- 
neous dielectric  i  is  zero.  This  may  be  proved  by  integrating  the 
first  term  of  (16)  over  the  whole  interface  and  the  second  term 
throughout  the  whole  volume  of  the  dielectric  2,  The  equation 
may  be  written 

?'  =  /Z),  cos  0^S  -r,  f£,  cos  0^  dS  -/div  D^r  +  c,  /div  £^t 

The  first  and  third  terms  are  evidently  zero,  and  it  will  be  shown 
that  the  second  and  fourth  terms  cancel.  For  div  £^  dr  is  the  ex- 
cess of  the  flux  of  intensity  leaving  the  volume  dr  over  that  enter- 
ing the  volume  dr.  Hence  f  (3av  E^dr  throughout  the  volume  t 
is  equal  to  the  total  excess  of  the  flux  of  intensity  leaving  the 
whole  volume  over  that  entering  the  same  volume  ;  and  this  is 
equal  and  opposite  to  —  c^  \E^  cos  6^S,  which  is  the  excess  of 
the  intensity  flux  entering  over  that  leaving  the  whole  volume. 
Thus  the  proposition  is  established. 
A  dielectric  in  which 

p'  =M  conv  /  =  c,  div  £■  =■  o 

is  said  to  possess  solenoidal  electrisation  for  the  reason  that  in 
this  case  all  the  tubes,  or  solenoids,  of  intensity  (£)  or  electrisa- 
tion {J)  run  through  the  dielectric  from  one  pole  face  to  the 
other  without  discontinuity  at  fictitious  charges  between. 
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A  medium  in  which  /  or  D,  together  with  c,  ts  constant  is  said 
to  bt  uti^orwiy  electrised. 

h.  Ctoneral  ExprAfliion  for  the  Potantial  at  a  Point  {jEcosBdL 
from  the  point  to  infinily).  When  fictitious  charges  are  present, 
we  must,  to  find  the  potential  at  a  point,  suppose  alt  the  true 
charges  reduced  in  the  ratio  r,/ir,  and  add  to  the  expression  for 
the  potential  due  to  the  true  chaises  alone,  (i6),  11,,  a  term 
Cdq"  j /^trc^L.     Thus,  in  the  most  general  case, 

V=.l!A-^c,-{JcJc-dq!L+Jdq'lL)^llAr-^J{dq!cL+dg'ic,L){l7) 

where  c  is  the  permittivity  at  the  seat  of  the  true  chaise  dq.  Or, 
if  we  call  cjc-dq  also  an  apparent  charge,  we  have,  instead  of 
(17), 

V~l/4wCjfdq'iL  (l8) 

S.  The  Integral  Force  TTpon  aa  Eleotrio  Pole.  The  electric  in- 
tensity £'  at  a  point  P  "  due  to  "  an  electric  pole  of  strength  q' 
is 

E'=.fdq'/4irc,L'  (19) 

where  L  is  the  distance  from  the  seat  of  dg'  to  P,  and  the  inte- 
gration b  a  vector  integration,  the  direction  as  well  as  the  mag- 
nitude of  Z.  being  different  for  each  difierent  element  dq". 

The  force  upon  a  small  body  at  P  with  a  concentrated  irne 
charge  q  is 

<£'q^  \q  J4irc^£?-dq'  ^^  \Edcf 

where  E  is  the  intensity  at  the  seat  of  d^  due  to  the  chat^e  q. 
Thus  the  total  force  F  upon  an  electric  pole  is 

F=  jEdq'  (20) 

where  E  is  the  intensity  at  the  seat  of  dq'  due  to  the  other  poles 
and  true  charges,  the  integration  being  a  vector  integration. 
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The  traction  per  unit  area  at  any  element  of  an  interface  is  com- 
puted in  5  9. 

The  force  between  two  concentrated  poles  with  apparent 
charges  q'  and  y"  distant  L  apart  in  a  dielectric  of  permittivity  c 

would  be  c-         -/ J//  n  /       \ 

7.  The  Inflnlte  Parallel  Pl&te  Condenser  with  Two  or  More  Di- 
electrics  in  the  Form  of  Infinite  Plane  Slabs.  The  simplest  pos- 
sible field  involving  two  dielectrics  is  that  of  an  infinite  parallel 
plate  condenser  with  two  dielectrics  i  and  2  of  permittivities  ^, 


and  Cj  in  the  form  of  infinite  plane  slabs  of  thicknesses  d^  and  1/,  - 
parallel  to  the  condenser  plates  distant  rf=  o^j  +  </j  apart  (Fig. 

55). 

Here  the  tubes  of  induction  evidently  run  straight  across  with- 
out change  of  strength  from  one  condenser  plate  to  the  other, 
meeting  both  conductors  normally.  If  D^^  D^  =  Z>  denotes  the 
displacement,  the  intensities  in  media  I  and  2  are 

£,  =  DJc,  -  Djc,  and  £,  ==  DJc^  -  Djc^ 
respectively.     Hence  the  voltage  of  the  condenser  is 

V^  =  E,d,  +  E^,  =  B/e,  ■  {d  -  [(r,  -  o,)/c^  d^} 

The  capacity  of  a  right  prism  of  the  dielectrics  of  thickness  d 
and  cross-section  A  is 

S-ADI[^„=Acl{d-  H^,-c,)/cJ<i,}  (22) 

and  the  energy  contained  in  the  prism  is 

W~  iADV^-iAIflc.-id-  [(<■,- f,)/tjrf,) 

- iAc,  V,;j{d-[{c,  -  f,)/fj<(,}  ^'' 
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Thus  the  substitution  of  dielectric  2  for  a  portion  of  dielectric 
I  (cf.  §  51,  Chapter  I.)  decreases  the  energy  if  the  charges  are 
kqjt  the  same,  and  increases  the  energy  if  the  voltage  is  kept 
the  same,  provided  c,  is  greater  than  c^  If  c,  is  less  than  c^,  the 
opposite  is  true. 

If  the  second  dielectric  does  not  touch  either  condenser  plate, 
the  force  upon  either  plate  due  to  the  discontinuity  of  the  dis- 
placement, viz.,  ^E^D  per  unit  area,  is  not  altered  by  its  intro- 
duction when  D  is  kept  the  same;  but  if  I^,  is  kept  the  same, 
the  force  upon  the  area  A  becomes 

F-  iA,,  V„'l{d  -  He,  -  O/^J  </.)■  (24) 

which  is  greater  or  less  than  when  the  whole  dielectric  had  the 
permittivity  c^  according  as  £-,  is  greater  or  less  than  Cy 

If  the  dielectric  2  is  in  contact  with  plate  2,  and  the  displace- 
ment D  as  before,  the  force  per  unit  area  upon  plate  I  is,  as  before, 

but  the  force  per  unit  area  upon  plate  2,  due  to  the  discontinuity 
of  the  displacement  at  its  surface,  is 

which  is  less  than  f^  if  c,  is  greater  than  Cy  But  the  tension 
along  the  lines  of  intensity  in  medium  i  is  \E^D,  and  in  medium 
2,  \Efi.  Hence  there  is  a  mechanical  force  upon  dielectric  2 
acting  toward  plate  i  of  magnitude,  per  unit  area, 

/,  -  \E^D  —  \Ej:}  =  liy{c^  -  ^,)/'^i'^t  (25) 

and  this  force  is  transmitted  mechanically  by  the  dielectric  to 
plate  2,  making  the  total  force  per  unit  area  upon  the  plate 
equal  to 

/■+/■-  i^l',  +  i-Ch-  '.)lv,  -  i^l',  -/. 

The  apparent  surface  density  at  the  interface  is  uniform  and 
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The  electrisation  is  solenoidal. 

When  the  number  of  dielectrics  is  greater  than  two,  the  inten- 
sity, fictitious  charges,  etc.,  can  easily  be  determined  by  the  same 
method. 

6.  Tlte  Spbericolly  and  Cylmdrieall;  Radial  Fieldi.  The  field 
surrounding  a  point  charge  at  the  center  of  any  number  of  con- 
centric spherical  shells  of  different  permittivities,  or  the  field  of  a 
spherical  condenser  with  any  number  of  dielectrics  in  the  form 
of  concentric  spherical  shells,  together  with  the  fictitious  chaises, 
etc.,  as  well  as  the  cylindrical!/  radial  field  in  coaxial  cylindrical 
shells  of  dielectric,  can  be  easily  found  by  the  method  of  the 
foregoing  article,  t,  e.,  by  the  direct  application  of  Gauss's 
theorem. 

As  an  example,  suppose  we  have  a  spherical  field  in  three 
dielectrics,  the  charge,  y,  being  in  medium  3,  and  medium  I  sur- 
rounding media  2  and  3  and  extending  to  infinity.  Fig.  $6.    The 


displacement  at  any  point  distant  H  from  C  is  gj^irc/?,  and 
the  intensity  is  equal  to  the  displacement  divided  by  the  permit- 
tivity at  the  point. 

We  shall  also  find  the  intensity  by  means  of  the  fictitious 
charges.     It  can  be  computed  by  considering  a  charge 

to  exist  at  C  instead  of  ^ ;  a  uniformly  distributed  chai^ 
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at  the  interface  23  ;  and  a  uniformly  distributed  chaise 

<  -  ?',[h  -  ',)/','J  -  ?[('.  -  'OAJ 

at  the  interface  21  ;  all  in  a  dielectric  of  permittivity  Cy  Each 
chaise  "  produces  "  outside  the  surface  on  which  it  is  distributed 
the  same  effect  as  if  it  were  concentrated  at  the  center  C,  and 
within  the  surface  no  effect  at  all.  Thus  the  intensity  at  a  point 
distant  R  from  C,  when  R  is  greater  than  R^,  is 

^=  (?/  +  ?»'  +  ?a')/4Tfi^  =  ?/4'n-<-,^  (27) 

while  the  intensity  at  a  point  in  medium  2  distant  from  the  cen- 
ter c  by  R,  less  than  Ji^  and  greater  than  Ji^,  is 

£  -  (?/  +  ?a')/4T<r,^  =  gJA-^c^  (28) 

9.  The  Keohsnical  Force  at  the  Unoha^ed  Interfaxie  Betveen 

two  Dieleotrici.     In  the  particular  case  considered  in  §  7,  where 

the  lines  of  induction  were  normal  to  the  interface,  there  was 


found  to  be  a  force  at  the  interface  nonnal  to  it  and  equal,  per 
unit  area,  to  \c^E^  —  \c^*  measured  in  the  direction  21,  In  this 
article  we  shall  find  the  force  per  unit  area  at  any  point  P  of  the 
interface  in  the  general  case  when  the  lines  of  induction  make 
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any  angles  (Figs.  54  and  57),  connected  by  the  relations  (i)  and 
(2)  with  the  normal  at  P  to  the  interface. 

In  Fig.  57  let  the  plane  JrK{the  plane  of  the  paper)  coincide 
with  the  plane  containing  £,  and  £,  at  the  given  point  of  the 
interface,  the  axis  Z  being  perpendicular  to  XY  through  P  and 
the  plane  of  the  interface  coinciding  with  the  plane  XZ.  Let 
dS  —  dxds  be  a  rectangular  element  of  area  of  the  interface  at 
the  point,  with  its  sides  parallel  to  ^  and  ^  respectfully.  We 
shall  find  the  components  //X  and  <^Kof  the  force  upon  tf^"  in  the 
directions  X  and  Y,  parallel  and  perpendicular,  respectively,  to 
the  interface.  It  is  evident,  from  symmetry,  that  the  component 
in  the  direction  Z  is  zero. 

The  force  upon  dS  is  clearly  equal  to  the  force  upon  the  sur- 
face abed  formed  by  drawing  rectangles  a,  b,  c,  d,  all  of  breadth 
ds,  through  the  ends  of  dS,  with  their  planes  parallel  and  per- 
pendicular to  E^  and  E^.     The  areas  of  these  rectangles  are 

a  =  dScQs0^,  b  =  dSsin6,.  c=dScosB^,  d'=dSsme, 

Let  7",  and  /,  =.  7",  =  l^i^*  denote  the  tension  and  pressure 
parallel  and  perpendicular,  respectively,  to  the  intensity  in  me^ 
dium  1,  and  T^  and  p^=  T^^  i^A'  ^^  corresponding  quan- 
tities in  medium  2. 

The  force  upon  the  face  a  isT^a^  T^dS  cos  0^,  with  the 
components 

dX^  =  TjdS  cos  ^1  ■  sin  5,     and     dY^  =  T^dS  cos  tf,  ■  cos  0^ 

in  the  positive  directions  of  X  and  Y.  The  force  upon  the  face 
^  is  /,  ■  *  =  p^dS  sin  6„  with  the  components 

dX^  =  p^dS  sin  0^  ■  cos  0^  and  dY^  —  —  p,dS  sin  0^  ■  sin  0^ 

in  the  positive  directions  of  A"  and  Y.  In  like  manner,  the  com- 
ponents of  the  force  upon  the  faces  c  and  d  are 

dX^  =.  -  T^S  cos  0,  ■  sin  0^,     dY^  =  -  T^S  cos  0^  ■  cos )?, 

and    dX^  =  —  p^S  sin  0^  ■  cos  0^,      dY^  =  p^S  sin  0^  ■  sin  0^ 
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Hence  we  have,  for  theXand  ^components  of  the  total  force 
upon  dS, 

dX=  dX^  +  dX^  +  dX^  +  dX^  =  [Jf,£,*{2  sin  *,  cos  6,) 

-  ^c^\2  sin  0,  cos  e^'idS 
and 
dY=  dV^  +  dV^  +  dV^  +  dV^  =  [Jc,£,'(cos»  e^  -  sin'  tf,) 

-  i^j^'  (cos»  5,  -  sin'  ^,)]  rf5 

The  X  and  F  components  of  the  force  per  unit  area  upon  the 
interface  at  P  are  therefore 

dX/dS  =  \CiE^2  sin  *,  cos  e^  -  \c^  2  sin  tf ,  cos  0^ 

—  J<^,£,*  sin  26^  —  Jtj^'  sin  2^, 


(29) 
(30) 


and 

</y/rf5  =  Jfi£;*(cos* «,  -  sin'  ^i)  -  ^^*(cos*  ^,  -  sin'  0^ 

=  Jr,£,'  cos  2^,  —  J^^'  cos  2^, 

On  multiplying  together  equations  (i)  and  (2),  we  find 

f,£,'  sin  20^  —  Cj£,*  sin  2^,  (3 1) 

Hence 

dXjdSt^dZjdS^o  (32) 

and  the  total  force  at  the  interface  is  normal  to  the  surface  and 
equal  to  dYjdS. 

By  making  use  of  (31),  (30)  may  also  be  written 

dy/dS=  ^c^*  sin  2{e^  -  tf,)/sin  2C,  (33J 

When  c^  is  greater  than  c,,  5,  —  0^  is  positive  by  (3),  and  dYjdS 
is  positive,  that  is,  directed  toward  medium  i. 
When  tf,—  fl,  -.  0°,  (30)  and  (33)  reduce  to  (25). 

10.  The  Proceu  of  Changing  the  Dielectric  Within  the  Flatei  of 
an  Ordinary  Parallel  Plate  Condenaer  is  of  much  interest.  If  the 
plates  have  charges  g  and  —  q,  q  unit  tubes  \W1I  pass  from  one 
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to  the  other.  When  the  permittivity  of  the  medium  inside  the 
plates  is  the  same  as  that  of  the  medium  outside,  c^,  the  tubes 
will  have  some  such  distribution  as  that  indicated  in  Fig,  47. 

If  a  slab  of  a  dielectric  of  greater  permittivity,  r,,  is  introduced 
between  the  plates,  the  tubes  will  crowd  into  this  dielectric  until 
(3)  is  satisfied,  leaving  fewer  tubes  in  the  region  outside  than 
before.  That  this  takes  place  follows  from  the  consideration  that 
if  the  induction  between  the  plates  were  not  to  increase,  the 
lateral  pressure  in  that  region,  which  is  proportional  to  /J'/c, 
would  be  insufHcient  to  maintain  equilibrium,  r,  being  greater 
than  c^,  and  equilibrium  having  existed  when  c^  was  equal  to 
Cj,  or  when  the  dielectrics  outside  and  inside  were  the  same. 
Since  the  dielectric  outside  is  unaltered,  we  can  compare  the 
voltages  of  the  condenser  in  the  two  cases  conveniently,  if  we 
measure  them  along  the  same  path  outside  before  and  after  the 
introduction  of  the  slab.  Since  the  field  in  the  external  region 
is  weaker  after  the  introduction  than  before,  the  voltage  is  seen 
to  be  less.  If  c^  is  greater  than  c^,  the  efilects  are  of  course 
opposite. 

To  look  at  the  matter  in  another  way,  the  tubes  connecting 
the  outside  surfaces  and  those  connecting  the  inside  surfaces  may 
be  regarded  as  the  tubes  of  two  condensers  connected  in  parallel. 
If  the  capacity  of  either  is  increased  by  increasing  the  permittivity 
of  its  dielectric,  the  tubes  will  crowd  into  that  one,  and  the  com- 
mon voltage  of  both  will  be  reduced.  If  the  distribution  of  the 
tubes  remained  unaltered,  the  voltage  between  the  two  plates 
would  be  greater  along  a  line  not  passing  through  the  slab  than 
along  a  line  passing  through  the  slab. 

During  the  lateral  introduction  of  the  slab  into  the  region 
between  the  condenser  plates,  the  tubes  crowding  into  it  exert  a 
pull  upon  it,  by  §  9,  which  continues  until  it  is  symmetrically 
situated  with  respect  to  the  plates,  when  the  pulls  urging  it  in 
all  directions  balance.  If  during  the  change  the  charges  are  kept 
constant,  the  energy  decreases,  since  the  voltage  decreases ;  if 
the  voltage  is  kept  constant  the  charges  increase  and  the  enei^y 
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increases.  By  computing  the  space  rate  of  this  increase  or 
decrease  of  the  energy,  the  force  acting  upon  the  slab  may  be 
found  by  the  method  of  §  55,  Chapter  I.  This  computation  is 
made  in  §  4,  Chapter  VII.  The  force  could  not,  in  general,  be 
determined  without  very  great  difficulty  by  the  method  of  §  9. 

11.  Field  SuToonduig  a  Concentrated  Chaise  Situated  in  One 
of  Two  Infinite  Sieleotrioi  Separated  by  a  Plane  Inter&oe.  Let 
the  charge  q  be  concentrated  at  the  point  A,  Fig.  58,  in  the  me- 


dium of  permittivity  c^  distant  d  from  the  interface  separating  the 
medium  of  permittivity  r,  from  that  of  permittivity  £■,. 

By  §  48,  I.,  there  is  only  one  field  which  can  satisfy  the  given 
conditions.'  >  The  given  equipotential  in  this  case  is  the  infinite 
sphere  at  zero  potential  with  A  as  center.  To  find  tiie  field  by 
means  of  the  law  of  inverse  squares,  we  must  reduce  the  problem 
to  one  with  a  single  dielectnc,  until  the  displacement,  or  else  the 
intensity,  everywhere  is  found.  Then  the  unknown  one  of  the 
two  can  be  found  in  each  dielectric  from  the  relation  D  —  cK 
We  shall  combine  the  method  of  images  with  the  method  of  §  3. 

Guided  by  the  result  of  §  15,  II,,  which  solves  the  problem 
when  c^  =  infinity,  and  by  what  we  have  learned  of  the  refraction 
of  lines  of  displacement,  the  simplest  rational  assumption  we  can 
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make  is  that  to  the  left  of  CD  the  displacement  is  such  as  would 
accompany  a  charge  qiX.  A  and  a  charge  q^  at  B,  both  in  a  di- 
electric of  permittivity  c^ ;  and  that  the  displacement  to  the  right 
of  CD  is  such  a;  would  emanate  radially  in  the  medium  i  from 
a  chaise  q^  at  A.  If  q^  and  q^  can  be  given  such  values  as  to 
satisfy  (i)  and  (2),  at  every  point  of  CD,  the  assumption  will  be 
justified  and  the  problem  solved. 

Choosing  OB  and  OC  as  positive  directions,  we  find,  for  the 
normal  displacement  at  P  on  the  left  side  of  CD, 

qdl^iTX^  —  q^dj^irj^  ~  (?  —  ^iVM^J^ 
and  for  that  on  the  right  side 

q^lA-"^^ 
(2)  Will  be  satisfied  if  these  are  equal.     Hence,  if  the  prob- 
lem can  be  solved  by  this-  method, 

The  intensity  parallel  to  CD  is,  on  the  left, 

and  on  the  right, 

qfiPl^irc^* 

Hence,  to  satisfy  (i),  we  must  have 

(?+?,)/',=?,/',  (») 

Equations  {a)  and  {b)  are  both  satisfied  by  the  values 

?,=  2qcJ{c^  +  c^)  I 

so  that  the  above  assumptions  are  justified  and  the  problem 
solved. 

When  c,  /r,  =  |,  y,  =  —  ^  /4  and  ?,  — ■  5?  /4.  When  r,  /r, «  ^, 
q^^qj^and  9^=  iq li.  The  plane  diagrams  of  the  field  for 
these  two  cases  are  easily  constructed  from  Figs,  23  and  24,  or 
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from  the  above  charges  directly,  by  Maxwell's  method,  §  14.  II. 
The  diagrams  of  the  tubes  of  displacement  for  these  two  cases  are 
given  in  the  upper  and  lower  halves,  respectively,  of  Fig.  59. 
The  dotted  lines  on  the  right  of  the  vertical  line  and  the  full 


-Jl 

i 

w 

^ 

1 

%. 

lines  on  the  left  are  the  lines  of  displacement  of  Figs.  23  and  24. 
The  force  upon  the  charged  body  at  A,  or  the  force  between 
the  chained  body  at  A  and  the  dielectric  2,  is 

■^=??i/4«,(2<^)'=-/(^,-^,)/i6ire/V,(r,  +  r,)   '  (35) 

If  c,  is  greater  than  <*„  the  force  is  one  of  attraction,  the  tubes 
being  concentrated  on  the  side  of  ^  toward  medium  2  ;  but  if  r, 
is  less  than  c^,  the  force  is  one  of  repulsion,  the  tubes  being  now 
concentrated  on  the  opposite  side.  When  <*,  =  infinity  (35)  re- 
duces to  (41),  11.  In  the  first  case  the  apparent  charge  upon 
the  interface  is  negative,  in  the  second  positive,  and  in  the  last  the 
charge  is  real  and  negative,  q  being  supposed  positive. 
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The  total  force  upon  the  interface  can  be  obtained  also  by  the 
method  of  §  6, 

Thus  the  apparent  surface  density  at  P  is 

c'--,dlc,-c,)l2-:Kf,  +  c,y  (36) 

The  apparent  charge  dg'  upon  a  zone  in  the  interface  of  radius 

O/'and  width  ^-(0/^  is 

dg'  =a'2'}r0Pd{0P)  =  a'2irxdx~  —  qd{c^~c^X  {{c^+c^* 

The  normal  intensity  at  the  zone  due  to  the  chaise  g  is 

gd  j^iTc^ji^ 

Hence  the  total  force  between  the  interface  and  the  charged 
body  at  .^  is 

F~  -  g'd\c^  -  c,)!a-^c,{c^  +  f  aj  dxlx^ 

^~g\c,-c,)/l&7rc,dX^,+  c^) 
as  in  (35). 

The  total  apparent  charge  upon  the  interface  is 

/  _   I    {r'2frxdx=  —  qd{c^  —  c^l(c^  +  ^,)  j    dxj:^ 

12.  Dielootilo  Sphere  ia  a  TJnifoTm  Field  of  Different  Permit- 
tivity. Let  a  sphere  of  permittivity  <-,  be  introduced  into  an 
infinite  medium  of  permittivity  Cj  supporting  (before  the  introduc- 
tion of  the  sphere)  a  uniform  electric  displacement  D. 

If  f J  =  c^,  the  tubes  will  remain  everywhere  unaltered. 

If  c^  is  greater  than  <■,,  the  tubes  will  bend,  crowding  into  the 
sphere,  thus  making  D^  greater  than  D,  until  the  condition  ex- 
pressed in  (3)  is  satisfied.  (If  D^  were  to  remain  equal  to  D,  the 
lateral  pressure  \D*jc^  across  the  tubes  within  the  sphere  would 
be  less  than  ^E^jc^,  the  lateral  pressure  without,  and  equilibrium 
could  not  exist.     Also,  the  voltage  between  two  equipotentials 
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would  be  greater  along  a  line  not  traversing  the  sptiere  than 
along  a  line  passing  through  the  sphere.) 

If  <fj  is  less  than  c„  D^  is  less  than  D,  tubes  crowding  out  of 
the  sphere  until  (3)  is  satisfied. 

We  proceed  to  the  exact  determination  of  the  electric  field 
within  and  without  the  sphere.  In  accordance  with  §  48,  I., 
there  is  but  a  single  field  satisfying  the  conditions  of  the  problem. 

With  respect  to  the  field  within  the  sphere,  we  shall  make  the 
simplest  possible  rational  assumption,  viz.,  that  the  displacement 
D^  is  uniform  and  in  the  same  direction  as  the  original  external 
displacement  D.     We  shall  further  as.sume  that  the  effect  of  the 


sphere  on  the  (originally)  uniform  field  is  the  same,  in  the  region 
outside  it,  as  that  of  a  doublet  of  moment  M  placed  in  the 
original  dielectnc  at  the  point  occupied  by  the  center  of  the 
sphere  with  its  axis  parallel  to  D.  The  probable  correctness  of 
this  assumption  follows  from  the  fact  that  conductors  and  dielec- 
trics produce  on  static  fields  into  which  they  are  introduced 
effects  differing  only  in  degree  ;  and  the  fact  that  the  effect  of  a 
conducting  sphere  on  a  uniform  field  can  be  represented,  in  the 
region  outside  the  sphere,  by  a  doublet  at  its  center. 

An  attempt  at  a  solution  based  on  these  assumptions  will 
obviously  satisfy  all  the  electrical  conditions  except  (i)  and  (2), 
If  in  addition  />,  and  J/ can  be  so  chosen  as  to  satisfy  these  con- 
ditions also,  the  problem  will  be  solved. 
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To  see  whether  the  assumptions  made  above  will  satisfy  (i) 
and  (2),  the  radial  components  of  the  resultant  internal  and  ex- 
ternal displacements  and  the  tangential  components  of  the  re- 
sultant internal  and  external  intensities  at  the  surface  of  the 
sphere  must  be  determined.  The  radial  and  tangential  displace- 
ments at  any  point,  outside  the  sphere,  whose  coordinates  are  R 
and  0,  in  the  notation  of  §§  25  and  26,  II.,  will  first  be  found. 

For  the  radial  component  due  to  the  doublet  (94),  II.,  gives 
2M  cos  0/4'n-J?,  to  which  must  be  added  the  component  D  cos  8 
due  to  the  uniform  field.  For  the  tangential  component  due  to 
the  doublet  (95),  II.,  gives  M  sin  Sj^trF?,  to  which  —  D  sin  6, 
due  to  the  uniform  field,  must  be  added.  For  the  total  radial 
displacement  outside  the  sphere  we  have,  therefore, 

Z», «  2McQs  eiA-rrR^  -\-  D  cos  B  {38)   -y 

and  for  the  total  tangential  displacement, 

D,  =  Main  B/^ttJ?  —  B  sin  ff  {39)  \J 


Fie.  61. 


At  any  point  inside  the  sphere,  with  coordinates  H  and  0,  the 
radial  and  tangential  components  of  the  displacement  are  D^  cos  8 
and  —  D.^  sin  0,  respectively,  independently  of  the  value  of  R 
{less  than  the  radius  of  the  sphere). 
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Let  the  radius  of  the  sphere  be  denoted  by  a.  Then,  to  satisfy 
(l)  and  (2),  we  must  have,  when  R  =  a, 

2M  cos  0!^-B-e^  +  £>  cosS  =  I>^  cos  9,    or    M!2ircr'  +  D  ==  I>, 

and  M  sin  djc^^v^  —  Djc^  •  sin  fl  =-  —  ^^  sin  Bjc^ 

or  Mlc^j^-rra'  —  Djc^  —  —  DJc^ 

The  solution  of  these  equations  gives 

J/"-  4irfl^<r,  -  <rj)i)/(f,  +  2c^)  =  4Ta*(f,  —  e,)DJic^      (40) 

and  />,  =  yfilic^  +  2f,)  . 

(41)^ 
whence  ^  —  3'^i^/{<^s  +  ^^^i) 

The  assumptions  made  above  are  therefore  justified,  and  the 
problem  is  solved.  The  uniform  field  within  the  sphere  is  given 
by  (4»),  and  the  external  field  by  (38)  and  (39)  on  substituting 
for  .^its  value  from  (40).     This  substitution  gives 

D^  =  [2^^,  -  c,),'.^(c,  +  2f,)  +  i]Z?  cos  6  (42) 

which  becomes,  when  R^  a, 

■^™=  3^^  cos  5/(^,4-2^,)  (43) 

also  D, «  [^(r,  -  ^^//^(c,  +  2r.)  -  i]Z?  sin  6  (44) 

which  becomes,  when  R  =  a, 

-^«  "  -  S'^,-^  sin  0/(c^  +  2^,)  (45) 

When  fj  is  greater  than  c,,  /?,  is  greater  than  D,  E^  is  less  than 
E,  and  .^  is  positive.  That  is,  the  doublet  is  turned  with  its 
positive  end  in  the  direction  of  the  field.  When  r,  is  less  than  c^, 
/>,  is  less  than  D,  E^  is  greater  than  E,  and  jWis  negative,  or  the 
doublet  is  turned  so  as  to  oppose  the  field.  When  e^  =  infinity, 
(41)  reduces  to  2?,  =  3/?,  and  £^  =  0;  and  {38),  (39),  and  (40) 
to  the  equations  of  %%  25-27,  11. 

The  plane  diagrams  of  the  tubes  of  displacement,  drawn  by  the 
method  of  §  14, 11.,  for  Cj/c,  =  o,  3,  and  infinity,  respectively,  are 
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given  in  Figs,  60  (the  lines  inside  the  circle.  Fig,  32,  formed  by 
superposing  the  uniform  field  on  the  field  of  the  doublet,  being 
here  annulled),  61,  and  62  {from  Webser's  Theory  of  Electricity 
and  Magnetism,  g  194). 

The  infinite  plane  passing  through  the  equator  of  the  sphere 
is  an  equipotential  surface  (at  zero  potential).  Hence  if  this  sur- 
face is  made  conducting  we  shall  have  on  each  side  half  the  field 
just  considered  terminated  by  this  conducting  sheet.  Thus  we 
have  solved  the  problem  of  finding  the  field  terminated  t^  an 


infinite  plane  conducting  surface  with  a  hemispherical  boss  upon 
it  oi  permittivity  c^  differing  from  that  of  the  dielectric  occupying 
the  rest  of  the  field  (r,). 

The  electric  surface  density  at  any  point  of  this  plane  distant 
R  from  the  center  of  the  hemisphere  is 

<r  =  ±  ZJ,  =  ±  Zcpiic^  +  2r,)  (46) 

when  R  is  less  than  a,  and 

<r  =  ±  D,{p  =  90")  =  ±  [a'(f,  -  c>,ll^{c^  +  2c^  -  i]/?  (47) 

when  R  is  greater  than  a. 

The  intensity  of  electrisation  of  the  sphere  is  uniform  and  equal 

to        y-A[h-'-i)/'j-3-o(^,-o/(<-,  +  2'.)      (48) 
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,   (40)  may  now  be  written,  in  terms  oij, 

SO  that  the  intensity  of  electrisation  of  the  sphere  might  be  defined 
as  its  electric  moment  per  unit  volume,  the  electric  moment  denot- 
ing the  moment  of  the  doublet  producing  the  same  effect  on  the 
external  field  as  that  of  the  sphere. 

The  difference  between  the  actual  intensity  E^  in  the  sphere 
and  the  original  intensity  E  of  the  uniform  field  is  called  the  self- 
deelectrising  force  or  intensity  in  the  sphere  due  to  its  poles  or 
apparent  charges,  and  will  be  denoted  by  E' .    Thus 

The  apparent  electric  surface  density  at  a  point  whose  coordi- 
nates are  a  and  0  is 

ff'  -  D^[(c,  -  (r,)/<:J  cos  0~Joos0 

=  3  [(^,  -'^i)K^%  +  ^-^i)]-^  cos  0  ^^ '^ 

The  total  apparent  chai^  upon  one  half  of  the  sphere  between 
a  pole  and  the  equator  is 

y'  =  ±  Trfl'/^  ±  7ra*[(<:,  -  rJ/rJiJ,  (52) 

18.  Infinite  Dieleotrio  or  Conducting  Cylinder  in  a  ITniform 
Field.  Making  use  of  §  20,  II.,  we  can  obtain,  by  the  method  of 
the  preceding  article,  the  electric  field  in  and  about  an  infinite 
circular  cylindrical  dielectric  of  permittivity  c^  immersed  in  the 
uniform  field  of  an  infinite  medium  whose  permittivity  is  c,.  For, 
as  will  be  seen,  it  is  possible  to  satisfy  all  the  conditions  by 
assuming  the  displacement  external  to  the  cylinder  to  be  the 
resultant  of  the  original  uniform  displacement  and  the  displace- 
ment of  a  line  doublet  of  moment  M,  suitably  chosen,  at  its  axis, 
all  in  the  original  dielectric,  and  the  internal  displacement  to  be 
uniform  and  parallel  to  the  original  displacement.  If  the  radius 
of  the  cylinder  is  a,  and  if  D  and  />,  denote  the  original  uniform 
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displacement  and  the  actual  displacement  within  the  cylinder, 
respectively,  the  conditions  (i)  and  (2)  to  be  satisfied  at  the 
interface  are  obviously 

Dcosd+  Mcos  6J2irc^  -=  />,  cos  0 
and 

—  n  sin  0/c^  +  Jf  sin  e/<r,27ra*  =  —  iJ,  sin  0/c, 

from  which  we  obtain 

iy,~2c^!{c,+  .,)  (53) 

and    M='m^[{c^~  c^)/c,-]D^=  2ir^[{c,~c^)/{c^  +  cJ]J3    (54) 

Hence  outside  the  cylinder,  at  a  distance  R  from  its  axis,  the 
radial  component  of  the  total  displacement  is 

/),  =  iWcos  fl/27r7P  +  Dcosff 

=  [<^/%(^,-^i)/(^,+  ^O  +  0^  ^os0  (55) 

and  the  tangential  component  is 

D,=  {^fli'{^,~r,)/(c,  +  c,)-i]Dsin0  (56) 

while  within  the  cylinder  the  displacement  is  uniform  and  given 

by  (53). 

The  apparent  electric  surface  density  is 

■''-[(t,~c,)lc^D,cosS-Jcos0  (57) 

The  total  positive  or  negative  apparent  chaise  on  half  of  unit 
length  of  the  cylinder  is 

y,  =y  X  2a  X  1  =  2a  J  (58) 

The  self-deelectrising  force  of  the  apparent  charges  is 

E'  =-  DJc^  -  Djc^  =.  —  ((•,--  r,)/2t,<r,-Z>, 

(59) 

14.  BielMtrio  Spherieal  Shell  in  a  TTnifiirm  Plell  Electrio 
Screen.  If  instead  of  the  solid  sphere  of  §  12,  we  have  a  spherical 
shell  of  permittivity  c^,  with  inner  and  outer  radii  b  and  a  respec- 
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lively,  surrounding  and  surrounded  by  a  medium  of  permittivity 
c^  supporting  an  (originally)  uniform  field  with  displacement  D,  we 
can  find  the  field  by  an  extension  of  the  method  used  in  the  two 
preceding  articles. 

Guided  by  the  results  obtained  for  the  solid  sphere,  we  shall 
assume  ( i )  that  within  the  inner  surface  of  the  shell  the  dis- 
placement, Z^j  is  uniform  and  parallel  to  that  of  the  original  field ; 
(2)  that  within  the  shell  the  displacement  is  the  vector  sum  of  a 
uniform  displacement  ZJ,  parallel  to  D  and  the  displacement  due 
to  a  point  doublet  of  moment  jW,  at  the  center  of  the  spheres  ; 
and  (3)  that  the  displacement  outside  the  shell  is  the  vector  sum 
of  the  uniform  displacement  D,  the  displacement  due  to  the  doublet 
of  moment  M,^,  and  the  displacement  due  to  a  second  doublet  of 
moment  M^,  also  placed  at  the  center  of  the  spheres,  the  axes  of 
both  doublets  being  parallel  to  D.  It  will  now  be  shown  that 
these  assumptions  satisfy  (i)  and  (2). 

At  the  outer  interface  the  conditions  to  be  satisfied  by  the 
normal  displacement  and  tangential  intensity  are,  respectively, 

(D  +  2jW_/47ra*  +  zMJ^in^  cos  ^  =  {/),  +  2jW,/4wa')  cos  & 
and 
(_  Djc^  +  MJc^At"^^  +  MJc^^■^■tJ')  sin  0 

=  (-  DJc^  +  MJc^tra^sind 

At  the  inner  interface  the  conditions  are 

(/?,  +  iMJ^vlf)  cos  0  =•  D^  cos  0 
and  (-  DJc^  +  MJc^ir^  sin  ^  =  -  DJc^ .  sin  0 

Cos  0  and  sin  0  will  divide  out,  and  the  equations  are  satisfied  by 
the  following  values  of  the  assumed  moments  and  displacements : 

A  =  9^i^*^/[9^.'^i  +  2(c,  -  ^i)'(i  -  ^'y)]  (60) 

A=[(2'^»  +  ^i)/3f.]A  (6t) 

M^  =  2ira'{D^  -  D)  (62) 

and  M,^-  ^-^l^ii  ■  [{c, -c,)!c;\D^  (63) 

The  relation  betwen  DJD  and  6:a  is  given  in  the  accompany- 
ing table  (Table  I.)  for  the  cases  in  which  cjc^  =  100  and  1000. 
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These  excessive  values  of  c,,V,  do  not  occur  in  electrostatics,  but 
are  assumed  here  for  the  sake  of  the  much  more  important  mag- 
netic analogue,  §  23,  XI.  The  greater  the  ratio  of  c^  to  r,  and 
the  smaller  the  ratio  of  b  to  a,  the  less  is  D^  in  comparison  with 
D,  that  is,  the  shell  forms  a  more  effective  screen  from  electrical 
influences  for  the  region  within  it.  When  c^jr^  =  infinity,  that  is, 
when  the  shell  is  conducting,  DJD  =  o  for  all  values  of  bja,  and 
the  shell  is  a  perfect  electrical  screen  (when  the  field  Is  static), 

15.  Sieleotrio  Cylindrioal  Shell  ia  a  Uniform  Field.     Electric 
Boreen.     The  field  of  an  infinitely  long  circular  cylindrical  shell. 


of  permittivity  c^  and  with  inner  and  outer  radii  i  and  a,  when 
immersed  in  an  infinite  medium  of  permittivity  Cj  supporting  an 
(originally)  uniform  displacement  D  can  be  obtained  in  exactly 
the  same  way,  by  making  use  of  line  doublets  (§  20,  11.)  instead 
of  point  doublets. 

Let  D,  D^,  Z)j,  M^,  and  M^  have  the  same  meanings  as  in  §  14, 
except  that  cylinder  and  cylindrical  must  be  substituted  for 
sphere  and  spherical  and  line  doublet  for  point  doublet.  Then 
we  have,  to  satisfy  (1)  and  (2),  at  the  outer  interface, 

{D  +  M^  J2w^  +  M^  /27r«»)  cos  0  =  {D^  +  M^  jzir^  cos  6 


and 
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'~(~PtK  +  ^i  IV^'^  sin  6 
and  at  the  inner  interface, 

(/),  +  MJzrrS^  cos  (?="/),  cos  ^ 
and  (-  ZJ,/^,  +  M,  lc^2ir^  an0=.-D,  /^,  ■  sin  6 

Solving  these  equations,  we  obtain,  as  the  only  solution  of 
the  problem, 

D,  =  4^.,c^  /  [  (^,  +  ^^f  -  ^  K  ■  (r.  -  c,y  ]  (64) 

A-(^.  +  ^0/2^.A  (6s) 

J/„  =  2va'{D,  —  D)  (66) 

and  iW;  =  -  7r^[  (*:,  -  f,)M]^.  (6;) 

The  relation  between  D^l D  and  ^/a  is  given  in  the  accompa- 
nying table  (Table  I.)  for  the  cases  in  which  c^lcy  =  100  and 
1000,  When  c^jcy  ■=  infinity,  or  when  the  shell  is  a  conductor, 
D^j D~  o  for  all  values  of  bja.  The  cylindrical  shell,  like  the 
spherical  shell  of  §  14,  forms  an  eUetrical  screen,  the  remarks  at 
the  close  of  §  14  applying  equally  well  to  both  forms. 

The  plane  diagram  of  the  tubes  of  displacement  when  c,  /r,  =  10 
and  b!a^\  is  given  in  Fig.  63  (from  Webster's  Theory  of  Elec- 
tricity a?td  Magnetism,  §  198). 
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CHAPTER  V. 

REVERSIBLE    THERMAL   EFFECT    DURING    ELECTRISATION. 
ELECTKOSTRICTION. 

1.  Aevenible  Thermal  Effeet  Dtuiog  Eleetiiiation.  Let  a  con- 
denser be  carried  through  a  reversible  cyclic  process  as  follows, 
the  external  pressure  upon  the  dielectric  {e.  g.,  the  atmospheric 
pressure)  being  kept  constant : 

(i)  The  voltage  V  being  kept  constant,  let  the  condenser  be 
heated  from  the  absolute  temperature  /  to  the  absolute  tempera- 
ture t  -^  dt.  If  p,  s,  and  t  denote  the  density,  spediic  heat,  and 
volume,  respectively,  of  the  dielectric,  the  heat  absorbed  by  the 
condenser  during  this  process  is  H=  psrdt. 

(2)  At  the  temperature  i+di,  at  which  the  capacity  of  the 
condenser  is  i'-f-  dSjdtdt,  let  the  voltage  be  increased  by  dV. 
The  energy  of  the  condenser  increases  by  \{S  +  dSfdt  dt)d{  V^ 
^  {S  ^  dSjdt df)VdV. 

(3)  Let  the  condenser  be  cooled  to  the  original  temperature  / 
while  the  voltage  remains  constant  {V+  dV). 

(4)  Let  the  voltage  be  reduced  to  its  original  value  V,  the  con- 
denser thus  losing  an  amount  of  energy  equal  to 

The  condenser  is  now  in  its  original  condition. 

The  total  work  done  upon  the  condenser  (exclusive  of  work 
done  in  heating)  during  the  complete  cycle  is 

dW=  {S  +  dSldtdt)  VdV~  SVdV=-  VdSjdtdtdV 
The  quantity  of  heat  given  to  the  condenser  (exclusive  of  that 
given  out)  is  H^prrd, 
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Hence,  by  the  second  law  of  thenttodynamics,  viz.,  Hjl  ■=  — 
dWjdt,  we  have 

psTdilt=-  VdVdSjdt 

or  (itldV=  -  tVjpsrdSldt  (i) 

If  therefore  we  assume  that  dS/dt,  s,  etc.,  are  independent  of 
V,  which  is  certainly  near  the  truth,  the  total  reversible  temper- 
ature change  when  the  condenser  is  chatted  from  P"=  o  to  f  =* 
Vis 

M~-i/psT-dSldt  f  VdV=~t!psTilSdS!dt\SV*  (2) 

If  the  dielectric  is  homogeneous  and  isotropic,  we  have 

ilSdSldt~\!cL-^cL)jdt=.  i!cdcjdt+\jLdLjdt^  k,-\-a{z) 

where  L  is  the  length  of  any  line  drawn  in  the  dielectric  {S  and 
dS  being  proportional  by  the  same  factor  to  the  product  of  the 
permittivity  and  such  a  length),  and  k^  and  a  are  written  for  l/c- 
dcjdt,  the  coefficient  of  increase  of  c  with  temperature,  and  ijL- 
dLjdt,  the  coefficient  of  linear  expansion  with  temperature,  re- 
spectively.    By  substituting  (3)  in  (2),  we  obtain 

or  £^lt-~~{k,  +  a)lpST^SV^  (4) 

If  the  field  of  the  condenser  is  uniform,  (4)  becomes 

A///  --{k,  +  a)!ps  ■yE'^-  {k,  +  a)  U/ps  (5) 

Since,  moreover,  any  electric  field  is  uniform  in  its  infinitesimal 
parts,  (s)  is  perfectly  general. 

In  all  the  above  the  effects  of  conduction,  radiation,  etc.,  are  neg- 
lected, and  no  intrinsic  electrisation  (VI.)  is  supposed  to  be  present. 

For  all  solids  yet  investigated  (-6,  +  a)  is  positive.  Hence  a 
condenser  with  such  a  dielectric  is  cooled  hy  chaining  and  heated 
by  dischai^g.  For  nearly  all  liquids  (i,  +  a)  is  negative.  Ac- 
cording to  experiments  by  W.  Cassie  {PitU.  Trans.,  A,  1890)  k^ 
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(or  k,  +  a)  at  50"  C.  is  about  —  0.006  for  glycerine  and  +  0.0004 
for  mica.  For  recent  literature  see  Ann,  der  t%ysik,  Vol.  10, 
p.  ;48,  1903. 

[Analogous  magnetic  quantities  being  substituted  in  (5)  for 
the  electric  quantities  there  occurring,  the  equation  is  valid  for 
the  magnetic  case  (see  §  23,  XI.).] 

3.  Electroitriction.  Chan^  in  Yolnme  of  Dielectric  when 
Eleettiud.  When  a  condenser  is  chained  at  constant  tempera- 
ture its  dielectric,  or  dielectrics,  would  be  expected,  in  general, 
to  suffer  changes  in  volume  and  changes  in  linear  dimensions. 
These  phenomena,  as  yet  largely  hypothetical,  are  included  under 
the  general  head  of  electrostriction.  The  alterations  in  volume, 
etc.,  can  be  deduced  from  the  principles  already  developed,  in 
connection  with  the  principle  of  the  conservation  of  energy. 


In  all  that  follows  it  will  be  assumed  that  the  condenser  plates 
are  always  in  contact  with  the  dielectric  and  that  they  follow 
accurately  without  appreciable  elastic  reaction  the  motion  of  its 
surfaces,  as,  for  example,  coats  of  gold  leaf  or  tin  foil.  Complete 
absence  of  intrinsic  displacement  will  also  be  assumed. 

First  we  shall  find  the  change  in  volume.  Consider  a  con- 
denser ABC,  Fig.  64,  whose  dielectric  C  occupies  the  volume  t 
and  possesses  the  permittance  5  when  charged  to  the  voltage  V 
and  subjected  to  the  uniform  pressure  p  (which  may  have  any 
value,  including  o)  over  its  surfaces. 
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(1)  While  Vis  kept  constant,  Jet  the  volume  be  increased  by 
ifr.  The  energy  of  the  condenser  will  increase  by  —  pdt.  The 
increase  of  volume  will,  in  general,  be  accompanied  by  an  increase 
dS  in  the  permittance.  Now  let  the  volume  (t  +  rfr)  be  kept 
constant  while  the  voltage  is  increased  by  dV.  The  enei^y  m.- 
cx^xs'by\{S-^dS)d{V*)~{S  +  dS)VdV.  Thetotal  increase 
in  energy  during  the  process  is 

dW^  =  —pd-T  +  {S-\-dS)  VdV 

(2)  Let  us  start  with  the  condenser  in  the  same  condition  as 
at  the  beginning  of  (i)  and  bring  it  to  the  same  final  state  by  a 
slightly  different  process.  While  the  volume  remains  constant 
(t),  let  the  voltage  be  increased  by  dV.  This  will  increase  the 
energy  of  the  condenser  by  SVdV,  and,  in  general,  the  pressure 
by  an  amount  dp.  Now  let  the  voltage  (  V-\-  dV)  be  kept  con- 
stant while  the  volume  is  increased  by  dr.  The  energy  will  in- 
crease by  ~  {p  +  dpyh.  The  total  increase  in  the  condenser's 
energy  is  thus 

dW^  =  SVdV—  {p  +  dp)dT 

By  the  principle  of  the  conservation  of  cnei^,  d'iV^  =  dlV^. 
Hence 

VdSdy=~dpdT 
or 

dr/dV=  -  VdSjdp  (6) 

For  ordinary  charges  dSjdp  will  be  sensibly  independent  of 
V.  Hence  we  have  for  the  total  change  in  t  when  the  condenser 
is  charged  from  a  neutral  state  to  the  voltage  V, 


At  = 


-  dSldpTvdV^  iSV\-  i/S-dS/dp)  (;) 

Homogeneotis  Isotropic  Dielectric.  If  the  dielectric  is  homo- 
geneous and  isotropic,  (7)  may  be  simpliiied.  For  in  this  case 
5  and  dS  are  proportional  by  the  same  factor  to  the  product 
of  the  permittivity  and  the  linear  dimensions  of  the  condenser. 
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Hence  if  we  denote  by  L  the  length  of  any  line  drawn  in  tlie 
dielectric,  we  have 

-  ilS-dSldp=~  \lcL-d{cL)ldp 

~~ilc-dcldp-llL-dL!dp^{k^^bJi) 
where  b  =  the  coefficient  of  compressibility  of  the  dielectric 
=  —^jL-dLjdp,  and  k  =  —  ijc-dcjdp^  the  coefficient  of  di- 
minution with  pressure,  or  increase  with  traction,  of  the  permit- 
tivity c.     Thus  (7)  becomes 

AT=J5I^(i,  +  ^/3)  (8) 

In  order  that  (7)  or  (8)  may  hold  when  the  dielectric  is  a 

fluid,  the  dielectric  must  be  completely  surrounded  by  the  con- 


denser plates,  or  the  plates  must  be  so  arranged  that  they  are 
kept  apart  by  the  pressure  of  the  fluid  only,  and  sensibly  all  the 
tubes  must  be  contained  in  the  fluid,  as  in  Fig.  65. 

If  the  field  of  the  condenser  is  uniform,  ^SV*  =  x  \cE^,  and 
(8)  may  be  written,  on  division  by  t, 

Ar/T  _}.£■(*, +  */3)  (5) 

3.  Change  in  Leiig:th  of  a  Line  Kormal  to  a  TTiiifarm  Elootric 
Field  in  a  Solid  Isotropic  Homogeoeoua  Dielectric  During  Eleotri- 
lation.  Let  e  denote  the  thickness  of  the  dielectric  of  a  parallel 
plate  condenser  (the  plates  always  remaining  in  contact  with  the 
single  dielectric),  and  L  and  L'  the  lengths  of  the  edges  normal 
to  ?  of  a  rectangular  prism  of  the  dielectric.  We  shall  find  the 
change  in  Z  when  the  condenser  is  charged  to  the  voltage  V. 
The  dielectric  in  all  that  follows  will  be  supposed  homogeneous 
and  isotropic. 
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(i)  The  voltage  V  being  kept  constant,  let  the  dielectric  be 
subjected  to  a  traction  in  the  direction  of  L,  the  stress  across  the 
area  L'e,  normal  to  L,  being  Qy  This  will  increase  the  energy 
of  the  prism  by  Q^dL,  and  will,  in  general,  alter  its  capacity  by 
an  amount  dS.  Now  let  the  lei^h  L  +  dL  remain  constant 
while  the  voltage  is  increased  by  dV.  This  will  increase  the 
energy  by  (S  +  dS)  ■  VdV.  The  total  increase  in  the  energy  is 
dW^  =-  Q^dL  +  {S  +  dS)  VdV 

(2)  Let  the  condenser  be  brought  from  the  same  initial  state 
to  the  same  final  state  as  before  by  a  different  process.  First  let 
the  voltage  increase  by  dV,  while  L  remains  constant,  which  will 
increase  the  enei^  by  SVdV  and,  in  general,  the  traction  by 
dQy  Then,  the  voltage  ( V-\-  dV)  being  kept  constant,  let  i  be 
increased  by  dL,  which  will  increase  the  energy  by  {Q^  +  dQ^L. 
The  total  increase  is 

dW^  -  SVdV+  (e,  +  dQ;)dL 

As  in  §  2,  dJV,  =-  dlV^,  hence 

dL}dV=  VdSjdQ,  (10) 

Since,  for  small  changes  at  least,  dSjdQ^  must  be  sensibly 
independent  of  V,  (10)  gives  for  the  total  change  in  L  when  the 
condenser  is  charged  from  V=  o  to  F"™  V, 

AL  =  dS/dQ,f  VdV-\SV^{i!SdSldQ,)         (11) 
Since  5™  cLL'  je, 
ifSdS/dQ^^  i/cdc/dQ^+  i/LdL/dQ, 

+  i/L'dL'/dQ,-  ife-deldQ^ 
Moreover,    ljL'■dL'jdQ^'^\[e•dt:|dQ^.     Hence  we  have, 
putting  dQ^  ~  L'e-dq^,  simplifying,  and  dividing  by  L, 

iUL!L~\cV*le^-{ijc-dc!dq^+  \lLdLldq^       (i2> 

Now  1 1  LdLjdq^  is  the  reciprocal  of  the  stretch  modulus,  and 
will  be  denoted  by  M.     Also,  ijc-dcjdq^  is  the  coefficient  of  in- 
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crease  of  the  permittivity  with  traction  normal  to  the  lines  of 
displacement,  and  will  be  denoted  by  k^     Thus  (12)  becomes 

li.LlL~\cV*l^-{M+K)  =  ^c£*{M+  *^  (13) 

The  above  results,  deduced  for  the  uniform  field  of  a  parallel 
plate  condenser,  will  hold  good,  without  sensible  error,  for  a 
condenser  of  any  form,  such  as  a  cylindrical  or  spherical  con- 
denser, in  which  the  conductors  are  parallel  and  so  close  to- 
gether that  £  is  sensibly  of  the  same  magnitude  throughout  the 
dielectric. 

4.  Change  in  Length  of  a  Line  in  the  Direction  of  a  Trnifonu 
Electric  Field  in  a  Solid  laotropio  Homogeneons  Sieleottie. 
Making  use  of  the  parallel  plate  condenser  of  the  last  article, 
and  of  the  same  general  method,  but  applying  a  traction 
Q,  =  LL'^t  parallel  to  the  lines  of  intensity,  we  obtain 

deldV=  VdSjdQ^  (14) 

^e  =  \SV^{ilSdSldQ;i  (IS) 

and 

where  r  denotes  Poisson's  ratio,  and  k^=  1 1  cdcj  dq^  is  the  co- 
efficient of  increase  of  c  with  traction  parallel  to  the  lines  of  in- 
tensity. 

The  results  just  established  hold  good,  like  those  of  §  3,  for  a 
thin  condenser  with  parallel  plates  of  any  form. 

It  is  easy  to  see  that 

*,=  2*, +  *.  (17) 

6.  Theory  and  Experiments.  A  rigorous  treatment  of  the 
general  theorj-  of  electrostriction,  together  with  a  resume  of  most 
of  the  experimental  and  theoretical  investigations  upon  the  sub- 
ject, is  contained  in  a  recent  memoir  by  P.  Sacerdote  {Ann.  de 
Chim.  et  de  Phys.  (7),  20,  p.   289,  1900).     Satisfactory  experi- 


izecy  Google 


ELECTROSTRICTION.  1 7  S 

merits  upon  the  values  of  the  coefficients  k^  k^,  and  k^  as  well  as 
entirely  satisfactory  experiments  upon  the  quantities  At/t,  Af,V 
and  ^LjL,  have  not  yet  been  performed  (See  the  PkUosophical  ■ 
Magazine  and  Nhovq  CtPtento,  1900-1902,  for  some  of  the  most 
recent  and  best  results). 

§§  2~4  are  based  lai^ely  upon  portions  of  the  above-mentioned 
memoir  by  Sacerdote,  with  simplifications. 
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CHAPTER  VI. 
ELECTRIC   ABSORPTION.     ELECTRETS. 

1.  EleotrJo  Abaorption.  In  all  that  precedes  electric  displace- 
ment has  been  treated  as  a  perfectly  elastic  phenomenon  ;  that 
is,  the  relation  D^  cE  (analogous  to  Hooke's  law)  has  been  as- 
sumed to  hold  universally  with  c  at  every  point  a  constant,  inde- 
pendent of  the  time.  On  this  assumption,  the  capacity  of  a 
condenser,  which  is  proportional  to  c,  would  be  invariable  with 
the  time  of  charging.  This  appears  from  experiment  to  be  ac- 
curately true  for  dielectrics  whose  homogeneity  is  perfect,  for 
example,  gases,  pure  paraffine,  and  pure  calc  spar ;  but  it  is  by 
no  means  true  in  general,  as  the  experiments  described  below 
demonstrate. 

Let  a  condenser  whose  dielectric  is  not  homogeneous,  with  its 
plates  connected  to  the  quadrants  of  an  electrometer,  be  charged 
to  a  given  potential  difierence  and  then  insulated  from  the  bat- 
tery. The  potential  difference  will  gradually  diminish,  approach- 
ing a  limit  sometimes  considerably  below  its  initial  value.  If 
now  the  condenser  is  short-circuited,  the  potential  difference 
becomes  zero ;  but  it  gradually  reappears,  unchanged  in  sign  but 
much  smaller  in  magnitude,  after  the  condenser  is  again  insulated. 
The  remnant  of  the  original  charge,  whose  presence  is  proved 
by  the  existence  of  this  potential  difference,  is  called  a  residual 
charge.  If  the  operation  of  short-circuiting  and  insulating  is 
repeated,  the  same  phenomena  recur,  the  potential  difference  de- 
veloped after  insulation  being  smaller  each  time  and  finally  be- 
coming insensible.  The  disappearance  of  the  phenomena  is  of 
course  hastened  by  the  "leak^e"  of  the  condenser,  if  appre- 
ciable, arising  from  the  conductivity  of  its  dielectric,  from  the 
presence  of  moisture,  etc. 

176 
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If  the  condenser  U  charged  for  a  long  time  in  one  direction, 
then  for  a  much  shorter  time  with  the  poles  of  the  charging  bat- 
tery reversed,  and  then  short-circuited  and  insulated,  a  potential 
difference  similar  to  that  last  applied  will  first  appear,  reach  a 
maximum,  diminish  to  zero,  change  sign  and  continue  to  increase 
in  the  direction  of  the  potential  difference  first  applied. 

Or  the  following  equivalent  phenomena  may  be  observed.  On 
the  condenser's  being  connected  with  a  constant  battery,  its 
charge  usually  reaches  very  quickly  almost  its  final  value,  but 
the  chaise  goes  on  gradually  increasing,  sometimes  considerably 
exceeding  its  initial  magnitude.  On  short-circuiting  the  con- 
denser most  of  the  chai^  disappears ;  but  after  insulation  for  a 
short  time  a  second  dischai^e  in  the  same  direction  may  be  ob- 
tained, and  so  on,  till  the  discharges  t>ecome  too  small  to  be 
perceptible. 

Also,  if  the  condenser  is  charged  for  a  long  time  in  one  direc- 
tion, then  for  a  much  shorter  time  in  the  opposite  direction,  and 
then  short-circuited  and  insulated,  a  residual  charge  (and  cor- 
responding dischai^es,  if  the  condenser  is  repeatedly  short-cir- 
cuited) similar  in  sign  to  the  last  charge  will  at  first  appear,  but 
will  be  succeeded  by  a  residual  charge  similar  in  sign  to  that  of 
the  charge  first  applied. 

The  appearance  of  the  residual  chat^  in  all  the  above  described 
experiments  is  hastened  by  subjecting  the  condenser  to  mechan- 
ical shocks. 

Two  possible  explanations  of  the  phenomena  of  electric  absorP' 
Hon,  as  the  phenomena  just  described  are  called  on  account  of 
what  was  once  regarded  as  the  soaking  in  of  the  electric  chaise 
with  the  time,  have  been  given. 

(i)  The  general  analogy  between  electric  strain  and  stress  and 
mechanical  strain  and  stress,  tc^ether  with  the  fact  that  absorp- 
tion does  not  occur  in  free  aether  or  in  gases,  whose  elasticity  is 
perfect,  and  is  very  marked  in  a  substance  like  glass,  whose  elas- 
ticity is  extremely  imperfect,  has  led  to  the  suggestion  that  elec- 
tric absorption  is  due  to  the  imperfect  electric  elasticity  of  the 
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dielectrics  which  exhibit  it  The  phenomena  of  electric  absorp- 
tion  are  exactly  analogous  to  the  phenomena  of  elastic  after- 
action. Thus,  if  the  spring  of  §  36,  I.,  is  not  perfectly  elas- 
tic (and  no  solid  body  is  perfectly  elastic)  the  elongation  (analo- 
gous to  electric  charge)  produced  by  a  certain  applied  force 
(analogous  to  c.m.f.  of  charging  battery),  equal  and  opposite  to 
the  elastic  return-force  of  the  spring  (potential  difference),  will 
not  remain  constant  with  the  time,  but  after  reaching  almost 
immediately  a  value  usually  very  near  the  final  value,  will  gradu- 
ally increase.  If  now  the  force  is  removed  (condenser  short- 
circuited),  the  elongation  will  not  become  zero  at  once,  but  the 
spring  can  exert  no  force  by  virtue  of  the  remaining  elongation 
(residual  charge  when  potential  diflerence  =  o).  If  now  the 
spring  is  clamped  (condenser  insulated),  the  elongation  gradually 
becomes  elastic  (residual  charge  becomes  available,  potential  dif- 
ference increases  from  zero),  and  the  spring  exerts  a  force  upon 
the  clamp  (residual  potential  diflerence).  If  the  clamp  is  re- 
moved (short-circuit),  the  elongation  will  again  suddenly  dimin- 
ish, and  so  on.  Also,  if  the  spring  is  clamped,  extended  for  a 
long  time,  and  then  compressed  for  a  much  shorter  time  (con- 
denser charged  successively  in  opposite  directions)  and  then  re- 
leased (short-circuit),  the  residual  compression  will  gradually  reach 
zero,  and  then  become  a  residual  elongation  which  will  diminish 
much  more  slowly  to  zero  (condenser's  dischargers  will  be  for  a 
short  time  in  one  direction,  then  for  a  much  longer  time,  until  the 
whole  residual  chaise  has  disappeared,  in  the  opposite  direction). 
(2)  Maxwell  has  developed  a  theory  according  to  which  the 
phenomena  of  absorption  can  not  occur  if  the  dielectric  is  per- 
fectly homogeneous  throughout,  but  must  occur  whenever  the 
ratio  of  the  permittivity  to  the  conductivity  is  not  constant  for 
all  parts  of  the  dielectric,  even  if  none  of  the  constituents  alone 
exhibits  the  phenomena.  This  conclusion,  according  to  which 
electric  absorption  is  due  to  heterogeneity  of  structure,  is  sup- 
ported by  experiments  of  Rowland  and  Nichols,  Muraoka, 
and  others.     It  k  quite  possible  that  deviation  from  perfect  elas- 
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ticity  is  closely  connected  with  heterogeneity  of  structure,  and 
that  the  two  explanations  are  not  independent  of  one  another. 
Thus  glass  is  extremely  heterogeneous,  possesses  very  imperfect 
elasticity,  and  shows  the  phenomena  of  absorption  in  a  marked 
manner. 

2.  Dieleobio  Abaorption  Hyitereiis.  If  a  condenser  whose  di- 
electric IS  absorbent  is  rapidly  charged  to  a  voltage  V,  short- 
circuited,  charged  in  the  opposite  direction  to  a  voltage  —  V, 
short-circuited,  charged  again  to  voltage  V,  and  the  process  re- 
peated a  number  of  times  at  the  same  rate  (by  connecting  the 
condenser  to  the  poles  of  an  alternating  current  dynamo,  for  ex- 
ample), it  is  evident  from  what  precedes  and  the  principle  of 
symmetry  that  the  relation  between  the  chaise  f  and  voltage  V  of 
the  condenser  may  be  represented  by  a  closed  symmetrical  curve, 
such  as  that  in  Fig.  66.     When  the  voltage  has  dropped  from  the 


value  V  at  A  to  0  at  B,  a  residual  charge  OB  is  left,  and  dis- 
appears entirely  only  when  the  voltage  reaches  the  negative 
value  OC.  As  the  voltage  increases  n^atively  to  —  V  at  B, 
the  charge  increases  negatively,  and  falls  to  the  value  OE  when 
the  voltage  again  becomes  zero.  The  residual  chaise  again  dis- 
appears when  V=  Of=  —  OC,  etc.,  the  charge  thus  always 
lagging  behind  the  voltage. 
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If  however  the  condenser  is  carried  very  slowly  through  the 
cycle  of  chai^ng,  dischar^ng,  etc.,  or  if  the  dielectric  is  one 
which  does  not  exhibit  electric  absorption,  the  curve  is  found  to 
reduce  to  a  straight  line,  and  the  area  of  the  cycle  therefore  to  zero. 
(Cf  ^&a.\i\A.rA,  Journal  de  Pkynque  (3),  9,  422,  1900.) 

The  phenomena  are  therefore  not  analogous  to  those  of  mag- 
netic hysteresis  (§  39,  XIII.),  which  are  almost  wholly  indepen- 
dent of  the  time  in  which  a  cycle  is  completed  and  are  not  de- 
pendent, except  to  a  very  slight  extent,  upon  anything  similar  to 
viscosity  or  absorption.  The  term  hysteresis  may  be  used  to 
designate  the  electrical  phenomenon  described  in  this  article,  on 
account  of  the  lagging  effect  mentioned,  but  this  term,  if  so  used, 
should  be  coupled  with  the  word  viscosity  or  absorption  in  order 
to  avoid  the  incorrect  inference  that  the  phenomenon  is  physi- 
cally analogous  to  magnetic  hysteresis. 

3.  Energy  Dissipated  in  SieUotrie  Hysteresis. — The  area  of 
the  curved  figure  ABCDEFA,  Fig.  66,  is 

H^^Vdq  (I) 

for  the  whole  cycle,  and  thus  represents  the  excess  of  the  elec- 
trical work  done  in  charging  the  condenser  (in  both  directions) 
over  the  electrical  enei^y  given  out  when  the  condenser  is  dis- 
charged (in  both  directions)  (see  §  37,  I.).  This  quantity  of 
enei^y  must  therefore  be  transformed  into  heat  during  each  com- 
pletion of  the  cycle, 
(l)  may  be  written 

H~JJjEdL-dSdD  -  JJEdDrdT 

dL  and  dS  being  elements  of  a  line  of  intensity  and  an  equipoten- 
tial  surface,  respectively,  and  dT  being  the  element  of  volume 
dLdS.  We  have  therefore  for  the  energy  dissipated  per  unit 
volume  per  cycle  at  a  point  in  any  dielectric  where  the  intensity 
and  displacement  are  denoted  by  E  and  D, 

dHjdr  =  JEdD  (2) 
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the  integration  being  extended  throughout  a  complete  cycle. 
See  §  38,  I. 

4.  Intrinsio  I)uplac«ment  and  Inteniitf,  Electreti,  etc  A 
dielectric  electrised  or  retaining  its  electrisation,  like  the  dielec- 
tric of  a  condenser  after  absorption  has  occurred,  partially  or 
wholly  under  the  action  of  internal  forces,  no  external  Reld,  and 
therefore  ac  potential  difference  or  field  intensity  (E  =  —  dVjdL) 
within  the  dielectric  itself  (as  when  the  condenser  is  short-cir- 
cuited), being  necessarily  present,  is  said  to  possess  mirinstc 
electrisation  or  displacement,  and  to  be  under  the  action  of  an  in- 
trinsic electric  intensity  or  force,  denoted  by  e,  in  the  direction  of 
the  displacement.     A  dielectric  in  this  state  is  called  an  eleclret. 

The  intensity  £  =  —  dVj  dL,  §  3,  is  zero  at  two  points  of  the 
cycle  for  which  D  (the  total  displacement,  redefined  by  Gauss's 
theorem  •  as  dq  j  dS  at  a  conducting  surface,  the  theorem  being 
assumed  to  hold  for  intrinsic  as  well  as  for  elastic  displacement) 
has  finite  values,  while  2?(or  g)  is  zero  at  two  points  for  which 
£(or  V)  has  finite  values. 

Thus  if  we  assume  the  relation  c~D/E(hy  which  Z>  was 
defined  in  the  case  of  elastic  displacement)  to  hold  in  the  case 
of  intrinsic  displacement,  c,  as  the  cycle  is  traversed,  will  pass 
through  all  values  from  -f-  co  at  5  to  —  co  at  £",  Fig.  66. 

If,  however,  we  introduce  the  conception  of  intrinsic  intensity 
e,  if  we  denote  the  field  intensity  —  dVjdL  by  E'  instead  of  £ 
at  a  point  where  intrinsic  displacement  exists,  and  if  we  denote 
the  vector  sum  of  e  and  E'  by  (e  +  E')  =  E,  the  total  or  im- 
pressed intensity,  we  may  define  e  by  the  relation 

D=^cE=c{e\E')  (4) 

With  this   understanding,    the    relation  D^cE  holds   univer- 

*  A  more  rigorous  and  general  definition  of  D,  anslogoni  to  the  g«aera]  delinirioD 
of  J,  (63),  XIII.,  u  obttined  from  (2),  XV.     Thm 

D  =  £<urrffdl  (3) 

the  dielectric  being  in  ■  ueatral  state  at  the  lime  /  =  a 
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sally  and  leads  to  no  impossible  values  of  c,  since  e  and  D  have 
always  the  same  direction.  In  this  chapter  E'  will  be  used  to 
denote  the  field  intensity  —  dVjdL ;  but  elsewhere,  except  where 
the  contrary  is  stated,  e  will  be  assumed  equal  to  o  and  E' 
equal  to  E. 

5.  UniformlT  EleotrUed  Spherical  Electret  Suppose  the  elec- 
trisation of  the  sphere  of  §  iz,  IV.,  to  become  partially  intrinsic. 
Then  let  the  external  chaises  "producing"  the  (originally)  uni- 
form field  be  removed.  Then  the  only  remaining  "charges" 
are  the  fictitious  chaises  upon  the  surface  of  the  sphere,  whose 
density  is  given  by  ^  ^^^^  ^  ^^^ 

where  y  denotes  the  intensity  of  the  remaining  electrisation. 

Inside  the  sphere  there  is  an  intrinsic  intensity  c  maintaining 
the  displacement  and  a  self-deelectrising  field  intensity  equal  to 

-£'  -  -My,  (6) 

The  external  field  is  the  part  outside  the  sphere  of  the  field  con- 
nected with  the  doublet  of  moment 

M-i-^^J  (7) 

at  the   center  of  the   sphere. 

Maxwell's  plane  diagram  of  the  complete  field  is  given  in  Fig. 
67  (from  Maxwell's  Treatise,  §  143).  If  the  lines  of  displace- 
ment  within  the  sphere  are  directed  from  S  to  N,  the  lines  of 
intensity  have  the  direction  NS. 

The  quantities  M,  E' ,  a* ,  andy  can  all  be  expressed  in  terms 
of  the  internal  displacement  D^  of  the  sphere. 

Thus  we  find  from  the  relations  (2)  IV,,  (94)  II.,  and  (7),  when 
5=0  and /e  —  a:  />„  =  M I2  ice^ ;  or 

M=  zna'D^  -  J  r.d'J  (8) 

The  relations  (1)  IV.,  (95)  II.,  and  (6)  give  when  Q  —  90"  and 

^-'''  E<=.MlA^c,c^  =  -D^l2c,=  -Jlic,  (9) 
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The  relation/— Z)„  —  <r,£'  [(7),  IV.],  or  either  of  the  last  two 
equations  alone,  gives 

J-D,  +  D,l2~iD,  (10) 

From  this  equation  we  have 

„'_7C0S«_f/).C0se  (11) 


The  magnitude  of  the  strength  of  each  pole  of  the  sphere  (dis- 
tributed over  a  hemisphere)  is 


g'  =  7rfly=  %ire^D^  =  |  H  (see  below) 


(12) 


The  total  electric  flux  through  the  sphere  from  the  negative 
to  the  positive  pole,  and  back  again  outside  the  sphere  from  the 
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positive  pole  to  the  negative  pole,  all  the  tubes  of  displacement 
being  closed,  is 

n_^<.'i)._jw/-j^  (13) 

The  total  flux  of  the  intensity  from  or  to  one  of  the  poles  is 
n  '  =  ir^D^  I  c^  —  tr<fE '  =  |  U/c^  =  q'/c^  ( 14) 

In  terms  of  the  intensities  and  the  permittivity  r,  of  the  sphere, 
the  internal  displacement,  denoted  above  by  D^,  is 

I>,-,j^f+B)  (IS) 

Since  e  and  £"  have  opposite  directions,  D^  is  less  than  if  e 
were  acdng  alone.  By  short-circuiting  a  condenser  (making 
^  -^  o)  aitcr  undergoing  absorption  and  then  measuring  the 
residual  charge,  Cjf  =™  Z?'  ™  intrinsic  displacement,  can  be  deter- 
mined, but  neither  quantity  can  be  determined  separately  except 
on  the  assumption  that  c^  is  the  same  for  intrinsic  as  for  elastic 
displacement 

If  the  spherical  electret  were  placed  in  a  uniform  field  trf"  in- 
tensity E,  and  if  its  intensity  of  electrisation  /,  or  internal  dis- 
placement D^  were  to  remain  rigidly  fixed  {cf.  §  8),  it  would  be 
acted  upon  by  the  same  forcive  as  that  which  would  act  upon  the 
doublet  of  moment  J/ placed  at  its  center  in  the  same  field.  This 
forcive  is  easily  seen  to  be  a  torque 

r=  -  J/£  sin  e  ==  -  ^-ar'/E  sin  ^  =  -  an-a'iJ,  £  sin  fl    (16) 

in  the  direction  of  the  increase  of  B,  where  0  denotes  the  angle 
between  the  direction  of  electrisation,  or  the  axis  of  the  doublet, 
and  the  direction  of  the  uniform  field. 

The  same  result  could  of  course  be  obtained,  though  less 
simply.by  int^rating  the  expression  dT='  Ea'dSxsin  flover  the 
surface  of  the  sphere,  where  x  denotes  the  distance  from  the 
equatorial  plane  to  the  element  of  area  dS  of  the  sphere. 

If  the  sphere  is  left  to  itself  after  the  removal  of  the  chaises 
producing  the  uniform  field,  the  intrinsic  displacement,  and  there- 
fore the  internal  and  external  fields,  gradually  disappear.     This 
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gradual  disappearance  is  due  to  the  gradual  diminution  of  the 
intrinsic  intensity  and  the  continuous  action  of  the  self-deelec- 
trising  intensity,  which  acts  against  the  displacement,  or  tends  to 
reduce  the  apparent  sur^e  density.  Or,  better,  as  the  intrinsic 
forces  diminish,  the  tubes  of  displacement  are  gradually  ^c^ 
and,  being  closed  tubes,  contract  to  nothing. 

If  the  sphere  is  covered  with  a  conducting  coat  while  the  in- 
ternal displacement  has  the  value  D^,  the  external  field  disap~ 
pears  entirely  and  the  sphere  itself  is  left  in  the  same  condition 
as  the  dielectric  of  a  condenser  short-circuited  after  absorption 
has  taken  place.*  There  is  no  potential  difference  anywhere, 
but  the  intrinsic  displacement  within  the  sphere  has  increased, 
since  E',  which  before  opposed  the  intrinsic  force  e  producing 
or  maintaining  the  displacement,  is  now  zero.  The  hemisphere 
which  before  had  a  positive  fictitious  charge  has  now  a  true 
negative  chaise,  and  the  other  hemisphere,  before  apparently 
negative,  has  now  a  true  positive  chaise.  The  law  of  the  dis- 
tribution of  the  true  charge  over  the  sphere  is  the  same  as  the 
law  of  the  distribution  of  the  previous  fictitious  charge.  If  the 
displacement  is  now  denoted  by  Z*'  ■-  c^,  (i  s)  gives 

where^g, _/,  E'  are  the  values  of  the  displacement,  intensity  of 
electrisation,  and  self-deelectrising  intensity  immediately  before 
the  short-drcuiting,  and  c^  and  e  are  assumed  to  remain  constant 
during  the  process.  Since  the  final  value  of  the  self-deelectrising 
intensity  is  zero,  the  final  value  of  the  intensity  of  electrisation  is 
J'  i=D' .  D'  and  J'  are  wholly  intrinsic,  /?„  and  / only  par- 
tially so.     The  density  of  the  true  charge  is 

<7=  — ZJ'cos^  (i8) 

No  change  is  produced  by  removing  the  conducting  cover. 
After  its  removal,  as  the  intrinsic  electrisation  continues  to  di- 

" See  Hesvinde,  EUctrieal Papers,  VoL  I.,  p.  491. 
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minish,  an  internal  and  external  field  of  the  same  character  as 
that  of  the  original  field,  but  opposite  in  direction,  is  developed. 
As  the  true  surface  density  everywhere  remains  constant  (in- 
sulation being  supposed  perfect),  while  the  intrinsic  electrisation 
gradually  diminishes,  this  field  will  grow  in  strength  ;  and  if  the 
intrinsic  displacement  could  disappear  entirely,  which  is  impossi- 
ble as  long  as  any  electric  field  remains,  the  sphere  being  ab- 
sorbent, the  total  field  would  finally  become  that  connected  with 
the  true  charges   given  by 

<T  1^  —  V  cos  8 

only,  the  fictitious  charges  having  entirely  disappeared.  The 
displacement  and  intensity  would  now  be  in  the  same  direction 
at  any  point  within  the  sphere,  as  well  as  without. 

6.  Infinite  Circular  Cylindrical  Electret  Uniformly  Electriied 
TnuuT«rsely.  In  exactly  the  same  way,  we  have  in  this  case  for 
the  apparent  surface  density 

<r'  =J CQ&8=2D^  cos  B  (19) 

and  for  the  deelectrising  intensity,  or  intensity  due  to  the  ficti- 
tious charges,  within  the  cylinder 

£'=_//2<r, --ZJ./f,  (20) 

D^  and  J  denoting  the  internal  displacement  and  intensity  of 
electrisation,  respectively. 

The  external  field  is  that  part  outside  the  cylinder  of  the  field 
of  the  line  doublet  of  moment 

M=iTa'J^2ir(fD^  (21) 

placed  along  its  axis. 

The  plane  diagram  of  the  field  can  be  obtained  from  Fig.  28 
by  simply  drawing  a  circle  of  radius  a  with  the  center  of  the  dia- 
gram as  center,  annulling  all  the  lines  within  this  circle,  and  con- 
necting by  straight  lines  the  ends  of  each  circular  arc. 

The  magnitude  of  the  fictitious  charges  on  the  positive  and 
negative  halves  of  a  unit  length  of  the  cylinder  is 
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if  =  2a/=  AfiD^  =  all  (22) 

the  flux  across  unit  length  of  the  cylinder  is 

.  n  =.  2aD^  =.  y  (23) 

and  the  flux  of  intensity  from  or  to  the  fictitious  charge  upon 
unit  length  (either  half)  is 

n'  =  n/f,  —  2oA'=  2n/c,  =  g'/c^  (24) 

7.  Hatnral  Electnti.  PjFtoeleotrio  Cryitali.  Kelvin'i  Theory.* 
A  state  of  intrinsic  electrisation  exists  naturally  in  certain  crystals, 
for  example,  tourmaline,  which  arc  called,  from  the  thermal 
relations  described  below,  pyroeUctric  crystals.  In  its  ordinary 
condition,  however,  after  remaining  some  time  at  a  constant  tem- 
perature, the  external  field  of  such  an  electret  has  disappeared, 
on  account  of  poor  insulation,  like  that  of  the  spherical  electret 
of  §  5  after  being  covered  with  a  conducting  coat.  The  electret 
has  now  a  positive  charge  at  one  end  and  a  negative  charge  at 
the  other,  terminating  the  tubes  of  intrinsic  displacement  (there 
is  no  elastic  displacement).  Altering  the  temperature  of  the 
electret  alters  its  intrinsic  intensity  and  state  of  electrisation,  and 
therefore,  if  the  surface  remains  sufficiently  well  insulated  to  re- 
tain its  charges  when  some  of  the  tubes  of  intrinsic  displacement 
become  free,  develops  an  external  field.  The  direction  of  this 
field  depends  on  the  direction  in  which  the  intrinsic  forces  and 
electrisation  alter  with  the  increase  or  decrease  of  temperature. 
In  tourmaline,  as  would  be  expected  in  every  case,  the  electri- 
sation decreases  with  temperature  increase.  Hence  by  heating 
tourmaline  a  field  directed  like  that  of  the  sphere  of  §  5,  after  be- 
ing short-circuited  and  then  left  insulated  for  a  time,  is  developed. 
If  the  insulation  is  not  perfect,  this  external  field  will  gradually 
disappear.  If  the  electret  is  now  cooled,  its  electrisation  will  in- 
crease and  an  external  field  opposite  to  the  fisrmer  field  will  ap- 
pear, and  then  gradually  disappear  by  conduction  when  the  tem- 

*  See  Heaviside,  Elttlrual  Papers,  Vol.  I.,  p.  493. 
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perature  is  kept  constant.  The  intrinsic  displacement  of  a 
pyroelectric  crystal,  and  therefore  the  true  surface  charges,  can- 
not be  made  to  disappear  like  those  of  an  electret  whose  electri- 
sation is  due  to  absorption.  By  breaking  a  pyroelectric  sub- 
stance across  its  axis  of  electrisation,  however,  positive  and 
negative  apparent  charts,  and  an  external  field  connecting  them, 
without  true  charges,  may  be  developed. 

Piezoelectric  Cryatals.  A  state  of  electrisation  accompanied  by 
internal  and  external  fields  similar  to  those  of  the  sphere  of  §  3 
is  produced  in  some  crystals,  called  piesoeUctric  crystals,  by  com- 
pressing or  stretching  them,  and  disappears  when  the  compres- 
sion or  stretch  is  removed.  The  external  field  corresponding 
to  a  given  state  of  strain  may  disappear  by  surface  conduction, 
leaving  the  surface  with  true  charges,  like  the  electrets  described 
above.  If  the  state  of  strain  is  altered  after  this  condition  has 
been  reached,  an  external  field  is  developed  whose  direction  de- 
pends on  the  direction  of  alteration  of  the  strain.  Some  crystals, 
like  tourmaline,  are  both  pyroelectric  and  piezoelectric. 

8.  Fermaaent  Electret.  The  fictitious  charge,  or  pole  strength, 
of  half  of  a  symmetrical  isolated  electret  is  not,  as  we  have  seen 
in  two  particular  cases,  §§5  and  6,  equal  to  the  flux  through  the 
electret,  but  is  greater  than  this  flux.  Thus,  although  the  fic- 
titious charge  upon  half  of  an  originally  neutral  sphere  placed  in 
a  uniform  field  is  less  than  the  flux  through  the  sphere,  the  fic- 
titious charge  upon  half  of  an  isolated  spherical  electret  uniformly 
electrised  is  one  and  one  half  times  as  great  as  the  flux  through 
the  sphere  ;  and  the  fictitious  charge  upon  half  the  surface  of  an 
isolated  infinite  cylindrical  electret  uniformly  electrised  trans- 
versely is  twice  as  great  as  the  flux  through  the  cylinder.  The 
infinite  cylinder  may  be  regarded  as  an  ellipsoid  of  revolution 
about  an  infinite  axis  perpendicular  to  the  direction  of  the  electri- 
sation, and  the  sphere  may  be  regarded  as  an  ellipsoid  with  its 
three  axes  equal.  We  shall  see  below  that  in  the  case  of  a  cir- 
cular cylinder  whose  length  is  very  great  in  comparison  with  its 
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diameter  and  which  is  electrised  longitudinally,  the  pole  strength 
at  either  end  is  approximately  equal  to  the  flux  through  the 
cylinder.  As  the  ratio  of  the  length  of  the  cylinder  to  its  diam- 
eter approaches  infinity,  the  ratio  of  the  pole  strength  of  either 
end  to  the  electric  flux  through  the  cylinder  approaches  unity 
indefinitely.  In  the  limit  we  have  an  ellipsoid  of  revolution 
about  an  infinite  axis  parallel  to  the  internal  displacement.  Thus 
the  greater  the  ratio  of  the  axis  parallel  to  the  electrisation  to 
the  other  axes,  the  more  nearly  does  the  pole  strength  equal  the 
electric  flux  across  a  pole  or  through  the  electret 

It  is  clear  that  if  an  electret  is  brought  into  the  field  of  an 
electric  charge  or  another  electret,  the  distribution  as  well  as  the 
strength  of  each  of  the  electret's  poles  (or  each  of  the  poles  of 
both  electrets)  will,  in  general,  be  altered. 

Moreover,  if  the  medium  surrounding  an  electret  is  replaced, 
in  whole  or  in  part,  by  a  medium  of  diflerent  permittivity,  the 
flux  through  the  electret,  and  therefore  the  fictitious  charges  or 
pole-strengths,  will  increase  or  decrease,  as  well  as  change  in 
distribution,  according  as  the  pennittivity  of  the  new  medium  is 
greater  or  less  than  that  of  the  old  medium.  For  the  displace- 
ment, internal  and  external,  is  maintained  by  the  intrinsic  forces 
within  the  electret,  which  remain  constant  or  appreciably  con- 
stant during  the  change,  independently  of  the  surrounding  me- 
dium, and  must  produce  a  greater  or  less  flux  the  greater  or 
less  the  permittivity.  An  increase  of  the  same  kind,  and  greater 
in  extent,  occurs  when  the  external  field  is  destroyed,  the  sur- 
rounding medium  being  made  conducting  (or  the  permittivi^ 
infinite). 

The  energy  of  the  electret's  field  may  be  divided  into  two 
parts,  the  energy  within  the  electret,  mostly  energy  of  intrinsic 
displacement,  and  the  energy  of  the  external  medium.  It  is 
clear  that  the  greater  the  ratio  of  the  intrinsic  energy  of  the 
electret  to  the  energy  of  its  external  field,  the  less  will  the  elec- 
trisation of  the  electret  be  aflected,  either  tn  distribution  or  in 
amount,  by  changes  in  this  external  field  (resulting  from  changtiS 
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in  the  medium) ;  also  the  greater  the  ratio  of  the  energy  density 
of  the  intrinsic  electrisation  to  the  energy  density  of  the  external 
field,  the  less  will  the  electret  be  affected  by  the  introduction  of 
other  electrets  or  chaises. 

Consider  now  the  ideal  case  of  a  cylindrical  electret  of  very 
small  cross-section  and  great  length  uniformly  electrised  in  the 
direction  of  its  length,  except  within  very  small  regions  close  to 
its  ends  in  which  the  flux  diverges  or  converges.  The  poles  are 
approximately  concentrated  at  the  ends  of  the  electret,  and,  ex- 
cept within  the  very  small  volume  occupied  by  the  electret  itself, 
the  electric  field  is  similar  to  the  field  surrounding  two  electric 
chaises  approximately  concentrated  at  a  distance  apart  equal 
to  the  length  of  the  electret.  If  the  length  of  the  electret  is 
very  great,  the  external  field  around  each  pole  is  practically 
radial. 

Since  the  enei^  density  at  any  point  of  the  surrounding 
medium  is  proportional  to  the  square  of  the  intensity,  and  since 
the  intensity  is  inversely  proportional  to  the  square  of  the  dis- 
tance from  a  pole  (provided  the  distance  is  small  in  comparison 
with  the  length  of  the  electret),  the  energy  of  the  external  me- 
dium is  confined  almost  wholly  to  small  regions  surrounding  the 
two  poles.  If  the  length  of  the  electret  is  increased  while  the 
intensity  of  its  electrisation  is  kept  constant,  the  external  energy 
will  therefore  remain  very  nearly  constant. 

The  energy  of  the  uniform  intrinsic  electrisation,  howe\'er,  is 
proportional  to  the  length  of  the  electret  for  a  given  value  of  the 
internal  electrisation  or  displacement 

Hence  by  increasing  the  length  of  the  electret,  and  keeping 
the  flux  and  therefore  the  pole  strengths  constant,  the  ratio  of 
the  energy  of  the  intrinsic  electrisation  to  that  of  the  external 
medium  may  be  greatly  increased. 

Hence  such  an  (ideal)  long  slender  longitudinally  electrised 
electret,  if  made  of  a  substance  with  intrinsic  enei^  density  very 
great  for  a  given  intensity  of  electrisation  (which  would  be  called 
an  electrically  hard  substance),  would  be  approximately  a  per- 
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jHaneiit  electret,  its  internal  energy,  electric  flux,  poles,  and  pole 
strengths,  being  practically  independent  of  the  external  field  (un- 
less the  external  field  should  be  destroyed,  when,  although  the 
internal  enei^y  and  flux  would  remain  sensibly  constant,  the  pole 
strengths  would  be  reduced  to  zero). 

The  force  between  such  a  pole  (concentrated)  and  an  extremely- 
small  body  with  (concentrated)  charge  q  distant  L  therefrom 
would  be 

F=q^l4vcL*  (35) 

where  /  is  the  pole  strength  and  is  constant  (at  a  given  tempera- 
ture), and  c  is-  the  permittivity  of  the  surrounding  medium. 

Since  the  volume  of  the  electret  is  n^ligible,  and  the  flux  from 
each  pole  in  the  external  medium  radial,  the  reaction  between  the 
two  fields  and  therefore  the  force  between  the  pole  and  the 
charged  body  must  be  the  same  as  the  force  between  a  very 
small  body  with  concentrated  true  charge  equal  to  11,  the  flux 
through  the  electret,  and  the  small  body  with  concentrated 
charge  q.     That  is, 

F=  qlij^trcL*  (26) 

On  comparing  (26)  with  (25),  we  see  that 

?'  -  n  (27) 

or,  the  flux  through  an  (ideal)  extremely  slender  longitudinally 
electrised  electret  of  great  length  is  equal  (strictly,  sensibly 
equal)  to  the  ficdtious  charge,  or  pole  strength,  at  either  end. 

It  is  clear  from  what  precedes  that  any  of  the  electric  fields 
described  in  preceding  chapters  would  remain  sensibly  unaltered 
if  each  concentrated  true  charge  were  replaced  by  the  concen- 
trated pole  of  an  (idea!)  pennanent  electret  of  very  great  length 
and  negligible  cross-section,  and  with  pole  strength  or  longitudi- 
nal flux  equal  to  the  charge  replaced. 
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CHAPTER  VII. 

SPECIFIC  INDUCTIVE  CAPACITY.     THE  COMPARISON  OF 
PERMITTIVITIES. 

1.  Bpeciflo  Indnotivfl  Capaoity.  The  specific  inductive  capacity 
of  a  substance  is  defined  a9  the  ratio  of  its  permittivity  to  the 
permittivity  of  the  standard  medium.  If,  as  in  this  book,  free 
aether  is  chosen  as  the  standard  medium,  the  specific  inductive 
capacity  of  a  dielectric  is  numerically  equal  to  its  permittivity 
(measured  in  the  electrostatic  systems  of  units,  XIV.),  since  c^ 
=  1  (in  the  electrostatic  systems). 

The  Comparison  of  FermittiTities,  or  the  Determination  of  Spe- 
cific IndnotlTe  Capacity.  Four  general  methods  of  comparing 
permittivities  will  be  considered  here : 

I.  The  permittance  of  a  dielectric  bounded  by  a  fixed  system 
of  conductors  is  proportional  to  its  permittivity.  Hence  if  the 
whole  field  is  filled  in  succession  with  two  dielectrics,  and  the 
two  capacities  compared  experimentally,  the  ratio  of  the  permit- 
tivities will  be  known.  If  the  condenser  contains  two  different 
dielectrics  at  the  same  time  in  one  of  the  experiments,  the  method 
may  still  be  used  in  certain  simple  cases,  with  little  modification. 
See  U  ;  and  8,  IV. 

II.  The  forcive  between  two  given  conductors  is  proportional 
to  the  permittivity  of  the  dielectric  filling  the  field  if  the  voltage 
is  kept  constant,  and  inversely  proportional  to  the  permittivity 
if  the  charges  are  kept  constant.  Hence  by  keeping  the  voltage 
constant  and  comparing  the  forcives  when  the  field  is  filled  with 
two  dielectrics  in  succession  the  ratio  of  the  permittivities  may 
be  determined.  The  comparison  by  means  of  constant  chaises 
is  in  general  impracticable.     When  the  field  contains  two  dielec- 
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tries  at  the  same  time,  as  in  §  7,  IV.,  the  method  is  still  appli- 
cable, with  slight  modification,  in  certain  simple  cases.     See  §  2, 

in.  The  fordve  upon  a  dielectric  of  pertnittivity  c,  bounding, 
or  surrounded  by,  another  dielectric  of  permittivity  ir,,  in  an 
electric  field  depends  upon  the  ratio  of  <-,  to  <-,.  Thus  by  meas- 
uring A  in  §  II,  IV.,  cjc^  may  be  determined.  Two  methods 
based  upon  this  principle,  one  for  liquids,  and  the  other  for  solids 
(or  fluids  contained  in  3  vessel  made  of  a  solid  dielectric  of 
known  permittivity),  are  described  in  §§  3  and  4. 

IV,  When  lines  of  displacement  are  refracted  in  passing  from 
one  dielectric  to  another,  tan  5^tan  6^  ~  cjc^.  Hence  by  measur- 
ing 5,  and  5j,  the  ratio  c^jc^  may  be  determined.  This  method  is 
discussed  in  §  5, 

From  §§  1-2,  VI.,  it  is  clear  that  the  permittivity  ( if  defined 
as  DIE)  of  most  dielectrics  depends  to  a  greater  or  less  extent 
upon  the  time  of  electrisation,  being  greater  the  greater  the 
time,  up  to  a  certain  limit,  and  on  the  previous  history  of  the 
dielectric  {cf.  the  curve  in  Fig.  66),  except  for  slow  processes. 

From  §§  2-5,  v.,  it  follows  that  the  permittivity  depends  to 
some  extent  upon  the  stresses  in  the  dielectric,  which  may  be 
produced  wholly  by  electrical  causes,  unless  the  coefficients  there 
defined  vanish, 

2.  Hethod  n.  With  the  Uaadrant  Electrometer.  Since  .^,  g  5, 
III.,  is  proportional  to  c,  6  is  also  proportional  to  c  for  given 
values  of  J^,  V^  and  I^^-  Hence  by  submerging  the  quadrants  in 
two  dielectrics  of  permittivities  r,  and  r,  successively  Mid  measur- 
ing the  resulting  deflections  for  the  same  voltages,  we  have 

'A-V,  (0 

With  the  Eelvin  Abaolate  Electrometer  or  the  Biobat  and  Blond- 
lot  Electrometer  In  the  same  way,  by  submerging  the  conduc- 
tors of  either  of  these  electrometers  in  two  dielectrics  in  succes- 
sion and  measuring  the  corresponding  values  of  F,  g  4,  III.,  we 
have,  for  constant  voltages, 

c^c,  =  FJF,  (2) 
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In  the  case  of  the  Kelvin  electrometer  the  force  may  be  kept 
the  same  in  the  two  experiments  and  the  comparison  made  by 
altering  d.  In  this  case,  if  </,  and  d^  denote  the  values  of  d  when 
the  first  and  second  dielectrics  are  in  the  field 

',!',- dild!  (3) 

By  (25),  IV.  and  (3),  III.  the  Kelvin  electrometer  may  also  be 
used  when  one  of  the  dielectrics  is  in  the  form  of  a  plane  slab  of 
a  given  thickness  d^<id).  The  equations  corresponding  to  (4), 
III.  and  (s),  III,  are  easily  developed  for  this  case. 

When  any  one  of  these  instruments  is  used  idiostatically, 
alternating  as  well  as  unidirectional  voltages  may  be  applied, 
and  the  permittivity  thus  determined  when  the  time  of  electrisa- 
tion  is  very  short. 

3.  Xethod  m.  Qnlnoke'i  Hethod  for  Liqaidt.  Fig.  68  is  a 
diagram  of  the  apparatus.  A  and  B  are  the  conductors  of  a 
parallel  plate  condenser  separated  by  a  distance  d  very  small  in 
comparison  with  their  breadth  and  length,  and  immersed  in  a 
liquid  D  whose  permittivity,  f^^  is  to  be  compared  with  that  of  a 


FiE-  es. 
gaseous  dielectric,  as  dry  air,  of  permittivity  Cy  A  tube  E  com- 
municates through  a  small  opening  in  A  near  its  center  with  the 
region  between  the  two  plates.  This  tube  is  continuous  with  a 
manometer  tube  ^and  communicates  with  a  bulb  containing  drj* 
air  by  the  stop-cock  G.  The  manometer  tube  contains  a  liquid 
of  density  p.     Its  cross-section  will  be  denoted  by  A, 

In  performing  an  experiment  a  wide  flat  air  bubble  C  is  first 
formed  between  the  plates  by  opening  G  and  pressing  the  air 
bulb.     G  is  then  closed,  and  the  difference  of  level  between  the 
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two  liquid  surfaces  ia  f  is  read.  If  this  diflerence  of  level  is 
denoted  by  A*,  and  if  the  acceleration  of  gravity  is  denoted  by  g; 
the  excess  of  the  pressure  in  C{d.ue  to  the  hydrostatic  pressure 
of  the  liquid  D  and  the  capillary  pressure  inward  at  the  edges  of 
the  air  bubble)  over  the  atmospheric  pressure  is  k'Afg.  The 
condenser  is  now  charged  to  a  voltage  V.  The  electric  intensity 
between  the  plates  is  uniform,  except  near  their  edges  and  near 
the  edges  of  the  bubble,  and  equal  to  £"=>  Vld.  The  electric 
pressure  (1 41, 1.)  within  the  uniform  part  of  the  field  of  the  dielec- 
tric D  is  \c^*,  while  the  electric  pressure  within  the  uniform 
part  of  the  field  of  the  air  bubble  C  is  \c-fi^.  Hence,  if  c^  is 
greater  than  r,,  the  bubble  will  contract  until  sufficient  air  has 
been  forced  out  into  the  manometer  tube  to  increase  the  differ- 
ence of  level  by  h,  and  the  gaseous  pressure  by  kAfg,  where 

hApg  —  \cfi*  —  \cfi* 

when  there  will  again  be  equilibrium.  Hence  by  observing  h, 
A,  f,g,  and  E^  Vjd,c^  —  c^  maybe  obtained  from  the  equation 

c^-c,-  2hApglE^  ~  2kApgd*j  V*  (4) 

In  what  precedes  we  have  assumed  the  capillary  pressure  of 
the  bubble  and  the  hydrostatic  pressure  df  the  liquid  D,  as  well 
as  the  total  volume  of  the  air,  to  remain  constant  throughout  the 
experiment.  We  have  also  assumed  the  slight  alterations  of 
gaseous  and  liquid  pressures  occurring  during  the  experiment  to 
bring  about  no  alterations  of  the  permittivities.  The  fact  that 
these  conditions  are  not  exactly  fulfilled  will  evidently  introduce 
no  sensible  error. 

{4)  Can  be  deduced  also  by  the  method  of  §  55,  I.,  from 
energy  considerations. 

4.  Kethod  III.  for  Solid  Di«leetrioi.  We  shall  consider  only 
the  simplest  case,  when  the  dielectric  is  in  the  form  of  a  plane 
slab.  Fig.  69  is  a  diagram  of  the  apparatus.  A  and  B  are  the 
two  conductors  of  a  parallel  plate  condenser  separated  by  a  dis- 
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tance  d  small  in  comparison  with  their  length  and  breadth.  C  is 
a  plane  slab  of  the  dielectric,  of  permittivity  c,,  hanging  in  air,  of 
permittivity  c„  with  its  sides  parallel  to  A  and  B,  from  the  arm  of 
a  balance  D.  The  thickness  of  the  slab  will  be  denoted  by  d^ 
and  its  width  (perpendicular  to  the  plane  of  the  paper)  by  L. 

C  is  first  balanced  by  adding  we^hts  to 
the  scale  pan  of  D  while  A  and  B  are  at 
the  same  potential.  A  and  B  are  then 
charged  to  a  voltage  V.  This  will  produce 
a  straight  field  between  A  and  B.  except 
near  their  edges  and  near  the  edges  of  the 
slab  C,  and  will  disturb  the  equilibrium. 
Equilibrium  is  then  restored  by  adding 
weights  to  the  scale  pan  if  c,  is  greater 
T  than   <r,,   or  by   removing   weights   there- 

*  from  if  c,  is  less  than  Cj,  as  follows  from 

§§  7  and  10,  IV.,  or  from  §  7,  IV.,  and 
§55,  I.  Let  F  denote  the  downward  force 
upon  C  due  to  the  charging  of  the  con- 
denser. F  can  be  found  at  once  by  the 
method  used  in  §  3,  or  can  be  determined  as  follows  by  the 
method  of  §  55,  I. 

Imagine  C  to  suffer  an  infinitesimal  displacement  dx  downward 
from  its  equilibrium  position.  This  will  increase  the  cross-section 
of  the  uniform  part  of  the  field  through  C  and  air  by  Ldx,  and 
will  diminish  the  cross-section  of  the  uniform  part  of  the  field 
passing  through  air  only  by  the  same  quantity.  The  energy  of 
the  weak  field  outside  the  condenser  and  that  of  the  non-uniform 
field  near  the  edges  will  remain  sensibly  constant,  and  the  non- 
uniform field  at  the  edges  of  C  will  move  unaltered  with  C. 
Hence  the  only  appreciable  change  in  the  energy  of  the  field  is 
that  due  to  the  fact  that  the  cross-section  of  the  uniform  field 
with  two  dielectrics  has  increased  by  Ldx,  while  that  of  the  uni- 
form field  through  Jur  only  has  decreased  by  the  same  quantity. 
Hence  the  total  increase  in  energy  is  sensibly 
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-  i'l  n^.  -  '^M'l  {dw  -  h  -  '.yj )  -  Fdx 

Hence 

F-  dWldx  -  Lc,(t,  -  .,)  V'l{  2d[c^  -  {c,  -  ,,)dj )     (5) 

When  L,  ^„  F,  V,  d,  and  </,  are  known,  f,  can  be  determined 
from  this  equation. 

In  obtaining  this  result  we  have  assumed  the  field  uniform 
throughout  the  whole  length  L,  except  near  the  lower  and  upper 
edges  of  the  slab.  To  make  the  error  arising  from  the  non-fulfil- 
ment of  condition  n^ligible  L  must  be  great  in  comparison  with  d. 

S.  The  Method  of  Refraotion  of  Linei  of  Diaplaeement  (Perot, 
Comptts  Rendus,  113,  p.  415,  1891.)     To  compare  two  permit- 


tivities by  this  method  it  is  necessary,  as  in  §§  3  and  4,  that  one 
of  the  dielectrics  be  a  fluid,  as  air.  The  principle  of  the  method 
may  be  developed  as  follows. 
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Let  a  large  triangular  prism  A,  Fig.  70,  of  permittivity  r,  and 
with  angle  a  be  placed  with  one  of  its  plane  sides  in  contact, 
or  otherwise  parallel,  with  a  lai^e  metallic  plane  B\  and  let 
another  large  metallic  plane  C,  separated  from  A  (or  A  and  the 
other  conductor)  by  a  fluid  dielectric  D,  as  air,  of  permittivity  r„ 
be  arranged  so  that  the  angle  j9  between  C  and  the  nearer  face 
of  A  can  be  varied  and  measured.  If  B  and  C  are  charged  to  a 
voltage  V,  the  electric  field  will  not,  in  general,  be  uniform  either 
in  ^  or  in  D.  The  approximate  field  when  B  and  C  are  parallel 
is  shown  in  Fig.  71.  But  evidently  there  will  always  be  a  cer- 
tain value  of  /3  for  which  the  field  in  A  and  also  the  field  in  D 
will  be  uniform,  except  near  the  edges,  as  shown  in  Fig.  70.  In 
this  case  ^,  —  a  and  5,  —  ^  (§  2,  IV.).     Hence 

r,/.rj=  tan^/tan  a  (6) 

To  find  this  position,  a  very  thin  metal  plate  E  is  so  attached 
to  fine  insulating  threads  FF  as  to  be  movable  with  its  plant 
parallel  to  C  only.  If  the  field  in  D  is  uniform,  this  motion  will 
not  disturb  the  voltage  between  the  plates  ;  otherwise  the  voltage 
will  be  altered.  To  make  the  test,  then,  C  is  connected  to  earth 
(the  walls  of  the  room)  while  B  is  charged  to  potential  I'' (poten- 
tial of  earth  —  o).  Then  the  condenser  is  insulated  and  C  is 
connected  with  the  electrode  of  an  electrometer,  the  other  pole 
of  which  is  to  earth.  Then  E  is  displaced  while  kept  parallel  to 
C.  If  the  electrometer  still  indicates  that  the  potential  of  Cis 
zero,  the  field  in  D,  as  well  as  that  in  A,  is  uniform.  If  not,  a 
second  adjustment  of  ^  must  be  made,  and  tests  and  adjustments 
repeated  until  the  potential  of  C  remains  zero,  or  until  the  dis- 
turbance of  its  potential  is  a  minimum,  when  E  is  displaced. 
Then  c^jc^  can  be  determined  from  (6). 

The  close  agreement  between  the  values  of  c^  /r,  found  by  this 
method  and  the  same  ratio  determined  by  other  methods  serves 
to  verify  the  correctness  of  (3),  IV.,  on  which  the  method  is  based. 
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CHAPTER  VIII. 
THE  ELECTRIC  CURRENT.     THE  CONDUCTION  CURRENT. 

1.  Tbe  Conveotion  Corrent.  If  a  small  light  conductor,  such 
as  a  gilded  pith  ball,  is  suspended  by  a  long  insulating  thread 
between  the  vertical  plates  A  and  5  of  a  charged  parallel  plate 
condenser,  it  will  fly  back  and  forth  between  the  plates  carrying 
opposite  charges  in  opposite  directions  and  gradually  discharging 
the  condenser. 

The  rate  dqjtit  at  which  positive  chaise  is  carried  from  Ato  B, 
or  the  rate  dfjdi  at  which  negative  charge  is  carried  from  B  to  A, 
or  the  sum  of  the  two  rates,  dgjdt  +  dgjdt,  if  both  processes 
occur  simultaneously  (as  would  be  the  case  if  several  pith  balls 
were  present),  is  called  the  electric  convection  current  from  A  to  B, 
and  will  be  denoted  by  /,.     That  is, 

/_  _  dqjdt  +  dqjdt  -  dqjdt  (i) 

Strictly,  the  convection  current  is  limited  to  the  space  actually 
occupied  by  the  moving  charge  or  charges. 

If  the  electric  volume  density  of  the  positive  charge  in  the 
element  of  volume  at  a  given  point  is  /»„  and  the  density  of  the 
negative  charge  in  the  element  p^  (the  element  containing,  in 
general,  both  positive  and  negative  charges),  and  if  the  velocity 
of  the  positive  chaise  is  u,  and  that  of  the  negative  charge  in 
the  opposite  direction «,,  then  the  convection  current  per  unit 
area  across  a  surface  normal  to  u,  in  the  element  of  volume,  or 
the  eiectric  convection  current  density  in  the  element,  is 

C  -  d^i  +  P^i  (2) 

in  the  direction  of  u,. 
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2.  Th«  Sieleotrio  Omreiit.  If  the  electric  flux  11  across  a 
surface  is  increaang  at  the  rate  dUjdt,  there  is  said  to  be  a  dieUc- 
tric  current  or  an  electric  displacement  current  through  the  surface 
equal  to 

i,  =  d-aidt  (3) 

If  the  displacement  D  at  any  point  is  changing  at  the  rate 
dDjdl,  the  dielectric  current  density  at  the  point  is 

i^^dDjdt  (4) 

which  is  evidently  a  vector  with  the  direction  of  dD. 

According  to  our  mechanical  conception,  §  14,  I.,  the  dielec- 
tric current  in  free  sether  or  material  insulators  would  be  a  con- 
vection current  of  asther  cells  or  corpuscles. 

Convection  and  dielectric  currents  will  be  more  fully  discussed 
in  a  later  chapter  (XV.).  The  remainder  of  this  chapter  will  be 
devoted  principally  to  the  conduction  current 

3.  The  Oondnotioii  Current.  If  two  condenser  plates  A  and  B 
with  positive  and  negative  charges,  respectively,  are  connected 
by  a  wire  M,  the  electric  field  will  disappear  by  the  process  de- 
scribed in  §  42,  I.  During  this  process  there  is  an  electromo- 
tive force  along  and  through  the  wire  in  the  direction  AMB,  and 
the  wire  is  traversed  in  part  by  positive  charges  in  the  direction 
AMB  and  in  part  by  negative  charges  in  the  opposite  direction 
BMA.  The  wire  is  said  to  be  traversed  by  a  conduction  current. 
As  we  shall  see  later  (IX.,  §  15)  there  is  reason  to  believe  that 
the  conduction  current  consists,  in  the  general  case,  in  a  stream 
of  positively  electrified  particles  in  the  direction  of  the  e.m.f  and 
a  stream  of  negatively  electrified  particles  in  the  opposite  direc- 
tion across  every  section  of  the  conductor. 

We  shall  define  the  strength  of  the  conduction  current,  or  the 
condtiction  current,  /.,  across  any  section  of  the  conductor  as  the 
rate  at  which  electric  charge  is  transferred  across  that  section ; 
and  we  shall  define  the  direction  of  the  current  across  the  sec- 
tion as  the  direction  in  which  the  positive  charge  is  carried  across 
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the  section,  or  the  direction  opposite  to  that  in  which  the  nega- 
tive charge  is  carried.  If  both  positive  and  negative  charges  are 
simultaneously  crossing  a  given  section  in  opposite  directions, 
and  if  dq^  and  dg^  are  the  magnitudes  of  the  positive  and  nega- 
tive chaises  carried  across  in  the  time  dt,  the  conduction  current 
across  the  section  is 

/^  =  dqjdt  =  dgjdt  +  dqjdt  (5) 

in  the  direction  of  transfer  of  the  positive  charge. 

When  the  charges  or  the  induction  in  (i),  (3),  or  (5)  are  ex- 
pressed in  RES  units  and  the  time  in  seconds,  the  electric  current 
is  said  to  be  expressed  in  the  RES  unit  current. 

A  method  of  measuring  the  electric  conduction  current  based 
on  the  above  definitions  is  described  in  §  3,  IX. 

In  the  case  of  an  ordinary  condenser  system  the  phenomenon 
of  discharge,  or  the  electric  current,  lasts  only  a  small  fraction 
of  a  second.  In  a  variety  of  ways  this  time  may  be  increased ; 
and  if  the  ends  of  the  wire  M,  instead  of  being  connected  to  the 
plates  of  a  condenser,  are  joined  to  the  terminals  of  a  voltaic 
cell,  or  other  agent  capable  of  maintaining  the  voltage  between 
its  ends  constant,  transient  effects  similar  to  those  described  in 
§  42, 1.,  will  at  first  occur,  but  a  steady  or  unchanging  state  will 
soon  set  in. 

4.  The  Condnotioo  Comiit  Benxitj.  If  a  small  plane  area  dS 
is  imagined  within  the  substance  of  a  conductor  carrying  a  cur- 
rent, it  is  obvious  that  the  quantity  of  electric  charge  crossing 
dS  per  second  will  be  different  when  dS  is  turned  in  different 
directions,  and  will  be  a  maximum  when  the  normal  to  dS  points 
in  the  actual  direction  of  transfer  of  chaise  at  the  point.  The 
ratio  of  the  current  <//,  crossing  the  area  dS,  with  its  normal 
turned  in  this  direction,  to  the  area  dS,  is  a  vector  called  the 
electric  conduction  current  density  at  the  point  considered,  and  will 
be  denoted  by  /' .     Thus 

i^-dlJdS  (6) 

If  for  the  subscript  c  we  substitute  <v  or  d,  (6)  will  define  the 
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convection  or  displacement  current  density  in  terms  of  the  con- 
vection or  displacement  current  consistently  with  §§  i  and  2. 

5.  Eirehhoff'f  Lav  I.  When  an  electric  conduction  current  is 
steady,  it  flows  in  a  closed  circuit  and  has  the  same  value  at 
every  section  of  the  conductor  which  carries  it.  For  if  the  cir- 
cuit were  not  closed,  or  if  the  current  across  any  two  sections 
were  not  the  same,  a  positive  or  negative  electric  chaise  would 
continually  accumulate  at  either  end  or  in  the  region  between 
the  two  sections,  and  the  state  would  therefore  not  be  steady. 

This  proposition  will  be  extended  to  the  general  electric  cur- 
rent in  §  8,  Chapter  XV. 

An  obvious  (but  very  incomplete)  mechanical  analogue  of  the 
steady  conduction  current  is  the  flow  of  an  incompressible  liquid 
through  an  endless  pipe. 

KtrchhofTs  law  I.,  applied  to  the  unit  volume  of  a  conductor 
carrying  a  steady  current,  may  be  written 

div  i^  =  conv  t^  =  o  (7) 

since  the  current  entering  any  element  of  volume  across  one  part 
of  its  surface  is  equal  to  the  current  leaving  the  element  across 
the  rest  of  the  surface. 

Btresm-tabea  and  8tnRm-lin«a.  From  (6)  and  (7)  it  is  now 
evident  that  a  steady  current  within  a  conductor  may  be  mapped 
out  by  a  system  of  lines  and  tubes  analogous  to  Unes  and  tubes 
of  intensity,  etc.  These  tubes  and  lines  are  called  stream-tubes 
and  stream-lines,  or  lines  and  lubes  of  current  or  Jlow.  The  cur- 
rent density  at  any  point  has  the  direction  of  the  line  of  flow 
through  that  point ;  and  the  strength  of  the  current  across  every 
section  of  a  given  tube  is  the  same  and  equal  to  ji^dS  over  a 
diaphragm  .S  normal  to  the  stream  lines, 
,  In  what  follows  we  shall  drop  the  subscript  c  and  denote  the 
conduction  current  and  current  density  by  /  and  i. 

8.  Electrode*.  Two  equipotential  surfaces  across  one  of  which 
the  current  enters  a  conductor  and  across  the  other  of  which  the 
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current  leaves  the  conductor  are  called  the  electrodes  of  the  con- 
ductor. The  electrode  by  which  the  current  enters  the  con- 
ductor is  called  the  anode,  and  that  by  which  the  current  leaves 
is  called  the  kathode. 

7.  Ohm'a  Lav  for  a  Steady  Current  in  a  Homoffeneona  laotropio 
Condnotor  at  Unifbrm  Temperatore.  Along  a  homogeneous  iso- 
tropic conductor  at  unirorm  temperature  throughout,  let  a  steady 
current  /  flow,  and  let  the  corresponding  voltage  between  two 
electrodes  in  or  terminating  the  conductor  be  denoted  by  V^^. 
Then,  as  a  result  of  experiment,  it  may  be  stated  that,  if  the 
voltage  or  current  is  varied  while  the  temperature  is  kept  con- 
stant (and  in  some  substances  at  least  certain  other  physical  con- 
ditions), the  current  /  is  proportional  to  the  voltage  V^^    That  is, 

I~KF„~yjR  (8) 

The  proportionality  factor  JC  is  called  the  conductance  of  the  por- 
tion of  the  conductor  between  the  given  electrodes,  and  its  recip- 
rocal, R=  I  j  K,  the  resistance  of  the  conductor.  The  quanti- 
ties on  which  R  and  K  depend  will  be  discussed  below. 

Definitions  of  the  RES  unit  conductance  and  resistance  follow 
in  the  usual  manner  from  the  above  equations.  Thus  when  / 
and  FJ,  are  expressed  in  RES  units,  the  conductance  and  resis- 
tance also  are  said  to  be  expressed  in  RES  units. 

(8)  expresses  the  integral  form  of  Ohm's  law  for  homogeneous 
isotropic  conductors.  The  expression  of  the  law  for  non-homo- 
geneous circuits,  etc.,  will  be  developed  in  following  articles. 

8.  Coodnctance  and  Beiiitanoe  of  a  Syitem  of  Condvotors 
Connected  la  Multiple.  If  the  electrodes  of  any  number,  n,  of 
conductors  are  joined  together  so  that  the  anodes  form  a  com- 
mon anode  and  the  kathodes  a  common  kathode,  the  conductors 
are  said  to  be  connected  in  multiple.  Let  K^,  K^,  ■■■,K_^ and  R^, 
R^,  •■■,R^ denote  the  individual  conductances  and  resistances  of 
the  conductors,  /,,  /j.  ■  ■  ■ ,  /,  the  individual  currents,  and  /  the 
total  current  through  all  the  conductors,  when  the  voltage  be- 
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tween  the  electrodes  is  V^~  Vy     Then  the  conductance  of  the 
system  is 

^  =//  f„  =  (/,  +  /,  +  ...  +  /,)/ 1\, 

=  K,  +  K,+  ...  +  Isr^  (9) 

and  the  resistance  of  the  system  is 

j?_i//C=  i/(JC,  +  K,+  ---  +  KJ 

9.  Conduotance  uid  BealitauM  of  &  Syitem  of  Condufiton  Con- 
nected in  Seriei.  If  any  number,  n,  of  conductors  is  connected 
up  end  to  end  in  such  a  manner  that  each  surface  of  contact  be- 
tween two  conductors  is  an  equipotential  for  both  and  coincident 
with  the  original  electrodes  of  the  conductors  when  separate,  the 
conductors  are  said  to  be  connected  in  series.  Let  V^  and  f^,, 
^iv  '" '  '^■-Dii  *^^not^  the  voltage  between  the  terminal  elec- 
trodes and  the  voltages  between  the  ends  of  the  successive  con- 
ductors, and  let  /  denote  the  current  along  all  the  conductors. 
Then  the  conductance  of  the  system  is, 

JC^//V^~if{ VJ/  +  VJ!  +  . . .  +  V,^_,JI) 

=  if{i/K,+  ifK,+  ..-  +  i{/C;)  (II) 

and  its  resistance  is 

Ji=  \lK~R,  +  R^Jr--  +  R,  (12) 

10.  The  Cylindrical  Honu^eneooa  Iiotropio  Condnotor.  Beriit- 
ivity  and  OondnotiTlty.  Suppose  n  precisely  ^milar  right  cylin- 
drical conductors  joined  in  multiple  with  their  ends  as  common 
anode  and  kathode,  thus  making  a  cylindrical  conductor  of  n 
times  the  cross-section  of  each  of  the  original  conductors.  If 
^1,  and  K^  denote  the  resistance  and  conductance  of  each  cylin- 
der separately,  and  R  and  K  the  resistance  and  conductance  of 
the  system  of  n  conductors  in  multiple,  that  is,  of  a  cylinder  of 
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H  times  the  cross-section  with  its  ends  as  electrodes,  it  follows 
from  (g)  and  (lo)  that 

K~  nK^     and     ^  -  >?„/«  (13) 

Thus  the  resistance  of  a  cylindrical  conductor  of  constant 
length  with  its  ends  as  electrodes  is  inversely  proportional  to  its 
cross-section,  or  its  conductance  ts  directly  proportional  to  its 
cross-section. 

Suppose  the  »  conductors  connected  up  in  series,  thus  making 
a  cylindrical  conductor  of  the  original  cross-section,  but  of  n 
times  the  original  length.  If  R  denotes  the  resistance  of  the 
system  and  ^its  conductance,  (1 1)  and  (12)  give 

K=^KJn    and    R-^nR^  (14) 

Thus  the  resistance  of  a  cylindrical  conductor  with  its  ends  as 
electrodes  is  proportional  to  its  length,  or  its  conductance  is 
inversely  proportional  to  its  length. 

Putting  the  two  above  results  together,  we  see  that  the  resist- 
ance R  oi  a.  cylindrical  conductor  with  its  ends  as  electrodes  is 
proportional  to  its  length  and  inversely  proportional  to  its  cross- 
section,  or  that  its  conductance  K  is  inversely  proportional  to  its 
length  and  directly  proportional  to  its  cross-section.  That  is,  if 
L  denotes  the  length  of  the  cylinder  and  A  its  cross-section, 

K=kAjL    or    R—rLjA  (15a) 

where  r  and  k  are  constants  depending  on  the  chemical  constitu- 
tion of  the  conductor  and  its  physical  condition,  r  is  called  the 
specific  resistance  or  resistrdiy  of  the  substance,  and  i,  its  recipro- 
cal, is  called  the  conductivity  of  the  substance.  (15)  may  be 
written 

r=RAjL     or     k  =  KLjA  (15*) 

When  R  and  K  are  expressed  in  RES  units  and  A  and  L  in 
cg.s.  units,  r  and  k  are  said  to  be  expressed  in  the  RES  units 
resistivity  and  combtctivity.     r  is  equal,  in  magnitude,  to  the  re- 
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sistance  of  a  cube  of  the  substance  with  unit  edge  when  two 
opposite  faces  are  electrodes. 

11.  Differential  Form  of  Ohm's  Lav.  From  the  preceding  arti- 
cle and  the  principle  of  symmetry  it  follows  that  in  the  case 
there  considered  the  electric  equipotential  surfaces  in  tke  conduc- 
tor are  parallel  to  the  electrodes,  and  the  electric  intensity  E  uni- 
form and  parallel  to  the  length  of  the  conductor. 

From  the  same  article  it  also  follows  that  the  current  density 
is  uniform  throughout  the  conductor,  and  the  lines  of  flow  paral- 
lel to  the  length  of  the  cylinder,  and  therefore  coincident  with 
the  lines  of  intensity. 

Hence  we  may  substitute  in  (8)  for  V^^  its  equal  EL,  for  /its 
equal  Ai,  and  for  A"  its  equal  kAjL;  then  Ai  =  kA/LEL,  or 

i=kE=Elr  (16) 

In  the  case  considered  therefore  the  current  density  has  the 
same  direction  as  the  electric  intensity,  and  is  proportional  to  it 
in  magnitude.  Since,  moreover,  any  conductor  carrying  a  steady 
current  may  be  divided  up  into  elementary  tubes  of  intensity  and 
by  equipotential  surfaces  infinitesimally  distant  apart,  and  since 
the  cylindrical  volume  within  one  of  these  tubes  between  two 
successive  equipotentials  is  in  exactly  the  same  state  as  any  tube 
of  the  cylinder  considered  above,  (16)  is  seen  to  hold  in  general 
whether  the  tubes  are  straight  or  not. 

Since  at  the  surface  of  a  conductor  the  current  density  is  tan- 
gential to  the  surface,  the  electric  intensity  within  the  conductor 
at  the  surface  is  also  tangential. 

12.  The  Electric  Field  of  the  Bteady  Condaotion  Carreat  Ex- 
cept as  stated  below,  the  electric  field  in  the  dielectric  surround- 
ing a  conducting  system  traversed  by  a  steady  electric  current 
has  all  the  properties  of  a  purely  static  field  connected  with  static 
charges  only.  The  tubes  of  displacement  terminate  at  the  sur- 
faces of  the  conductors  (if  homogeneous)  and  the  surface  charges 
at  their  ends  are  not  in  motion  and  take  no  part  in  the  conduction. 
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For  within  the  conductor  (supposed  homogeneous)  div  i  =•  div  A£ 
=s  k  <Sv  £^  o.  Hence  div  £'  —  o ;  and,  since  the  conductor  is 
homogeneous,  div  Z>  —  /»  must  also  be  zero,  whatever  the  relation 
of  Z>  to  £  may  be.  Hence  within  the  conductor  the  positive  and 
negative  charges  per  unit  volume  at  any  point  are  equal.  Thus 
no  tubes  from  the  dielectric  penetrate  into  the  conductor,  but  all 
end  at  its  surface.  That  the  external  field  is  static  and  that  the 
surface  chaises  take  no  part  in  the  conduction,  or  do  not  move, 
follow  from  the  consideration  that  the  field  surrounding  a  con- 
ducting system  traversed  by  a  steady  current  can  be  altered  in 
any  manner,  by  moving  the  circuit  or  by  bringing  up  charged 
bodies  insulated  from  it,  without  in  any  way  afTecting  the  (steady 
value  of  the)  current.  Also  the  surfaces  of  insulated  conductors 
placed  in  the  field  are  equipotential  surfaces  and  traversed  by  no 
currents ;  hence  the  tubes  ending  upon  them  (and  connected 
with  the  current-carrying  conductors)  are  not  in  motion.  The 
same  thing  follows  from  Ohm's  law,  the  resistance  of  a  con- 
ductor not  being  a  function  of  its  external  surface,  as  it  would 
be  if  the  surface  charges  took  part  in  conduction. 

The  conductor  itself,  as  shown  in  §  1 1,  also  contains  an  electric 
field  invariable  with  the  time.  Uttle  or  nothing  is  known  of  the 
electric  displacement  in  good  conductors  traversed  by  steady 
currents. 

The  electric  field  within  and  without  the  conductor  is  accom- 
panied by  a  magnetic  field  (XI.  and  XII.)  and  is  the  seat  of  the 
transfer  of  energy  (XVI.),  while  the  conductor  is  also  the  seat 
of  the  dissipation  of  energy  in  heat  (§  I  g). 

The  lines  of  intensity  within  the  conductor  are  tangential  at 
the  surface,  as  shown  in  §  1 1,  and  the  lines  of  intensity  in  the 
dielectric  do  not  meet  the  conducting  surfaces  normally. 

Let  E,  denote  the  electric  intensity  in  the  dielectric  just  out- 
side the  conductor  at  a  point  P  of  the  interface,  and  5,  the  angle 
made  by  £,  with  the  normal  to  the  surface  of  the  conductor ;  and 
let  E  denote  the  intensity  just  within  the  conductor  at  the  same 
point  of  the  interface.     E,  as  already  shown,  is  parallel  to  the 
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interface.  By  the  principle  of  the  conservation  of  energy  we 
may  show,  just  as  in  g  2,  IV.,  that  £,  and  E  are  in  the  same 
plane  nonnal  to  the  interface,  and  that 

£,  sin(9,  =  £  (i;) 

If  the  conductor  is  a  perfect  (imaginary)  conductor,  that  is,  if 
its  conductivity  is  infinite,  E=o,  since  otherwise  the  current 
would  be  infinite.  Hence  in  this  case  5,  —  o,  or  the  tubes  of 
displacement  in  the  dielectric  meet  the  surface  of  the  conductor 
normally. 

13.  The  LavB  of  Sofraotion  of  Streain-Iuies.  At  the  interface 
between  two  substances  of  different  conductivities  k^  and  *,  a 
stream-line  of  a  steady  current  is  refracted  in  such  a  manner  that 
the  incident  and  refracted  lines  are  in  the  same  plane  perpen- 
dicular to  the  interface,  and  that 

tan^,/tanfl,  =  ^,/*,  (i8) 

where  5,  and  Q^  denote  the  angles  made  with  the  normal  to  the 
interface  by  the  incident  and  refracted  portions  of  a  stream  line. 
For,  since  the  current  is  steady,  so   that  no  electric  charge 
accumulates  anywhere,  Kirchhoff's  law  I.  gives 

i,  cos  e,  =  jj  cos  5j  (19) 

and  the  principle  of  conservation  of  energy  gives 

£,  sin  ^,  =  £,  sin  tf,  (20) 

and  these  equations,  since  i=  kE,  give  (18)  on  division.  Cf. 
S  2,  IV. 

c  being  interchanged  for  k  and  i  for  D,  the  discussion  in  §  2, 
IV.,  and  the  description  in  following  articles  of  fields  in  two  or 
more  dielectrics  apply  to  the  fields  of  intensity  and  flow  in  con- 
ductors. It  must  always  be  remembered,  however,  that  one  of 
the  k'&  may  be  zero,  while  c  can  never  be  less  than  Cg  =  l ;  so 
that  *,/*!  may  be  zero  or  infinity  without  either  k^  or  ,f,'s  being 
infinite, 
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14.  Oenenl  Formnla  fbr  Conduotanee  and  Reaistaiuie.  Con- 
dnotasoe  and  Pennittance.     From  (8)  we  have 

K~\IR~IIV^^ 
while  (6)  gives 

I.fulS 

the  integration  being  taken  over  an  electrode,  or  over  the  portion 
within  the  conductor  of  any  equipotential  surface.     Moreover, 

V^,  =  f£dL 

along  a  line  of  intensity  or  flow  from  one  electrode  to  the  other. 
Hence 

K~  ilR  =  ItV^^  =  fkEdSljEdL^fkEdSjV^,    (21) 

By  comparing  (16)  and  (21)  with  (3)  and  (24),  Chapter  I.,  it 
will  be  seen  that  K  bears  the  same  relation  to  k  that  the  per- 
mittance 5  bears  to  the  permittivity  c.  Since  K=  jkEdSjV^^ 
while  5  »  IcEdSj  V^^  the  process  of  finding  the  conductance  of 
the  portion  of  a  conductor  between  two  given  electrodes  or  equi- 
potential surfaces  is  identical  with  that  of  finding  the  permittance 
of  a  dielectric  occupying  the  same  space  as  that  occupied  by  the 
conductor  and  having  the  same  electric  field  as  that  within  the 
conductor,  except  that  k  must  be  substituted  for  c.  In  most 
permittance  problems  it  is  impossible  to  deal  accurately  with 
finite  electrodes  and  finite  electric  fields,  there  being  no  substance 
of  zero  permittivity  with  which  an  electric  field  may  be  sur- 
rounded to  prevent  its  spreading  indefinitely.  A  conductor,  on 
the  other  hand,  may  easily  be  placed  in  a  region  of  zero  con- 
ductivity, so  that  the  current  tubes  are  wholly  restricted  to  its 
own  substance,  and  within  the  conductor  the  lines  of  flow  and 
lines  of  intensity  are  coincident.  This  makes  conductance 
problems  much  simpler  in  many  cases  than  the  corresponding 
problems  in  electrostatics. 

15.  The  Condnotanoe  and  Keiiitance  of  Yarioaa  Conduotori.  In 
all  the  examples  which  follow  the  electrodes  may  be  supposed 

Digitizecoy  Google 


2IO         ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

to  be  surfaces  of  infinitely  thin  sheets  of  peifectly  conducting 
material  [k~  infinity),  in  order  to  insure  their  being  true  elec- 
trodes, that  is,  equipotentials  normal  to  the  lines  of  intensity  and 
flow  (see  §  1 2). 

The  corresponding  permittances  having  been  already  deter- 
mined (Chapter  II.),  the  conductances  are  found  as  indicated  in 
the  last  article,  from  the  following  relation 

K=  kSjc  (22) 

1.  For  a  right  cylinder  of  cross-section  A  and  length  d,  with 
its  ends  as  electrodes,  (29),  II.,  gives,  with  (22), 

K~ilR~kA!d  (23) 

as  already  shown  directly  in  g  10. 

2.  For  a  conducting  spherical  shell  between  two  spherical  elec- 
trodes of  radii  i,  and  L^^  L^  +  d,  ($),  II.  gives,  in  the  same  way, 

K=ilR- {A-^kld)  V  (I  +  djL,)  (24) 

For  a  hemispherical  shell,  half  of  the  last,  we  have 

/ir'_jj(r=.(2rf,V)V("+''/A)  (^s) 

and  so  on  for  all  fractions  of  the  shell  obtained  by  cutting  it  up 
with  cones  having  their  apices  at  its  center. 

3.  For  the  conductance  of  an  infinite  conductor  in  which  two 
spherical  electrodes  of  radii  i,  and  i,  are  immersed  at  a  great 
distance  apart,  a  slight  generalisation  of  (43),  II.  gives 

.ff-4«-*/(l/i,+  i/A)  (26) 

If  the  infinite  conductor  b  bounded  by  a  plane  surface,  and  if 

two  hemispherical  electrodes  are  placed  in  the  conductor  with 

their  bounding  circles  in  the  plane  of  the  conductor's  surface, 

the  conductance  is 

/r-}^-2rf/(i/A+i/i,)  (27) 

4.  The  conductance  of  a  right  circular  cylindrical  shell  of 
radii  L  and  L-\-d  and  of  length  /  is.  from  (23),  II.. 

K=  2«-*//log  (i  +  dIL)  ^28) 
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5.  The  conductance  of  an  infinite  plane  slab  of  thickness  /  and 
with  two  right  circular  cylindrical  electrodes  of  radius  R  and 
centers  distant  id  apart,  is,  by  (62),  11., 

K-^il/log  {R/[J-{J--R^i]}  (29) 

If  the  slab  is  cut  symmetrically  into  halves  by  a  plane  passing 
at  right  angles  to  the  plane  through  the  axes  of  the  two  elec- 
trodes, and  if  this  plane  is.  made  an  electrode,  the  conductance 
of  either  half  is  twice  that  of  the  whole ;  or 

^  -  2Ar- 2«-*//log  [/?/[rf-(</»-^l])  (30) 

In  the  same  manner,  from  Chapter  IV.,  the  conductances  of 
some  simple  non-homogeneous  conductors  may  be  obtained. 

16.  Joole'B  Lair:  In  a  homc^eneous  conductor  of  resistance 
R  traversed  by  a  current  /  heat  is  developed  at  the  rate 

dHldt~Rn  (31) 

This  relation  may  be  established  as  follows :  In  the  time  dt  a 
chaise  dq^{+)  and  a  charge  dq^—)  equivalent  to  a  chaise  Idt 
(+)  in  the  direction  of  the  current  cross  every  section  of  a  con- 
ductor carrying  a  steady  current  /.  Hence  the  work  done  in 
the  time  dt  by  the  electric  field  upon  the  conductor  of  resistance 
R,  if  the  voltage  between  its  electrodes  is  F,j,  is 

dW  =.  V^/dt  =  RI  Idt  =  RPdt 

by  §12  and  the  law  of  Ohm.     Hence  the  time  rate  at  which 
work  is  done  by  the  electric  field  in  the  conductor  of  resistance 

dWjdt^  VJ^RP  (32) 

Now  heat  is  always  developed  in  a  conductor  during  the 
passage  of  a  current.  Hence,  if  no  other  transformation  of 
enei^  occurs  between  the  electrodes  of  the  conductor  dWjdt  = 
Rf*  must  be  the  rate  at  which  heat  is  generated  in  the  con- 
ductor when  traversed  by  the  current  /.     That  this  is  the  case 
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when  the  conductor  is  homc^eneous  (including  constancy  of 
temperature  throughout)  has  been  proved  by  the  researches  of 
Joule  and  others,  whose  experimental  results  are  in  strict  accord 
with  the  above  equation  when  dWjdt  is  equated  to  dHjdt, 
Hence  the  law,  expressed  in  (31).  If  the  conductor  is  not 
homogeneous  (and  for  all  but  three  directions  of  the  stream- 
lines, if  the  conductor  is  not  isotropic),  it  contains  intrinsic 
e.m.f  5,  S  19,  and  in  addition  to  the  Joulean  heat  transformation 
other  transformations  take  place. 

Differential  Form  of  Joole'i  Law.  The  dis^pativity  at  any 
point  of  a  conductor  is  the  time  rate  per  unit  current  (squared) 
at  which  heat  is  there  generated  per  unit  volume.  To  find  the 
dissipativity,  which  will  be  denoted  by  dhjdt,  consider  the  ele- 
mentary volume  enclosing  the  given  point  and  included  within  a 
tube  of  flow,  of  cross-section  dS,  between  two  equipotentials  dis- 
tant dL  apart  The  resistance  of  this  element  of  volume  dr  = 
dL  dS,  is  EdL/idS  the  current  along  the  tube  being  idS. 
Hence 

dk!dt-{EdLlidS){itiSfl{dSdL)~Ei~kE*-ri^    (33) 

which  expresses  Joule's  law  as  applied  to  the  element  of  volume 
at  any  point  of  a  conductor. 

Experiment  justifies  the  statement  that  (31)  and  (33)  are  ap- 
plicable to  any  conductor,  homogeneous  or  not,  the  total  heat  de- 
veloped being  equal  to  the  sum  of  the  Joulean  heat  and  the  heat 
developed  owing  to  the  operation  of  other  factors  than  resistance. 

By  the  last  equation,  (31)  may  be  written 

dHjdt  =  RP  =  ^BdT  =  /*£Vt  =  Jt-'jkdr  =  Jri'th   (34) 

the  integrals  being  extended  throughout  the  part  of  the  conductor 
considered.  From  this  equadon  it  is  clear  that  the  amount  of 
heat  dissipated  per  unit  dme  by  the  resistance  of  a  conductor  can 
be  obtained  from  the  formula  for  the  energy  in  the  correspond- 
ing case  in  electrostatics,  viz.,  W=  TJc^Vt,  by  substituting  k 
for  ^c,  etc. 
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17.  Seflnition  of  Etuitanoe  b;  Joule's  Law.  The  proportion- 
ality between  dHjdt  and  /*  having  been  established  by  experi- 
ment, the  resistance  of  a  conductor,  R,  might  have  been  defined 
by  the  relation 

R-(dHjdi)IP  (35) 

without  recourse  to  Ohm's  law.  This  procedure  would  be  in 
perfect  harmony  with  all  that  is  known  of  the  nature  of  resist- 
ance, whose  only  function  seems  to  be  the  dissipation  of  energy 
in  heat,  as  it  is  dissipated  by  mechanical  friction. 

Joole'a  Uethod  of  Setermiiui^;  Besiataooe  in  Ahwlate  Keaanre. 
By  placing  a  conductor  in  a  calorimeter  and  measuring  the  rate 
dHjdt  at  which  heat  is  developed  therein  when  a  known  current 
/  traverses  the  conductor,  its  resistance  R  may  be  obtained  from 
(35). 

18.  Heehanioal  Analo^e  of  the  Lav  of  Ohm  and  the  Lair  of 
Josle.  Consider  a  pipe  through  which  an  incompressible  liquid 
flows  at  a  constant  rate,  the  volume  of  liquid  carried  per  unit  time 
across  every  section  of  the  pipe  being  /.  The  flow  of  the  liquid  is 
opposed  by  a  frictional  pressure  assumed  to  be  proportional  to 
/.  Let  this  pressure  be  denoted  by  —  RI,  R  being  a  constant 
for  the  given  pipe  and  liquid.  To  overcome  this  pressure,  that 
is,  to  keep  up  the  constant  rate  of  flow  /,  an  equal  and  opposite 
pressure  I'y  =■  +  RI  must  be  applied  in  the  direction  of  the  cur- 
rent. This  pressure  does  work  against  friction  at  the  rate  V^^f 
=  RP,  which  is  therefore  the  rate  at  which  energy  is  dissipated 
in  heat  in  the  circuit. 

19.  Intriniie  and  Impresaed  Electromotire  Foree.  In  order  to 
maintain  an  electric  current,  with  its  continual  dissipation  of 
energy  in  heat  according  to  Joule's  law,  and  its  possible  per- 
formance of  work  of  various  kinds,  every  circuit  continuously 
carrying  a  current  must  contain  one  or  more  regions  in  which 
energy  in  some  other  form,  as  mechanical,  chemical,  or  thermal 
energy,  is  transformed  into  the  energy  of  the  electric  current  (the 
energy  of  the  electromagnetic  field).     Such  a  region  is  said  to 
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«>ntain,  or  to  be  the  seat  of,  an  intrinsic  electromotive  force  ;  and 
the  agent  through  which  the  ener|[y  transformation  is  effected, 
or  may  be  efiected,  as  a  dynamo,  a  voltaic  cell,  or  a  thermo- 
couple, is  said  to  possess  the  intrinsic  electromotive  force. 

In  strictness,  the  intrinsic  electromotive  force  in  a  region  is 
defined  as  the  rate  at  which  enei^  in  some  other  form  is  there 
transformed  into  the  energy  of  the  electric  current  (the  ener^ 
of  the  electromagnetic  field)  divided  by  the  strength  of  the  cur- 
rent. Thus,  if  P  denotes  the  rate  at  which  electrical  energy  is 
generated,  or  power  taken  into  the  circuit  in  the  region  by  trans- 
formation,  I  the  current,  and  *  the  intrinsic  electromotive  force 

*-p//  (36) 

Any  part  of  a  circuit  in  which  electrical  energy  is  transformed 
into  energy  of  another  form  is  also  said  to  contain  an  intrinsic 
e.m,f.,  provided  that  the  agent  effecting  the  transformation  when 
acting  independently  can  reverse  the  direction  of  the  transforma- 
tion, or  transform  energy  of  the  other  form  into  electrical  energy, 
1.  e.,  itself  maintain  an  electric  current.  Thus  an  electric  motor, 
by  which  electrical  energy  is  transformed  into  mechanical  energy, 
and  a  storage  battery  while  charging,  by  which  electrical  energy 
is  transformed  into  chemical  energy,  possess  intrinsic  e.m.fs, 
since  each  acting  alone  can  generate  electrical  energy,  the  one 
when  mechanically  driven  acting  as  a  dynamo,  the  other  as  a 
voltaic  cell.  The  intrinsic  e.m.f  ■*  is  given  in  all  cases  by  (36), 
proper  attention  being  paid  to  the  sign  of  P.  Thus  if  in  any 
region  power  is  taken  into  the  circuit  by  transformation,  P  in  this 
region  is  positive  and  ^  and  /  have  the  same  direction.  If  in  any 
r^on  electrical  energy  is  transformed  into  some  other  form  of 
energy,  or  power  given  out  by  the  electrical  system,  P  in  this 
region  is  negative,  "9  and  /  have  opposite  signs,  or  directions,  and 
the  intrinsic  e.m.f  opposes  the  current.  It  is  by  overcoming 
this  counter  e.mf.  that  the  transformation  of  electrical  energy 
into  energy  of  some  other  form  is  effected.  In  all  cases  a  reversal 
of  the  current  reverses  the  sign  of  the  energy  transformation  by 
an  agent  with  an  intrinsic  e.m.f. 
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Also,  any  region  in  which  energy  is  transformed  from  some 
other  form  into  electrical  energy,  or  from  electrical  enei^  into 
enetgy  of  some  other  form,  at  the  time  rate  P  when  the  current 
has  the  value  /  is  said  to  contain  an  e.m.f.  Pj  I,  although  in  the 
latter  case  the  e.m.f.  may  not  be  intrinsic.  Thus,  according  to 
Joule's  law,  a  homogeneous  conductor  of  resistance  R  when  tra- 
versed by  a  current  /  transforms  electrical  energy  into  heat  at 
the  rate  Rl*.  Hence  the  conductor  is  the  seat  of  an  electro- 
motive force  equal  to 

-{dHldt)II~-RrjI~  ~RT=-V,^  (37) 

This  negative,  or  counter,  e.m.f.,  —  RT=  —  I^,  is  not,  however, 
included  among  intrinsic  e.m.f.s,  since  if  the  conductor  is  heated 
a  current  is  not  produced,  or  if  the  direction  of  the  current  is 
reversed,  heat  is  still  generated  at  the  same  rate,  not  absorbed,  as 
it  would  be  if  the  c.m.f.  were  reversible  and  intrinsic 

Other  electromotive  forces  exist,  like  potential  differences 
(non-intrinsic  e.m.f.s  of  static  fields  or  fields  of  conductors  carry- 
ing steady  currents)  and  the  non-intrinsic  e.m.f.s  of  induction 
(XIII.),  by  which  enei^  is  transferred  in  the  electromagnetic 
field,  but  never  transformed.  These  e.m.f.s,  together  with  in- 
trinsic e.m.f.s,  may  act  as  impressed  e.m,f  s.  The  impressed  e.m.f. 
between  the  electrodes  of  a  conductor  is  equal,  by  definition,  to 
the  sum  (§  21)  of  the  intrinsic  e.m.f.s  included  between  them, 
Pjl,plus  the  time  rate  P',  at  which  electromagnetic  enei^y  is 
transferred  to  the  region  between  them  from  the  surrounding 
field  (developed  by  intrinsic  e,m.f.s  in  other  parts  of  the  circuit  or 
in  other  circuits  transforming  energy  of  another  kind  into  electro- 
magnetic energy  if /"//is  positive)  divided  by  the  current  /. 

Thus  the  impressed  e-m.f  in  a  homogeneous  conductor  of  re- 
sistance R  carrying  a  steady  current  /  is  ^^j  =  RI  (exactly 
equal  and  opposite  to  the  counter  e.m.f.  of  resistance,  —  RI), 
the  difference  of  potential  r^„  by  which  the  enei^  is  tnmsferred 
to  the  conductor  at  the  rate  ^'„/=  RI*,  being  developed  by  an 
intrinsic  e.m,f.  situated  outside  the  portion  of  the  circuit  consti- 
tuting the  homogeneous  conductor  considered.     See  XVI. 
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A  general  characteristic  of  non-intrinsic  e.m.f.s  is  that  they 
have,  like  the  force  of  friction  in  mechanics  (analogous  to  the 
counter  e,m.f.  of  resistance,  —  RI),  or  like  the  elastic  reaction  of 
a  stretched  spring  (analogous  to  a  difference  of  potential),  no  in- 
dependent existence  of  their  own,  but  are  developed  only  through 
the  action  of  an  agent  possessing  a  true  intrinsic  electromotive 
force,  such  as  a  dynamo  or  a  voltaic  cell.  This  is  equivalent  to 
the  statement  that  electrical  energy  is  never  generated  at  the 
expense  of  energy  in  some  other  form  through  the  agency  of  a 
non -intrinsic  e.m.f. 

In  what  follows  many  cases  of  intrinsic  and  impressed  e.m.f  s 
will  be  considered. 

30.  Intriasie  Eleetrio  Intensity  and  £.M.F.  The  intrinsic  e.m.f. 
in  a  region  may  be  regarded  as  the  line  integral  of  an  intrinsic 
electnc  intensity  in  the  region.  If  this  intensity  is  denoted  by  *■, 
we  have  therefore 

■9  =  fe-cosedL  (38) 

where  6  denotes  the  angle  between  the  direction  of  /  and  that  of 
the  element  of  the  path,  dL,  at  any  point. 

Consider  a  tube  of  ilow  of  cross-section  dS  at  a  point  where 
the  intrinsic  intensity  is  e.  If  0  denotes  the  angle  between  the 
directions  of  *■  and  of  (',  the  intrinsic  e.m.f.  between  two  right 
cross-sections  of  this  tube  distant  dL  apart  is  e  cos  0  ■  dL.  The 
current  through  the  tube  is  i-dS.  Hence  the  rate  at  which 
power  is  transformed  into  the  circuit  per  unit  volume  at  the  point 

dPldT=.ecose-dLidSjdSdL  =  ei  cos  0  (39) 

From  this  power  equation  e  ■  cos  0,  the  component  of  e  in  the 
direction  of  i,  might  be  defined  as 

e- cos  0  =  {dPjdT)ji  (40) 

If  P  denotes  the  total  power  transfonned  into  electrical  energy 
in  an  isolated  electric  circuit,   and   /  the  current,  then,   since 
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/>-  dWjdt  and  /=  dgjdt,  ^=-PII-  dWjdq.  That  is,  1'  is 
the  work  per  unit  chaise  done  in  carrying  a  chaise  around  the 
circuit.  Hence  our  definition  of  an  intrinsic  e.m.f.,  and  therefore 
our  definition  of  an  intrinsic  intensity,  is  in  agreement  with  the 
general  definition  of  S  17,  !■  The  same  is  true  of  the  impressed 
e.m.f. 

When  P  is  expressed  in  ergs  per  second,  and  /  in  the  RES 
unit  current,  or  when  dW  is  expressed  in  ergs  and  dg  in  the  RES 
unit  charge,  "^  is,  by  definition,  expressed  in  the  RES  unit  e.m.f. 

21.  Intriniic  EleetromotiTe  Foreei  in  Beries.  If  any  number, 
«,  of  agents  with  individual  electromotive  forces  ^j,  ^j,  ■  ■  ■ ,  "^^ 
are  connected  up  in  series,  so  that  the  same  current  traverses 
each,  the  resultant  e.m.f.  is 

*-*,  +  *■,+  ■■■+*,  (39) 

proper  attention  being  paid  to  signs.  For  if  P,  P^,  P^,  etc.,  de- 
note the  power  supplied  to  the  circuit  by  the  resultant  e.m.f  and 
the  powers  supplied  by  the  individual  e.m.f.s,  and  /the  current, 

/*=*/=■*,/  +  */+  ...  +  ^/ 

from  which  (39)  immediately  follows. 

The  above  proposition,  demonstrated  for  intrinsic  e.m.fs,  is 
obviously  also  true  for  the  more  general  impressed  e.m.fs, 

Intriniic  Electromotive  Forcei  in  Knltiple.  If  any  number,  n, 
of  similar  agents  having  the  same  e.m.f  '^"  are  connected  up  in 
multiple,  so  that  one  Trth  of  the  current  traverses  each  in  the 
same  direction,  the  resultant  e.m.f  "9  is  eqnal  to  ^',     For 

P—'^I=  /*!  +  P,  +  ■   ■  +  /*, 
=  *'//«  +  •V'ljn  +  . . .  +  ^'//w  =  ^V      f^o) 

22.  Ohm's  Law,  Oenerai  Form,  Dednced  from  Jonle'i  Lav.  Let 
the  resistance  of  a  conductor  i  C2,  Fig,  72,  between  two  electrodes 
I  and  2  be  denoted  by  R.  Let  the  conductor  be  traversed  by  a 
current,  reckoned  positive  when  in  the  direction   i  C2,  with  the 
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same  value  /  at  any  instant  across  every  section,  and  let  the  con- 
ductor be  acted  upon  by  an  impressed  e.m.f.  I'l,  +  ^,j'  =  Pjl 
+  /"//,  ^y  and  ^1,  being  reckoned  positive  when  in  the  direc- 
tion of  the  current  /((.  c,  1C2).  ^^  is  the  intrinsic  e.m.f,  be- 
tween the  electrodes,  and  ■*■,,'  the  electromagnetic  energy  per 
unit  current  »ansf erred  per  unit  time  to  the  region  I  Cz  (negative 
when  power  is  transferred  from  i  C2). 


Fig.  72, 

While  the  current  /  traverses  the  circuit,  the  conductor  i  Ci 
receives  enei^y  at  the  rate 

and  its  resistance  dissipates  enei^y  in  heat  at  the  rate 

dHldt  =  RP 
Hence,  by  the  principle  of  the  conservation  of  energy, 

C*'- +  *«')/= -s/^  (41) 

whence 

*w  +  *»'  =  ^^  (") 

or  (42) 

/=(^„  +  ^„')/.ff  (*) 

(42)  (fi)  states  that  the  impressed  e.m.f.  in  any  conductor  is 
equal  and  opposite  to  the  counter  e.m.f.  of  resistance  (  —  Rl). 

(42)  (b)  states  that  the  current  in  any  conductor  is  equal  to  the 
impressed  e.m.f.  acting  upon  the  conductor  divided  by  its  re- 
sbtance. 

Either  of  these  statements  constitutes  0km' s  law  in  its  general 
integral  form. 

20.  Oenerat  Differential  Form  of  Ohm'i  Law.  Impreued  Elec- 
tric Inteniity.     The  impressed  e.m.f.  in  a  region  may  be  regarded 
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as  the  line  integral  of  a  lotal  or  impressed  electric  intensity  E  s 
vector  sum  of  e  and  E' ,  the  field  intensity  Fjq,  in  the  direction 
of  the  current  density  it  produces.     Thus 

*«+ V-/^'^-^=/(^+-^)^  (43) 

along  a  line  of  impressed  identity,  {e  +  £')  being  a  vector  sum. 
Applying  (41)  and  (43)  to  a  stream-tube  whose  cross-section 
is  dS  at  a  point  P  where  the  impressed  intensity  is  E=  e+  E', 
we  have,  for  the  element  of  volume  dr  =  dL-dS  enclosing  /"and 
bounded  by  the  sides  of  the  tube  and  two  right  cross-sections 
distant  dL  apart, 

EdL-idS=  (e  +  E)dLidS~rt'dLdS~t^lkdLdS 
whence 

i-kE~k(,  +  E)-Elr-(,^B)lr  (44) 

which  is  the  general  difierential  form  of  Ohm's  law. 

When  £=  E,  or  ^  =  o,  (44)  reduces  to  {16). 

23.  Ohm'a  Law  for  Conatant  Cnirent.  Let  the  electrodes  i 
and  2  of  the  conductor  I C2,  Y\%.  72,  be  maintained  at  the  poten- 
tial difference  fj,  (with  the  assistance  of  an  intrinsic  e.m.f  located 
outside  1 C2,  if  necessary)  while  the  conductor  i  C2  is  traversed 


by  a  constant  current  /.  Then  electromagnetic  energy  is  gen- 
erated in  the  conductor  at  the  rate  /Y—  *irA  and  electromag- 
netic energy  is  transferred  from  the  field  into  the  conductor  at 
the  rate  P  =  ^^'Z  =  y^^,  the  total  impressed  e.m.f.  in  the  con- 
ductor in  the  direction  i  C2  being  thus  f^,  ^-  ^,,. 
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In  this  case,  therefore.  Ohm's  law  (42,  A)  becomes 

/-(f^, +  *„)/-«  (45) 

(1)  If  V„  =  o,  that  is,  if  the  electrodes  i  and  2  are  connected 
together  as  in  Fig.  73,  to  form  a  closed  circuit,  (45)  becomes 

/-.%,!  J!  (46) 

which  is  Ohm's  law  for  a  closed  isolated  circuit  traversed  by  a 
constant  current. 

(2)  If  ■*„  =  o,  that  is,  if  the  conductor  i  C2  is  homogeneous 
without  an  intrinsic  e.m,f.,  (45)  becomes 

^-  i^j^  (47) 

which  is  Ohm's  law  for  a  homogeneous  conductor  traversed  by 
a  constant  current. 

(3)  If  I^,  +  *,,  is  greater  than  zero,  /  has  the  direction  i  C2  ; 
if  V^J  +  ■*■,,  is  less  than  zero,  /  has  the  opposite  direction. 

(4)  If  F;,  +  *„  =  o,  that  is,  if  F;,  =  -■«',,  =  ■*„,  /-  o,  and 
the  agent  with  intrinsic  e.m.f.  ^,j  is  on  ofiex  circuit.  Thus  the 
difference  of  potential  between  the  terminals  of  a  voltaic  cell,  or 
other  agent  possessing  an  intrinsic  e.m.f.  when  no  current  is  flow- 
ing, or  when  on  open  circuit,  is  equal  in  magnitude  to  the  intrinsic 
e.m.f.  for  zero  current,  but  has  the  opposite  direction, 

24.  Hechanical  Analogne  of  the  Relation  V„  +  '4',,  —  BI,  etc. 
Let  an  incompressible  liquid  flow  at  the  constant  rate  /  units 


—       1^ 


Fig.  7*. 

volume  per  second  in  the  direction  12  of  the  arrows,  Fig.  74, 
across  every  section  of  a  pipe  AB  containing  a  screw  propeller, 
or  pump,  C  producing  a  difference  of  pressure  ■*[„  in  the  direc- 
tion of  the  current  (1C2),  on  its  two  sides.  If  the  sections  P^ 
and  Pj  are  maintained  at  pressures  K,  and  V^  or  at  the  pressure 
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cfiflerence  ^I,  =  f^  —  f^  the  total  fall  of  pressure  along  the 
pipe  from  P^  to  P,  is  V^  +  ^,j  =  +  RI,  and  the  rate  at  which 
work  is  done  against  friction  within  the  volume  P,/",  is  (F|j  + 
'S['jj)/=  RP,  R  having  the  significance  attached  to  it  in  §i8. 

If  the  pipe  is  bent  around  and  /*,  and  P,  joined  together,  so  as 
to  form  a  closed  circuit,  f'J  =  f^  or  f',, «  o,  and  ^„  =  RI. 

If  elastic  membranes  are  stretched  across  the  pipe  at  P^  and  /*, 
(either  before  or  after  P,  and  P^  are  joined  together),  the  propeller 
will  force  liquid  from  the  region  A  into  the  region  B  (analogous 
to  the  positive  and  n^ative  charges  of  the  terminals  of  an  agent 
possessing  an  intrinsic  e.m.f.,  when  on  open  circuit)  until  the 
pressure  in  B  exceeds  the  pressure  in  A  by  the  amount  f^  ■=  "^^ 
numerically,  when  the  current  will  cease. 

Sft.  The  Fall  of  Potential  Aronitd  a  Closed  Cirooit  Consider 
a  closed  circuit  containing  an  agent  with  an  intrinsic  e.m.f.  "¥ 
and  traversed  by  a  constant  current  /.  Let  the  resistance  of  the 
■  agent,  called  the  iiUernal  resistance,  be  denoted  by  B,  and  that 
of  the  rest  of  the  circuit,  called  the  external  resistance,  by  R, 
both  conductors  being  supposed  homogeneous.  Then  we  have, 
by  (46), 

*  =  £/+  Ri{  -  F,  +  rj  (48) 

Now  BI  denotes  the  fall  of  potential,  f^,  in  the  direction  of 
the  current  through  the  resistance  B  of  the  agent,  and  RI  the 
fall  of  potential,  V^,  in  the  direction  of  the  current  through  the 
external  resistance  R,  But  the  total  fall  of  potential  around  a 
complete  circuit  is  zero  (§  1 8,  I.).  Hence  at  the  seat  of  the  in- 
trinsic e.m.f.  there  is  a  rise  in  potential  in  the  direction  of  the 
current  equal  to  ^  =-  (5  +  R)I  The  equation  V^—  V^  =  *■„, 
§  23,  (4),  is  a  particular  case  of  this  proposition  (R  =  infinity). 

To  make  the  fall  of  potential  as  great  as  possible  through  the 
external  circuit  it  is  clear  that  R  jB  should  be  made  as  great  as 
possible,  if  ^  is  independent  of  the  current. 

The  e.m.f,  of  an  agent  is,  in  general,  a  more  or  less  compli- 
cated function  of  the  current,  although  there  are  some  cases  in 
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which  the  e.m.f.  is  constant  for  all  values  of  the  current.  The 
limiting  value  which  an  e.m.f.  approaches  as  the  current  ap- 
proaches zero,  and  the  resistance  infinity,  or  the  e.m.f.  on  open 
circuit,  is,  as  we  have  seen,  equal  and  opposite  to  the  potential 
difierence  between  its  terminals  on  open  circuit  If  V  denotes 
this  potential  difierence,  and  if  ^  above  is  independent  of  the 
current,  we  have,  for  all  values  of  the  current, 

^'-  K  +  K  (49) 

86.  Kirohhoff*!  Law  IL     In  any  closed  circuit  in  a  network  of 

conductors  traversed  by  steady  currents,  as  the  circuit  t  2  3  4  ■  ■  ■  n 

in  Fig.  75,  the  algebraic  sum  of  all  the  intrinsic  e.m.f.s  is  equal 


to  the  algebraic  sum  of  the  products  R/.  That  is,  if  ■*,„  ^^ 
■  ■ .,  '^^^  denote  the  intrinsic  e,m.f.s  in  the  branches  1 2,  23,  ■  ■  ■  »i, 
^w  ^ty  " " '  •  ^iii  '^^  resistances  of  the  same  branches,  and  /j,  /^ 
. .  ■ ,  7,1  the  currents,  both  currents  and  e,m,f,3  being  reckoned 
positive  in  the  same  direction,  as  12  •■■ni,  around  the  circuit, 
then 

Z^  -  Z  ^/  (SO) 

For,  by  (45) 

^a  +  %t  =  ^i/« 


v.  +  -9^, 


■  -ff./., 


from  which,  by  <idding  up  both  members  separately,  we  obtain 
(so). 
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27.  Wbsatatone's  Bridge  consists  of  a  network  of  six  conduc- 
tors arranged  as  in  Fig.  yi)  or  Fig.  "jy,  with  an  intrinsic  e.m.f.  ^ 
(n  the  branch  13,  Fig.  76,  or  the  branch  24,  Fig.  y^.  Let  the 
currents  in  the  branches  be  denoted  by  A,  B,  C,  D,  F,  and  G,  as 
shown  in  the  figure,  the  current  in  any  branch  being  positive 
when  in  the  direction  of  the  arrow-head  in  that  branch ;  and  let 
the  corresponding  resistances  of  the  branches  be  denoted  by  a. 


Fir.  ?6,  nj,  77. 

b,  c,  d,f,  and  g.     First  we  shall  find,  from  KirchhofTs  laws,  the 
current  G  in  the  branch  24  when  the  e.m.f.,  ■*",  is  in  the  branch 

13.  fig-  76- 

Applying  KirchhofTs  law  I.  to  each  oi-  the  sets  of  conductors 
meeting  in  the  points  I,  2,  and  4,  we  obtain  the  relations 

F^A-itB 

C=A  +  G  ia) 

D=B-G 

Applying  KirchhofTs  law  II.  to  each  of  the  closed  circuits 
1241,  2342,  and  1431,  we  obtain 

—  Gg-^Aa—Bb^o 

Gg+  Cc  —  Dd=o 

Ff+Bb-\-Dd~-9 

On  eliminating  C,  D,  and  F  by  (a),  and  rearranging,  these 
equations  become 
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—  gG  +  aA  —  dB^Q 

(^  +  c  +  d)G  +cA-dB~o 

-  dG  +/A  +  {6  +d  +/)B  -  * 
from  which 

G-^-^{bc-ad)IQ  (SI) 

if  g  is  written  for  the  determinant  of  the  coefficients  of  the  cur- 
rents in  the  last  set  of  equations,  viz., 

-g  a  -l>  =Q 

{g+c+d)  c  -d  (52) 

-d  f        (i  +  d+/) 

The  current  in  any  other  branch  can  be  found  in  the  same 
manner. 

The  difierence  of  potential  between  the  points  4  and  2  is 

»'„-c«--*(&-»">'k/e  (S3) 

and  may  be  made  as  smal  I  a  fraction  of  ^  as  desired  by  giving  a 
suitable  value  to  (dc  —  ad). 

From  (41)  and  (52)  ind  a  comparison  of  Figs.  76  and  77,  we 
see  that  when  the  e.m.f.  ^  is  in  the  branch  24,  Fig.  ^y,  the 
current  in  the  branch  13  is 

F~t(lc-aJ)/Q  (54) 

Thus  the  current  in  the  conductor  24  due  to  e.m.f  in  the 
conductor  1 3  is  equal  to  the  current  in  the  conductor  1 3  due  to 
the  same  e.m.f.  in  the  conductor  24,  all  the  resistances  remaining 
unaltered. 

By  a  similar  method,  this  reciprocal  relation  may  be  shown  to 
hold  for  any  two  branches  of  the  network,  or  any  network. 

When  6c  =  ad,  the  current  in  either  of  the  two  conductors  13 
or  24,  due  to  an  e.m.f.  in  the  other,  is  zero.  The  two  conduc- 
tors are  then  said  to  be  conjugate.  In  this  case  the  conductor 
in  which  there  is  no  current  may  be  removed,  or  its  resistance 
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may  be  altered  in  any  manner,  without  afiecting  the  state  of  the 
rest  of  the  system. 

From  the  relation  /,,  =  (V,^+  ^u)/^,,  and  the  principle  of 
superposition  of  potentials  and  e.m.f.s,  it  follows  immediately 
that  if  any  number  of  e.ra.f.s  I's  placed  in  the  network,  each  will 
produce  in  any  part  of  the  system  the  same  current  it  would  have 
produced  if  acting  alone.  The  current  in  any  branch  is  thus  the 
algebraic  sum  of  the  currents  due  to  each  e.m.f.  separately. 

Suppose  an  e.m.f.  placed  in  one  of  the  branches  12,  23,  34, 
or  41,  Fig.  76.  It  will  produce  a  current  in  the  other  branches, 
including  24.  But  if  6c  =  ad,  the  e,m.f.  in  1 3  will  produce  no 
current  in  24,  whatever  this  e.m.f,  may  be.  Suppose  the  e.m.f. 
"9  to  have  such  a  magnitude  and  direction  as  to  produce  a  cur- 
rent in  the  branch  1 3  exactly  neutralising  the  current  in  the  same 
branch  due  to  the  e.m.f.  in  the  other  branch.  Then  there  is  no 
current  in  the  branch  13,  and  it  may  be  removed,  or  its  resistance 
may  be  made  infinite,  without  alTTecting  the  currents  in  the  other 
branches.  Thus,  when  be  =  ad,  the  current  in  24  is  independent 
of  the  resistance,  as  well  as  of  the  electromotive  force,  in  the 
branch  1 3.  This  result  is  applied  below  to  Mance's  method  of 
measuring  the  resistance  of  a  conductor  containing  an  intrinsic 
e.m.f. 

The  condition  that  the  two  conductors  13  and  24  may  be  con- 
jugate, viz.,  be  =  ad,  can  be  found  very  simply  as  follows.  Let 
the  voltages  between  the  points  12,  23,  34,  etc.,  Figs.  76  and 
77,  be  denoted  by  f^,,  V^  V^,  etc.  Then  we  have,  as  the  con- 
dition that  G  may  be  zero  in  the  arrangement  of  Fig.  76,  V^^o. 
We  have  also,  in  this  case,  As=  C,  and  B^  D.     Therefore 

V,,~=aA-V^^-  bB 
and 

V^  =  cA=V^^  dB 

Dividing  aA=^bB  by  cA  »  dB,  we  obtain  a /^  =  bj  d,  or 

b€  =  ad  (5S) 
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In  exactly  the  same  way  we  find  that  only  this  same  condi- 
tion must  be  satisfied  in  order  that  A  may  vanish  in  the  arrange- 
ment of  Fig.  77. 

Hence  the  conductors  13  and  24  are  conjugate  when  this  con- 
dition is  satisfied. 

The  Wheatstone's  bridge  is  very  extensively  applied  to  the 
comparison  of  electrical  resistances. 

28.  The  CoMparuon  of  Electrical  Beriatancea.  Thus  suppose 
we  have  an  unknown  resistance  a  which  is  to  be  compared  with 
a  standard  resistance  c.  The  resistances  a  and  c  are  connected  up 
with  two  other  resistances  b  and  d,  whose  ratio  must  be  known, 
as  in  Fig.  76  or  F^.  77,  and  the  terminals  of  a  battery,  or  other 
agent  with  an  intrinsic  e.m.f,  are  connected  to  the  points  i,  3  or 
2,  4,  and  an  electrometer  (or  galvanometer,  XII.)  to  the  points 
2,  4  or  1,3.  Then  the  resistance  c,  or  the  resistances  b  and  d,  or 
all  three,  are  varied  until  the  needle  of  the  electrometer  (or  gal- 
vanometer, which  is  almost  invariably  used)  remains  undetected 
whether  the  branch  containing  the  battery  is  opened  or  closed. 
Then,  by  (55),  a  ^  c i>  j d. 

29.  Kance'a  Xethod  of  Determining  the  Resistance  of  an 
Agent  with  an  Intriniio  E.X.F.  The  agent  whose  resistance, 
a,  is  to  be  determined  is  connected  up  as  in  Fig.  76  with  three 
other  resistances  c,  b,  and  d,  at  least  one  of  which,  together  with 
the  ratio  of  the  other  two,  is  known.  A  galvanometer  or  elec- 
trometer G  is  connected  to  the  points  2,  4,  and  a  wire  containing 
a  key,  but  no  e.m.f,,  to  the  points  l,  3.  Then  the  resistances  c,  b, 
and  d,  or  at  least  one  of  them,  are  varied  until  the  deflection  of 
the  galvanometer  or  electrometer  is  the  same  whether  the  key 
connecting  the  points  i  and  3  is  of)en  or  closed.  When  this 
condition  is  reached,  the  current  through  the  branch  24,  or  the 
voltage  V^  is  independent  of  the  resistance  of  the  conductor  13, 
and  the  two  conductors  are  conjugate.     Hence 

a  =  cbld 
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30.  XelTin'i  Method  of  Xeasniing  the  Beiistanoe  of  a  Oalvano- 
meter  or  other  Cnrrent  Indicator.  The  galvanometer  or  electrom- 
eter of  §  28  is  removed  and  is  replaced  by  a  wire  IV  containing  a 
key,  and  the  instrument  whose  resistance  is  to  be  determined  is  put 
in  place  of  the  unknown  resistance  a.  Then  one  or  more  of  the 
resistances,  d,  c,  d,  are  varied  until,  the  battery  circuit  being  closed, 
the  permanent  indication  of  the  instrument  (a  deflection,  if  a  gal- 
vanometer or  similar  Instrument  is  under  experiment ;  silence, 
if  a  telephone)  remains  constant  when  the  key  in  the  wire  Wa 
opened  or  closed.  Then  no  current  traverses  the  wire  in  either 
case,  and  a  ==■  cbjJ,  as  in  §-  28. 

31.  Kelvin's  Donble  Bridge  furnishes  the  most  accurate  known 
means  of  comparing  two  very  small  resistances.*  The  conductor 
A,  Fig.  76,  of  a  Wheatstone's  bridge  arranged  for  the  comparison 
of  resistances,  §  28,  is  disconnected  from  the  conductor  B  at  the 
point  I,  and  the  terminals  of  one  of  the  resistances  to  be  com- 
pared, X,  are  connected  to  the  free  end  of  ^,  denoted  by  i',  and 
the  original  point  1.  In  like  manner,  C  is  separated  from  D  and 
the  other  resistance  under  comparison,  y,  is  connected  to  the 
point  3  and  the  free  end  of  C,  denoted  by  5'.  The  bridge  is 
completed  by  joining  the  points  i'  and  3'  with  a  third  conductor 
of  low  resistance.  The  resistances  a,  b,  c,  d  (all,  in  practise,  of 
considerable  magnitudes,  which  can  be  determined  with  precision 
by  other  methods),  or  either  c  and  d  ox  a  and  b,  are  then  varied, 
the  ratio  bjd  being  kept  constantly  equal  to  ale,  until  no  current 
traverses  the  galvanometer.  Then,  since  the  currents  through  a 
and  care  equal,  and  also  the  currents  through  b  and  d,  and  there- 
fore the  currents  through  x  and_>',  it  is  clear  that 

xlj  =  ale  =  bjd  (56) 

For  a  thorough  discussion  of  the  Kelvin  bridge  in  its  general 
form,  see  Zeiischr.  fur  Inslrumentenkunde,  Feb,  and  Mar.,  1903. 
Equation  (56)  does  not  express  the  general  condition  for  a 
balance. 

*Wilh  the  possible  exception  a(  Ihe  shunled  dilTereDtial  galvanometer  method 
(F.  Kohlraasch,  Witd.  Ann.,  Vol.  30,  p.  76,  1883). 
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CHAPTER  IX. 
ELECTROLYTIC  AND  METALLIC  CONDUCTION. 

1.  Kettllie  Condnotion.  The  electric  current  in  a  metallic  con- 
ductor,  whether  a  pure  metal  or  an  alloy,  in  the  solid  or  liquid 
state,  is  not,  so  far  as  is  known,  associated  with  any  chemical 
change  in  the  conductor  or  with  the  convection  of  its  molecules 
or  atoms  from  one  part  to  another.  All  substances  which  con- 
duct in  this  manner  are  said  to  conduct  meiaUicalfy.  A  theory 
of  metallic  conduction,  based  on  the  motion  o(  electrons,  will  be 
referred  to  in  §15. 

3,  Eleetrolytic  Condnctioii.  Eleotrolysia.  Ions.  The  electric 
current  in  most  chemical  compounds,  however,  is  invariably  as- 
sociated with  their  separation  into  two  constituents,  atoms  or 
groups  of  atoms,  called  ions.  These  ions  do  not  appear  separ- 
ately in  the  body  of  the  conductor,  but  only  at  the  electrodes  by 
which  the  current  enters  and  leaves  it.  Hence  one  of  the  ions 
moves  toward  the  anode,  and  is  therefore  called  the  anion; 
while  the  other  moves  toward  the  kathode,  and  is  called  the 
kation. 

Substances  in  which  the  electric  current  is  associated  widi  the 
transportation  of  atoms  or  molecules  are  called  electrolytes,  the 
process  of  electro-separation  of  the  constituents  is  called  electroly- 
sis, and  the  substances  are  said  to  conduct  electrolytically. 

The  simplest  electrolytes,  in  some  respects,  arc  molten  salts, 
e.  g.,  KCl  at  a  temperature  above  734°  C.  During  the  elec- 
trolysis of  this  salt,  K  appears  at  the  kathode  and  CI  at  the 
anode.  Thus  K  is  the  kation  and  CI  the  anion.  As  in  tliis 
case,  so  in  the  electrolysis  of  salts,  acids,  and  bases  generally, 
the  kation  invariably  consists  of  a  metal  or  hydrogen,  and  the 
328 
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anion  of  an  acid  element  or  radical  (somctiines  combined  with  a 
metal). 

The  commonest  electrolytes  are  aqueous  and  other  solutions 
of  salts,  adds,  and  bases.  In  such  a  solution,  all  together  an 
electrolyte,  the  dissolved  substance,  not  the  solvent,  is  separated 
into  the  moving  ions.  Hence  the  dissolved  substance  itself  is 
often  spoken  of  as  the  electrolyte.  It  must  be  remarked,  how- 
ever, that  pure  dry  acids,  salts,  and  bases  at  ordinary  tempera- 
tures, as  well  as  pure  water  and  other  solvents  whose  solutions 
are  frequently  electrolytes,  are  either  not  conductors,  or  else 
possess  extremely  small  conductivities. 

The  actual  determination  of  the  constituents  forming  the  ions 
is  sometimes  a  matter  of  considerable  difficulty.  For  in  many 
cases  the  ions  do  not  themselves  separate  out  at  the  electrodes, 
but  on  reaching  the  electrodes,  combine  with  them  chemically, 
if  such  reaction  is  possible,  or  with  the  solvent,  if  the  first  reac- 
tion is  impossible.  If  neither  reaction  is  possible,  the  ions  col- 
lect at  the  electrodes  or  are  there  liberated. 

Thus  if  molten  KCl  is  electrolysed  with  a  platinum  anode  and 
a  kathode  of  graphite,  metallic  potassium  may  be  collected  at  the 
kathode,  but  at  the  anode  the  CI  unites  with  the  platinum. 

Also,  if  an  aqueous  solution  of  H,SO^  is  electrolysed  between 
platinum  electrodes,  H  (the  kation)  appears  at  the  kathode, 
where  it  is  given  off  as  a  gas  (no  reaction  with  platinum  or  with 
water  being  possible) ;  and  50^  (the  anion)  appears  at  the  anode. 
But  SO,  can  neither  combine  with  platinum,  nor  can  it  exist  alone 
in  the  presence  of  water  ;  hence  it  reacts  with  the  latter  to  form 
HjSOj  and  O,  the  first  going  into  solution,  and  the  second  being 
evolved  as  a  gas. 

3.  The  Lavi  of  Faraday.  Eleotrolytio  Xeainnment  of  Comat. 
According  to  the  experiments  of  Faraday,  confirmed  by  all  later 
investigation, 

I.  The  mass  of  an  ion  deposited  on  an  electrode,  or  there  dis- 
solved, during  the  passage  of  a  current,  is  proportional  to  the 
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electric  charge  crossing  the  electrode  during  the  deposit  or  solu- 
tion. Thus,  if  M^  denotes  the  mass  of  an  ion  a  deposited  at  an 
electrode,  or  there  dissolved,  in  the  time  t,  while  the  charge  q 
crosses  the  electrode  (or  passes  through  the  electrolyte). 

K  =  K?  (0 

where  JC^  =•  M^  jq  is  a  constant  for  the  ion  a,  equal  to  the  mass 
of  the  ion  deposited  per  unit  charge,  and  called  its  electrochemical 
equivalent. 

If  a  condenser  of  capacity  5  is  repeatedly  chai|[ed  to  a  voltage 
Fand  discharged  in  a  constant  direction  through  an  electrolyte 
at  the  rate  n  times  per  second,  the  mass  M^  of  the  ion  a  deposited 
or  dissolved  in  the  time  t  will  be 

M^  =  K^q ^  K^SVnt  (2) 

from  which,  by  measuring  M^  S,  V,  n,  and  /,  K^  may  be  de- 
termined. If  M^  is  expressed  in  grams,  t  in  seconds,  and  i'  and 
I^in  RES  units,  K^,  will  be  expressed  in  the  RES  unit  electro^ 
chemical  equivalent. 

If  a  constant  current  /  traverses  the  electrolyte,  we  have 

M,-Kji-KJt  (3) 

from  which 

'-J^rjKj  (4) 

Hence  by  measuring  M^,  l  and  K^,  I  may  be  determined.  If 
M^  and  fare  measured  in  grams  and  seconds,  respectively,  and 
K^  in  the  RES  unit,  /  will  be  expressed  in  the  RES  unit  current. 

II.  The  electrochemical  equivalent  of  any  ion  is  directly  pro- 
portional to  its  atomic  (or  combining)  weight  and  inversely  pro- 
portional to  its  valence  ;  /'.  e.,  the  electrochemical  equivalent  of 
a  substance  is  proportional  to  its  chemical  equivalent.  Thus  if 
a  and  b  denote  two  ions.  A  and  B  their  atomic  (or  combining) 
weights,  a'  and  b'  their  valences,  and  K^  and  ATj  their  electro- 
chemical equivalents,  then 


izecy  Google 


ELECTROLYTIC  AND  METALLIC  CONDUCTION.        231 

when« 

K^=A\a'flBK^  (6) 

If  therefore  the  combining  weights  and  valences  of  all  ions  are 
known,  and  the  electrochemical  equivalent  of  any  one  of  them, 
the  electrochemical  equivalents  of  all  the  rest  may  be  found  from 
(6),  The  ion  whose  electrochemical  equivalent  has  been  most 
accurately  determined  is  the  silver  ion,  of  which  the  valence  is 
I,  the  combining  (atomic)  weight  107.93  (C?=  16.000),  and  the 
electrochemical  equivalent  0.001119  gram/coulomb  (XIV,). 
Hence  if  b  in  (6)  denotes  silver,  the  electrochemical  equivalent 
of  any  other  ion  a  is 

K^  =  A  fa'  ■  1/107.93  ■  X  0.001 1 19  gram/coulomb 
—  A/a'  ■  X  0.00001037  gram/coulomb 

By  omission,  law  II.  states  that  K^  is  independent  of  the  nature 
of  the  compound  in  which  a  is  found,  the  nature  of  the  solvent 
if  the  compound  is  in  solution,  the  strength  of  the  current,  the 
temperature,  and  other  physical  conditions. 

If  an  element  has  two  or  more  valences  in  ditlerent  compounds, 
then  it  exists  as  two  or  more  distinct  ions,  each  with  its  own  elec- 
trochemical equivalent.  Thus  iron  in  ferric  compounds,  as  FeCl,, 
has  a  valence  3,  while  in  ferrous  compounds,  as  FeCl,,  its  valence 
is  2.     Hence 

.     ^     .    .       V ,,,  ^,  .       V      valence  ferrous  iron       _ 

Knernc  iron)/K(ferrous  iron)  =  — , —      > — -  .  — ■  —  * 

'^  /'      \  '        valence  fernc  iron        " 

since  the  atomic  weight  of  iron  is  the  same  for  both  classes  of 
compounds. 

Since  the  same  quantity  of  electric  charge  crosses  every  sec- 
tion of  a  conductor  carrying  a  steady  current  in  any  given  time, 
it  follows  from  law  II.  that  in  the  electrolysis  of  any  compound 
the  ions  are  deposited  simultaneously  at  the  two  electrodes  in  the 
same  proportions  in  which  they  occur  in  the  compound.     Thus 
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when  KCI  is  electrolysed,  for  every  atom  of  K  deposited  at  the 
kathode,  an  atom  of  CI  is  deposited  at  the  same  time  at  the 
anode.  Likewise,  in  the  electrolysis  of  an  aqueous  solution  of 
HjSO^  for  every  ion  SOj  deposited  at  the  anode,  two  atoms  of 
H  are  deposited  at  the  same  time  upon  the  kathode.  Since  one 
sulphion  reacts  with  a  molecule  of  water  to  form  a  molecule  of 
HjSOj  and  an  atom  of  O,  it  follows  that  H  and  O  are  evolved  at 
the  kathode  and  anode  respectively  in  the  proportions  in  which 
they  occur  in  water,  while  the  total  quantity  of  H^O,  in  solu- 
tion remains  constant.  In  like  manner,  when  an  aqueous  solu- 
tion of  silver  nitrate  is  electrolysed  between  silver  electrodes,  for 
every  silver  atom  (kation)  deposited  upon  the  kathode,  one 
nitrion  NO,  (anion)  is  liberated  at  the  silver  anode,  and  reacts 
with  an  atom  of  this  electrode  to  form  a  molecule  of  silver  nitrate. 
The  nitrate  goes  into  solution.  Thus  the  total  quantity  of  salt 
and  the  total  quantity  of  silver  in  solution  remain  constant,  while 
the  kathode  gains  as  much  silver  as  the  anode  loses. 

4.  The  Arrhenias  Theory  of  Eleetrelytic  DiuociatioiL  Ac- 
cording to  this  theory,  which,  though  not  universally  accepted, 
serves  to  explain  many  electrochemical  phenomena,  the  mole- 
cules of  a  molten  salt,  or  a  salt  in  aqueous  solution,  or  other 
electrolyte,  are  always,  in  greater  or  less  numbes,  independently 
of  the  passage  of  a  current,  broken  up,  or  dissociated,  each  into 
two  kinds  of  atoms  oratomic  groups,  called  ions.  One  kind  of 
ion  is  positively  charged,  and  is  called  a  kation,  the  other  is  neg- 
atively charged  and  is  called  an  atdon.  Thus  a  molecule  of 
HjSOj  dissociates  into  two  positively  charged  H  kations  and  one 
negatively  charged  SOj  anion ;  and  a  molecule  of  KCI  into  a 
negative  chlorine  anion  and  a  positive  potassium  kation  the  metal- 
lic or  hydrogen  atoms  being  in  general  the  kations,  and  the  acid 
atoms  or  radicals  the  anions. 

Every  ion  of  the  same  valence  carries  a  charge  of  the  same 
magnitude,  and  this  charge  is  directly  proportional  to  the  va- 
lence of  the  ion.     Thus  the  negative  charge  of  a  chlorine  ion  is 
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equal  to  the  positive  charge  of  a  potassium  ion,  the  valence  of 
each  being  i  ;  the  negative  charge  of  a  sulphion,  whose  valence 
is  2,  is  equal  to  the  positive  chaise  of  two  hydrogen  ions,  whose 
valence  is  1  ;  the  charge  of  a  silver  ion  is  equal  to  the  charge  of 
a  nitrion,  and  to  the  charge  of  a  hydrogen,  potassium,  or  chlo- 
rine ion  ;  and  so  on. 

The  electric  conduction  current,  or  transfer  of  electric  charge, 
through  an  electrolyte  consists  in  a  convection  current  of  the 
ions  —  the  kations  with  their  positive  chaises  moving  toward 
the  (n^ative)  kathode,  and  the  negative  anions  moving  toward 
the  (positive)  anode.  On  reaching  an  electode  the  ions  give  up 
their  charges  to  the  electrodes,  and  react  with  one  another,  or 
with  the  solvent,  or  with  the  electrode,  to  form  molecules. 

If  we  assume  that  the  current  at  each  electrode  consists  in 
the  motion  of  only  one  kind  of  ion,  which  will  presently  be 
proved  to  be  true,  the  theory  aflbrds  a  simple  explanation  of  the 
laws  of  Faraday : 

Since  a  given  kind  of  ion  always  carries  an  electric  charge  of 
the  same  magnitude  and  sign,  the  quantity  ofan  ion  deposited  upon 
an  electrode  will  be  proportional  to  the  charge  which  crosses  the 
electrode.     This  is  Faraday's  first  law. 

Since  the  chaise  of  an  ion  is  proportional  to  its  valence,  and 
since  the  mass  of  an  ion  is  proportional  to  its  combining  weight, 
the  mass  of  ions  of  one  kind  carrying  a  g^iven  chaise,  or  the  ion 
mass  deposited  per  given  charge,  must  be  proportional  to  its 
combining  weight  and  inversely  proportional  to  its  valence. 
This  is  the  second  law  of  Faraday. 

6.  A  Gram  Atom  of  an  element  is  a  quantity  of  the  element 
equal,  in  grams,  to  the  number  denoting  its  atomic  weight.  Thus 
a  gram  atom  of  potassium  is  39.  i  j  grams  potassium. 

A  Onm  Ion  is  in  the  same  way  a  quantity  of  the  ion  equal,  in 
grams,  to  the  number  denoting  its  combining  weight.  Thus  a 
gram  ion  of  silver  is  107.93  grams  silver,  and  a  gram  sulphion 
is  96.06  =  (32.06  +  4  X  16,00)  grams  SO^. 
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A  gram  uolftcnle  of  a  substance  is  a  quantity  of  the  substance 
equal,  in  grams,  to  the  number  denoting  its  molecular  weight. 
Thus  the  molecular  weight  of  KCl  is  39.15  +  35.45  =74.60, 
and  therefore  74.60  grams  KCl  is  a  gram  molecule  of  this  sub- 
stance. 

It  will  now  be  obvious  that  the  magnitude  of  the  chaise  car- 
ried by  a  gram  ion  of  every  univalent  ion  is  the  same.  The 
charge  carried  by  a  gram  ion  of  a  bivalent  ion  is  twice  as  great, 
and  so  on.  The  charge  carried  by  a  gram  ion  is  equal,  numer- 
ically, to  the  gram  ion  divided  by  the  mass,  in  grams,  carrying 
unit  charge,  or  equal  to  the  gram  ion  divided  by  the  electro- 
chemical equivalent  of  the  ion.  Thus  the  silver  gram  ion  is 
107.93  gi'ams,  and  the  electrochemical  equivalent  of  silver  is 
0.001 1 19  gram  per  coulomb.  Hence  the  charge  carried  by  a 
gram  ion  of  silver  or  any  other  univalent  ion,  which  will  be  de- 
noted by  Q,  is 

Q  s>  107.93  grams  -s-  0.001 119  gram/coulomb 

—  96450  coulombs 
The  conoentrstion  of  a  solution  is  the  quantity  of  dissolved 
substance  per  unit  volume  of  solution.     The  concentration  may 
be  expressed  in  grams/c.c,  grams/liter,  gram  molecules / liter, 
etc.,  and  will  be  denoted  here  by  C. 

6.  Yelocitiei  of  the  loni.  Hittorfi  Aatio.  Hittorfa  Ham- 
ben,  etc  If  in  the  electrolysis  of  a  solution  ordinary  convection 
and  diffusion  effects  are  prevented,  it  is  found  that  no  change 
takes  place  in  the  concentration  of  the  solution  except  in  the 
vicinity  of  the  electrodes.  Owing  to  the  deposit  or  liberation 
of  the  ions  at  the  electrodes,  however,  the  total  quantity  of  dis- 
solved substance  diminishes  (reactions  at  the  electrodes  which 
produce  the  substance  being  neglected).  Hence  it  follows  that 
the  concentration  of  the  dissolved  substance,  or  rather,  the  con- 
centration of  the  solution,  diminishes  near  the  electrodes  (the 
reactions  mentioned  being  neglected,  if  occurring). 
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To  study  the  matter  more  closely  and  to  make  the  conditions 
perfectly  definite,  consider  the  electrolysis  of  an  aqueous  solu- 
tion of  silver  nitrate  between  platinum  electrodes,  A  and  K.  If 
we  imagine  a  porous  partition  P,  preventing  difTuston  and  con- 
vection currents  across  it  but  not  hindering  the  motion  of  the 
ions,  placed  between  A  and  K,  but  not  close  to  dther,  the 
quantity  of  AgNO,  in  each  of  the  compartments  into  which  P 
divides  the  electrolytic  vessel  will  diminish  during  electrolysis. 
Before  electrolysis  begins,  each  compartment  contains  as  many 
anions  as  kations  (+  Ag  and  —  NO^,  one  of  each  being  neces- 
sary to  form  a  molecule  of  silver  nitrate.  During  electrolysis 
let  K  be  the  kathode  and  A  the  anode. 

Let  the  velocities  of  the  kations  and  anions  in  the  main  body 
of  the  solution,  at  the  partition  for  example,  be  denoted  by  U 
and  (^respectively,  and  let  U}  f  —  k.  Then  for  every  k  kations 
which  cross  the  partition  in  the  direction  AK,  i  anion  crosses  in 
the  direction  KA.  During  this  process  the  number  of  molecules 
of  AgNOj  in  the  compartment  KP  is  diminished  by  k,  since  both 
ions  are  necessary  to  form  a  molecule  ;  and  likewise  the  number 
of  molecules  of  the  salt  in  the  compartment  AP  is  diminished  by 
I.     Hence  {Hittorf's  /aw) 

Loss  of  salt  near  anode/Loss  of  salt  near  kathode  ».  f//  K—  A  {9) 
The  ratio  A  —  UjV  is  called  Hittorfs  ratio,  and  will  be  further 
discussed  below. 

When  k  kations  have  crossed  the  partition  in  the  direction  AK, 
and  one  anion  therefore  in  the  direction  KA,  A  -(-  i  anions  are 
left  without  the  corresponding  kations  at  the  anode  A,  and  A  -f-  1 
kations  are  left  without  the  corresponding  anions  at  the  kathode 
K.  The  free  kations  immediately  give  up  their  positive  chaises 
to  the  kathode,  and  are  deposited  upon  it ;  and  the  free  anions 
immediately  give  up  their  negative  charges  to  the  anode,  and 
react  with  water  to  form  nitric  acid  and  oxygen. 

Since  each  ion  carries  the  same  numerical  charge,  the  electric 
current  in  tbe  main  body  of  the  electrolyte  is  the  same  as  if  all 
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the  anions  were  moving  with  the  velocity  1/+  f^  toward  A,  and  all 
the  kations  were  at  rest ;  or  as  if  all  the  kations  were  moving  with 
the  same  velocity  1/+  P' toward  K,  and  all  the  anions  were  at  rest. 

Since,  moreover,  by  what  precedes,  A  +  1  kations  give  up  their 
charges  to  the  kathode,  and  A  +  i  anions  give  up  their  chaises 
to  the  anode,  while  only  h  kations  cross  the  partition  in  the  direc- 
tion AJC  and  only  i  anion  in  the  direction  KA,  and  since  the 
current  is  the  same  across  every  section  of  the  conductor,  the 
current  at  the  anode  consbts  in  the  motion  of  anions  only,  and 
the  current  ai  the  kathode  consists  in  the  motion  of  kations  only. 
It  does  not  follow,  however,  that  the  velocity  of  either  anion  or 
kation  at  an  electrode  is  U -^  V.  For  the  quantity  of  kations 
deposited  at  the  kathode  is  greater  than  the  quantity  crossing  the 
partition  toward  the  kathode  in  the  ratio  (A  +  i)//i={U+  V)IU; 
and  the  quantity  of  anions  deposited  on  the  anode  is  greater  than 
the  quantity  crossing  the  partition  toward  the  anode  in  the  same 
time  in  the  ratio  {k+  \)ji  ={U+  V)i  V. 

Thus  a  fraction  (//{(/+  K)  of  the  total  quantity  of  the  kation 
deposited  at  the  kathode  in  any  inter\'al  comes  from  the  main 
body  of  the  electrolyte,  and  a  fraction  i  —  Uj{U+  V)  = 
Vj{U-^  V)  comes  from  the  vicinity  of  the  kathode.  In  like 
manner,  a  fraction  Vj{U+  V)  of  the  total  quantity  of  the  anion 
deposited  at  the  anode  in  any  interval  comes  from  the  main  body 
of  the  electrolyte,  and  a  fraction  i  —  V/{U'+  V)=  U j  {U  +  V) 
comes  from  the  vicinity  of  the  anode. 

The  velocity,  U^,  of  the  kations  at  or  very  near  the  kathode, 
and  the  velocity,  V^,  of  the  anions  at  the  anode,  can  be  obtained 
from  the  condition  that  the  charge  crossing  every  section  of  the 
conductor  in  the  same  interval  is  the  same.  This  condition  gives, 
for  the  interval  in  which  N  anions,  and  therefore  hN  kations,  cross 
the  partition, 

U,kN{k+  i)lh  =  hNU+NV 
whence 

-[(#+i)M(4+i)]P 
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and 

V^N{h  +  I)  =.  NV-{-  kNU 
whence 

V,  =  {U*+V^I{U+V)~U,  (10) 

The  ratios  UI{U+  V)  and  yf{U'+  V),  which  represent  the 
fractions  of  the  total  current  carried  in  the  main  body  of  the  elec- 
trolyte by  the  kations  and  anions  respectively,  are  called  the 
transport  nutters  of  the  kation  and  anion,  respectively,  for  the 
given  electrolyte.     Put 

UI{U-\.  V)-n  (II) 

then 

V!{U+V)~i-n  (12) 

and 

UIV-h~,l^l-n)  (13) 

If  the  electrolysis  of  silver  is  carried  on  between  silver  elec- 
trodes instead  of  platinum  electrodes,  the  loss  of  the  salt  around 
the  kathode  will  be  the  same,  for  a  given  charge,  as  before ;  but 
since  the  total  quantity  of  salt  in  solution  now  remains  constant, 
there  will  be  a  gain  of  salt  around  the  anode  equal  to  the  loss 
around  the  kathode.  If  from  the  amount  of  AgNO,  correspond- 
ing to  the  total  quantity  of  silver  deposited  on  the  kathode  (or 
dissolved  at  the  anode),  which  would  be  the  gain  at  the  anode  if 
the  silver  ions  did  not  move,  we  subtract  the  actual  gain  at  the 
anode,  we  obtain  the  loss  of  salt  at  the  anode  due  to  the  motion 
of  the  silver  ions.  The  actual  gain  in  salt  at  the  anode  (equal 
to  the  loss  at  the  kathode)  divided  by  this  quantity  is  HittorTs 
ratio,  from  which  «  and  i  —  n  are  easily  computed.  Since  any 
quantity  of  the  salt  is  proportional  to  the  quantity  of  silver  in  the 
salt,  we  may  use  the  quantities  of  silver  deposited  on  the  kathode 
and  gained  by  the  solution  around  the  anode  instead  of  the  cor- 
responding quantities  of  salt,  and  much  more  conveniently. 
Also,  the  loss  at  the  kathode  instead  of  the  gain  at  the  anode 
may  be  obtained,  if  preferable,  by  direct  experiment 

Hittorf 's  ratio,  and  therefore  the  transport  numbers  «  and  i  —  n, 
are  found  to  vary  slightly  with  the  temperature,  k  and  n  increas- 
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ing  as  the  temperature  rises.  Thus,  for  NaCl,  n  «=  0.392  at  20* 
C.  and  0.449  at  95"  C.;  and  for  AgNOj,  «  — 0.470  at  10°  C. 
and  0.490  at  90°  C. 

For  certain  electrolytes,  especially  aqueous  solutions  of  alka- 
line salts,  «  is  almost  independent  of  the  concentration.  Thus, 
in  the  case  of  an  aqueous  solution  of  KCI,  n  changes  from  0.497 
to  0.486  when  the  concentration  increases  from  0.03  to  2.5  grm. 
mol./lit. 

For  other  electrolytes  n  decreases  rapidly  with  the  concentra- 
tion. Thus,  for  an  aqueous  solution  of  CuSO,  n  decreases  from 
0.36  to  0.27  as  the  concentration  increases  from  o.l  to  2.0  grm. 
mol.  per  liter. 

For  still  other  electrolytes  «  increases  rapidly  with  the  increase 
of  concentration.  Thus,  for  an  aqueous  solution  of  AgNO,,  w 
changes  from  0.474  to  0.53  as  the  concentration  increases  from 
0.0 1  to  2  grm.  mol.  /liter. 

In  all  cases  »  is  independent  of  the  current  strength. 

7.  The  Disiociation  Batio.  By  several  methods,  into  a  discus- 
sion of  which  we  cannot  here  enter,  for  example  the  lowering  of 
the  freezing  point  produced  by  the  solution  of  a  substance,  the 
ratio  of  the  number  of  dissociated  molecules  in  a  solution  to  the 
total  number  of  molecules  of  the  dissolved  substance  can,  ac- 
cording to  the  modem  dissociation  theory,  be  determined  with- 
out the  use  of  an  electric  current.  This  ratio,  called  the  disso- 
ciation ratio,  will  be  denoted  by  m.  For  a  given  solution  m  in 
general  increases  slowly  with  the  temperature. 

If  the  concentration  of  a  given  kind  of  electrolytic  solution 
is  diminished,  m  In  general  increases,  very  rapidly  at  first,  then 
more  and  more  slowly,  reaching,  when  the  solution  becomes  veiy 
dilute,  sensibly  the  constant  value  i .  That  is,  in  very  dilute 
solutions  all  the  molecules  of  a  dissolved  electrolytic  substance 
are  dissociated. 

B.  Ohm'i  Law  for  a  Homogeneous  Electrolyte.  CondDctivity 
and  Holeonlar  Condnctivity.     Since  according  to  the  dissociation 
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theory  the  electric  current  in  an  electrolyte  consists  in  the  motion 
of  the  ions,  the  undissodated  molecules  playing  no  part  in  the 
conduction,  the  current  density,  t,  must  be  equal  to  the  continued 
product  of  the  concentration  of  the  salt,  C,  in  gram  molecules 
per  cc,  the  dissociation  ratio,  m,  the  valence  of  the  ions,  a',  the 
quantity  of  charge  carried  by  a  univalent  gram  ion,  Q,  and  the 
sum  of  the  ionic  velocities,  f  +  V.  For  mC  is  the  number  of 
gram  ions  of  each  kind  per  cc,  mCa'Q  is  the  charge  upon  all 
the  kations  in  one  cc,  and,  numerically,  the  chaise  upon  all  the 
anions  in  one  cc;  heac^  mCt^ QU axid  mCa'QV  are  the  total 
positive  and  negative  charges,  respectively,  crossing  unit  area  per 
second  in  opposite  directions.     Hence 

i=mCa'(^U~^V)  (14) 

Now  Ohm's  law  holds  rigorously  for  liquid  electrolytes  (though 
not,  in  general,  for  gases),  as  well  as  for  metallic  conductors. 
Hence  the  above  equation  may  be  written 

i=kE=  mCa'Q{U+  F)  (15) 

Therefore  the  sum  of  the  velocities  of  the  ions,  U  -\-  V,'\s  pro- 
portional to  the  electric  intensity  E.  Hence,  since  n  or  h  Is 
independent  of  the  electric  intensity  or  current  (§6),  the  velocity 
of  each  ion  must  be  proportional  to  E.  If  therefore  «  and  i' 
denote  the  velocities  of  the  kation  and  anion  respectively  per  unit 
intensity,  we  have,  when  the  intensity  is  E 

U=uE    and      V—vE  (16) 

(15)  may  therefore  be  written 

i  =  kE~  mCa'Q{u  +  v)  E  (17) 

so  that 

k  ~  mCa' Q{u  ■\- v)  (18) 

The  ratio  of  the  conductivity  k  to  the  concentration  C  (in  grm. 
mol./cc.)  is  called  the  molecular  conductivity,  and  will  be  denoted 
by  M.     Thus 

M=  klC=  ma'Q{u  +  v)  (19) 
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When  the  solution  becomes  very  dilute,  m  becomes  sensibly 
equal  to  unity ;  hence,  if  the  corresponding  values  of  M,  k,  C,  u, 
and  V  are  denoted  by  these  letters  with  the  subscript  zero,  we 
have  from  (19) 

.  M^  =  kJC„  =  a;Qiu^  +  v^  (20) 

From  the  last  two  equations 

m  =  M;-M^-{u^  +  v^)/(u  +  v}  (21) 

The  conductivity,  A,  of  an  electrolyte  is  readily  measured  by 
methods  similar  to  those  used  in  the  case  of  metallic  conductors, 
except  that  to  avoid  the  troublesome  effects  of  polarisation  an 
alternating  current  and  a  telephone  or  electrodynamometer  are 
employed  instead  of  a  direct  current  and  a  galvanometer.  From 
the  conductivity  and  the  concentration  the  molecular  conductivitj' 
is  obtained  by  division  from  (19).  From  the  molecular  conduc- 
tivity M,  at  given  dilution,  and  J^,  m  can  be  computed,  if 

is  known. 

9.  Tftriation  of  Electrolytie  Condnotivity  with  Temperatnre 
Pnsinre,  and  Viaooaity.  The  conductivity  of  an  electrolytic 
solution  always  increases  rapidly  with  the  temperature.  Since 
in  equation  (18)  a'  and  Q  are  constants,  and  mC  docs  not  vary 
much  with  the  temperature,  this  increase  in  conductivity  must  be 
almost  wholly  due  to  an  increase  in  («  +  v).  Such  an  increase , 
in  the  velocities  would  be  expected  from  the  fact  that  the  vis- 
cosity of  a  liquid  rapidly  diminishes  with  the  increase  of  tempera- 
ture. 

The  conductivity  of  an  electrolytic  solution  also  increases  with 
the  pressure  to  which  it  is  subjected.  Since  this  increase  occurs 
in  the  case  of  very  dilute  solutions  (m  =  r),  although  to  a  less 
degree  than  for  strong  solutions,  it  must  be  due,  in  part  at  least, 
to  the  diminutions  of  the  liquid's  viscosity  (which  always  dimin- 
ishes with  increase  of  pressure)  and  the  consequent  increase  of 
the  ionic  velocities. 


izecy  Google 


ELECTROLYTIC   AND   METALLIC  CONDUCTION. 


241 


For  solutions  in  which  different  solvents  contain  the  same 
number  of  gram  ions  of  a  given  substance  per  cc,  the  conductiv- 
ity is  always  less  the  greater  the  viscosity  of  the  solvent,  the 
conductivity  of  the  solvent  being  eliminated  if  appreciable. 

The  intimate  connection  between  the  ionic  velocides  and  vis- 
cosity is  shown  further  by  the  fact  that  the  conductivities  of  anal- 
ogous compounds  in  solution  bear  to  one  another  the  same 
ratios  as  do  their  velocities  of  diffusion. 

10.  Xolaoolar  Oonduetivity  and  ConeentratioiL  The  Siuooia* 
tion  Batlo.  The  relation  between  the  molecular  conductivi^  M 
of  an  aqueous  solution  of  KCl  and  the  dilution  of  the  solution, 
expressed  in  terms  of  the  number  of  liters  of  water  containing  a 
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gram  molecule  of  the  salt,  is  shown  graphically  in  F%,  78.  As 
the  dilution  increases,  or  the  concentration  diminishes,  M  in- 
creases, rapidly  at  first,  then  more  and  more  slowly,  reaching  a 
constant  value  M^  when  the  solution  becomes  very  dilute. 

Curve  /  of  Fig.  78  shows  the  relation  between  MjM^  and  the 
dilution,  and  curve  //  the  relation  between  the  dissociation  ratio 
w,  calculated  from  the  lowering  of  the  freezing  point,  and  the 
dilution,  for  the  same  salt  KCl  in  aqueous  solution. 
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The  close  similarity  of  the  curves  shows  that,  very  approxi- 
mately, in  this  case 

m  =  M-M^  (22) 

Hence,  to  the  same  degree  of  approximation,  equation  (21)  gives 
(K(i  +  »J  «(«  +  !');  that  is,  the  sum  of  the  velocities  of  the  ions 
is  nearly  independent  of  the  concentration.  In  practise  this  ap- 
proximation is  frequently  employed,  and  the  dissociation  ratio  is 
calculated  from  (22)  on  the  assumption  that  (a^  +  v^  =  («  +  !/) 
sensibly.  Equation  (22),  however,  appears  in  many  cases  to  be 
not  even  approximately  true  except  for  very  great  dilutions. 

11.  The  Velocities  of  the  Ions.  The  Law  of  Eohlniuoh.  From 
(19)  it  follows  that 

(u  +  v)-Mlma'Q  (23) 

and  from  (9)  and  (16)  that 

h  =  UIV=  uE\vE=  ujv  (24) 

From  these  equations  we  have 

«  =  kMjma'Q  cm.  per  second  per  unit  intensity         (25) 
and 

v  =  {i  —h)  Mjmaf  Q  cm.  per  second  per  unit  intensity   (26) 

from  which  u  and  v  can  be  readily  computed,  all  the  quantities 
in  the  second  members  being  capable  of  experimental  determina- 
tion. 

The  ionic  velocities,  when  calculated  by  these  formulae,  for 
extremely  dilute  solutions  are  found  to  be  wholly  independent 
of  the  compounds  in  which  they  occur.  This  is  the  law  of  Kokl- 
rausch.  Thus  the  velocity  of  the  chlorine  ion  is  the  same 
whether  in  a  very  dilute  solution  of  HCl  or  a  very  dilute  solu- 
tion of  NaCl.  The  velocities  of  the  hydrogen,  silver,  hydroxyl 
(OH),  and  chlorine  ions,  all  in  cms.  per  second,  when  the  elec- 
tric intensity  is  one  volt  per  cm.,  are  0.00320,  0.00057,  O.OOI81, 
and  0.00069,  respectively,  by  calculation  from  (25)  and  (26). 
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The  above  results  Have  been  confirmed  by  the  <^C(r/ experi- 
ments of  Lodge  and  of  Whetham  {PkUosopMcal  Transactions,  A, 
1893,  and  A,  1895). 

12.  Thermal  Analo^e  of  Ohm's  Law.  Let  the  two  parallel 
faces,  I  and  z,  distant  L  apart,  of  ^  large  plane  slab  of  a  homo- 
geneous isotropic  substance  with  thermal  conductivity  if  be  main- 
tained at  the  temperatures  /,  and  i^.  Near  the  center  of  the 
slab  the  flow  of  heat  from  i  to  2  is  perpendicular  to  the  faces, 
and  the  fall  of  temperature  per  unit  length,  or  temperature  gradi- 
ent, from  I  to  2  is  uniform  and  equal  to  (/j  —  t^lL  =  E' .  The 
time  rate  per  unit  area,  i' ,  at  which  heat  crosses  a  plane  suiface 
within  the  slab  parallel  to  its  faces  is 

('  =  y  E' 

which  is  strictly  analogous  to  Ohm's  law. 

13.  The  Tariation  of  Xetallio  Condnotivity  witit  Temperature. 
The  resistivity  of  all  pure  metals  increases  with  the  temperature, 
the  relation  between  the  resistivity  and  temperature  being  approxi- 
mately linear  for  ordinary  temperatures  according  to  the  equation 

'-,-^[■  +  "•('-0] 

The  coefficient  o  is  called  the  resistance  temperature  coefficient. 
For  many  metals  a  is  approximately  equal  to  i  /273,  the  tem- 
perature coefficient  of  the  expansion  of  a  gas  at  constant  pressure, 
when  /p  is  taken  as  0°  C.  or  273°  absolute.  For  such  a  sub- 
stance we  have  approximately  from  the  above  formula 

'■,  =  '/273''m 
where  t  is  the  absolute  temperature  at  which  the  resistivity  is  r„ 
and  /•«,  is  the  resistivity  at  the  temperature  273°  absolute. 

14.  The  Law  of  Wiedemann  and  Franz.  Not  only  is  the  law 
of  Ohm  analogous  to  the  law  of  thermal  conductivity,  but  for 
nearly  all  metals  and  alloys  the  ratio  of  the  thermal  conductivity 
y  to  the  electrical  conductivity  k  is  approximately  the  same  at  a 
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given  temperature,  and  is  proportional  to  the  absolute  tempera- 
ture. This  indicates  that  the  processes  involved  in  the  two  kinds 
of  conduction  are  largely  identical. 

IS.  The  Electron  Theory  of  Condnetion.  According  to  the 
comprehensive  and  rapidly  developing  electron  theory,  an  atom 
is  constituted  of  a  multitude  of  minute  particles,  called  electrons, 
each  carrying  a  permanent  and  constituent  electric  charge,  whose 
magnitude  is  that  of  the  charge  carried  by  a  univalent  ion  in 
the  electrolysis  of  liquids.  In  a  neutral  atom,  the  number  of 
positive  particles  is  equal  to  the  number  of  negative  particles ; 
in  a  charged  atom  or  radical,  the  number  of  positive  electrons 
exceeds  the  number  of  negative  electrons,  or  vice  versa,  by  i,  2, 
3,  etc.,  according  as  the  ion  is  univalent,  bivalent,  trivalent,  etc. 
The  charge  of  a  single  electron  is  the  smallest  electric  charge 
which  can  exist,  and  no  charges  exist  except  the  charges  of 
electrons. 

In  the  electrolytic  conduction  of  liquids  no  free  electrons  take 
part,  but  the  current  consists,  as  we  have  already  seen  according 
to  the  dissociation  theory,  in  the  convection  of  the  ions,  all  of 
atomic  magnitude. 

In  electric  conduction  through  gases,  which  is  also  electro- 
lytic, the  positive  ions  are  atomic  in  nu^nitude  (atoms  or  radi* 
cals  plus  or  minus  one  or  more  electrons  of.  the  same  sign),  but 
the  negative  ions  are  frequently  single  electrons,  though  either 
may  be  loaded  down  with  an  agglomeration  of  neutral  mole- 
cules. The  electric  current  consbts  in  the  convection  in  oppo- 
site directions  of  these  ions.  The  kathode  rays,  emitted  from 
the  kathode  in  a  highly  exhausted  vacuum  tube,  consist  of  nega- 
tive electrons  only,  moving  with  velocities  of  the  same  order  as 
that  of  light. 

In  metallic  conduction  the  main  body  of  the  metal  docs  not 
participate  in  the  conduction.  The  current  consists  in  the  con- 
vection of  (temporarily)  free  positive  electrons  in  the  direction 
of  the  current,  or  in  the  convection  of  (temporarily)  free  nega- 
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dve  electrons  in  the  opposite  direction,  or  in  both  processes 
simultaneously.  The  number  of  electrons  taking  part  in  metal- 
lic conduction  is  small  in  comparison  with  the  number  taking 
part  in  electrolytic  conduction  proper,  and  the  velocity  is  rela- 
tively great 

Thermal  conduction  also  takes  place  by  the.  motion  of  elec- 
trons, but  under  a  temperature  gradient  both  positive  and  nega- 
tive electrons  move  in  the  same  direction. 

For  an  extended  discussion  of  the  electron  theory  as  applied 
to  electric  and  thermal  conduction  in  metals,  reference  must  be 
made  to  memoirs  by  Drude,  Ann.  der  Physik,  I.,  p.  566,  19CXJ, 
III.,  p.  369,  1900,  and  VII.,  p.  687,  1902,  For  a  general  treat- 
ment of  the  electron  theory,  see  also  Lord  Kelvin,  Philosophical 
Magazine  {6),  III.,  p.  257,  1902,  and  haimor's  jEtfur  and  Mat- 
ter. For  a  sketch  of  the  development  of  the  electron  idea,  with 
abundant  references,  see  Kaufmann,  Pkysikalische  Zeitschrift, 
III.,  p.  9,  1901,  or  a  translation  of  the  same  in  The  Electrician, 
November  8,  1901.  An  elementary  treatment  of  the  subject  is 
given  by  Lodge  in  The  Electrician,  Vols.  50  and  51,  1902-1903. 
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CHAPTER  X. 

THERMAL  AND   VOLTAIC   ELECTROMOTIVE  FORCES. 

1.  The  Law  of  Volt*.  Around  a  circuit  made  up  of  any  num- 
ber of  different  metals  connected  end  to  end,  there  is  no  resultant 
e,m.f,,  and  therefore  no  electric  current,  when  all  parts  of  the 
circuit  are  at  the  same  temperature  (unless  there  is  a  changing 
magnetic  flux  through  the  circuit,  XIll.). 

2.  The  Seebeek .  Effect  Around  a  circuit  formed  of  two  dif- 
ferent metals  a  current  flows,  Jri  general,  when  the  two  junctions 
are  at  different  temperatures. 

Such  a  circuit  is  called  a  tfurtttocouple,  or  a  thermoelement. 

In  a  thermocouple  consisting  of  a  copper  wire  and  an  iron 
wire,  if  the  mean  temperatute  of  the  junctions  is  less  than  275" 
C,  a  current  flows  from  the  copper  to  the  iron  across  the  hot 
junction. 

3.  The  Peltier  Effect.  When  an  electric  current  flows  across 
the  junction  of  two  metals,  heaf  is  there,  in  general,  either  ab- 
sorbed (thermal  cnei^y  transformed  into  electrical  enei^y)  or 
emitted  (electrical  enei^  transformed  into  heat),  according  to 
the  direction  of  the  current  The  rate  of  the  enei^  transfor- 
mation is  proportional  to  the  current  strength,  and  the  process  is 
completely  reversible. 

Thus  at  a  copper-iron  Junction  heat  is  absorbed  when  the  cur- 
rent passes  from  Cu  to  Fe ;  and  heat  is  emitted  at  the  same  rate 
when  the  same  current  crosses  the  junction  (maintained  at  the 
same  temperature)  in  the  opposite  direction. 

The  energy  transformations  occurring  during  the  dreulation  of 
the  current  in  the  thermoelement  of  copper  and  iron,  §  2,  thus 
tend  to  cool  the  hot  junction  and  to  heat  the  cold  junction. 
246 


izecy  Google 


THERMAL  AND   VOLTAIC    E.M.F.S.  247 

The  Peltier  X.1C.F.  The  junction  of  two  metals  is  therefore 
the  seat  of  an  intrinsic  e.m.f,,  called  the  Peltier  e.m.f.,  which  is 
constant  at  a  given  temperature  of  the  junction  for  all  values  of 
the  current.  The  e.m.f,  varies  with  the  nature  of  the  metals  and 
with  the  temperature  of  the  junction.  At  the  junction  of  two 
metals  A  and  B,  at  the  temperature  /,  the  Peltier  e.m.r  acting 
from  AtoB  will  be  denoted  by  ^P^.     See  §  i,  I. 

If  the  two  junctions  of  a  thermoelement  have  the  same  tem- 
perature /,  tP^,  the  e.m.f  from  A  to  B,  will  have  the  same  value 
at  both  junctions.  Hence  no  current  will  traverse  the  circuit, 
but  a  difference  of  potential  will  be  developed,  B  coming  to  a 
potential  ,P^  higher  than  that  of  A. 

Since,  however,  ,/^  is  a  function  of  the  temperature,  there  will, 
when  the  two  junctions  are  at  different  temperatures  i',  and  /,,  be 
a  resultant  Peltier  e.m.f  around  the  circuit,  equal,  when  mea- 
sured in  the  direction  around  the  circuit  from  A  to  B  across  the 
junction  at  temperature  /j,  to 

A  +  A-A-A  (I) 

4.  The  Tbomaon  Effect  When  an  electric  current  traverses  a 
conductor  along  which  there  is  a  temperature  gradient,  heat  is 
either  absorbed  (transfonned  into  electrical  energy)  or  emitted 
(electrical  energy  transformed  into  heat),  according  to  the  direc- 
tion of  the  current,  throughout  the  portion  of  the  conductor  in 
which  the  temperature  gradient  exists.  The  rate  of  energy  trans- 
formation is  directly  proportional  to  the  strength  of  the  current, 
and  depends,  so  far  as  temperature  is  concerned,  only  on  the 
temperatures  of  the  ends  of  the  conductor.  The  enei^y  trans- 
formations are  perfectly  reversible,  changing  sign,  but  not  m^- 
nitude,  with  the  direction  of  the  current. 

The  absorption  or  emission  of  heat  Just  described  takes  place 
in  addition  to  the  evolution  of  heat  according  to  Joule's  law  at  a 
rate  proportional  to  the  square  of  the  current. 

Tie  Thomson  E.1I.F.  A  conductor  in  which  there  is  a  tem- 
perature gradient  is  therefore  the  seat  of  an  intrinsic  e.m.f.  which 
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is  constant  for  all  values  of  the  current  for  given  temperatures 
of  its  terminals.  This  e.m.f.  is  called  the  Thomson  e.m.f.  in  the 
conductor,  and  is  considered  positive  when  it  is  directed  from 
the  lower  to  the  higher  temperature.  If  /,  and  /,  denote  the 
temperatures  of  the  cooler  and  hotter  ends  of  a  conductor  ./4,  the 
Thomson  e,m,f,  from  the  cooler  to  the  hotter  end  is  denoted  by 

The  fact  that  the  Thomson  e.m.f.  (or  the  corresponding  en- 
ergy transformations)  depend,  so  far  as  temperature  is  concerned, 
only  on  the  temperatures  of  the  ends  of  the  conductor,  follows 
from  the  Icav  of  Magnus,  which  states  that  in  a  circuit  com- 
posed of  a  single  homogeneous  metal  there  is  no  electric  current, 
howsoever  the  temperature  varies  from  point  to  point  Thus  the 
Thomson  e.m.f.  from  a  point  A  to  another  point  B  of  the  circuit 
is  the  same  either  way  around  the  circuit.  (The  law  of  Magnus, 
and  the  deduction  therefrom,  do  not  hold  in  certain  extreme 
cases,  as  when  the  cross-section  of  the  conductor  changes  sud- 
denly, etc.;  also,  at  least  in  certain  cases,  when  a  portion  of  the 
circuit  is  magnetised,  when  it  is,  strictly,  non-homogeneous.) 

I-et  IS  jit  denote  the  rate  of  heat  absorption  in  the  elementary 

length  dL  of  a  conductor  yj,  the  mean  temperature  within  the 

length  dL  being  t  and  the  rise  in  temperature  from  one  end  to 

the  other  being  dt,  when  the  current  /  flows  up  the  temperature 

gradient.    Then  the  Thomson  e,m.f.  up  the  temperature  gradient 

dt  along  dL  is  _ 

^  dT^  -  S^dt  (2) 

5  is,  in  general,  a  function  of  the  temperature  and  varies  from 
substance  to  substance.  If  the  temperatures  of  the  cooler  and 
hotter  ends  of  the  conductor  are  /,  and  /„  respectively,  we  have, 
on  integrating  (2)  from  one  end  of  the  conductor  to  the  other, 

„7-._p7;-jrV'  (3) 

By  an  obvious  thermal  analogy,  S^  is  called  the  specific  heat 

of  electricity  in  the  metal  A  at  the  temperature  t. 
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In  certain  substances,  t.  g.  copper,  5  is  positive ;  that  is,  heat 
is  absorbed  when  the  current  flows  up  the  temperature  gradient. 
In  others,  as  iron,  5  is  negative  ;  that  is,  heat  is  absolved  when 
the  current  flows  down  the  temperature  gradient 

In  a  copper-iron  thermoelement,  therefore,  with  junctions  at 
temperatures  /,  and  i^  the  Thomson  e.m.f.  in  each  metal  has  the 
same  direction  as  the  current  in  that  metal  —  up  the  gradient  in 
the  copper,  and  down  the  gradient  in  the  iron. 

If  5„  and  S^  denote  the  value  of  5  at  the  temperature  /  for  two 
metals  A  and  B  forming  3  thermocouple  with  the  cold  and  hot 
junctions  at  temperatures  /,  and  t^,  respectively,  the  total  Thom- 
son e.m.f.  around  the  circuit  in  the  direction  from  Axo  B  across 
the  hot  junction  is 

.^T.  +  ^r. - ^T.  - ^T, -£(s.- s,yt       (4) 

5.  Tlie  Total  Thvnnal  EleotromotlTe  Poro«  is  a  Circuit  consbting 
of  two  homogeneous  metals  is  the  sum  of  the  two  Peltier  e.m.f  s 
at  the  junctions  and  the  two  Thomson  e.m.f.s  along  the  con- 
ductors. Thus  if  "V^  denotes  the  total  e.m.f.  in  the  circuit, 
measured  in  the  direction  around  the  circuit  from  A  to  B 
across  the  hot  junction, 

*-  -  hP^  -  ./"o*  +  JP  {S,  -  S,)dt  (5) 

6.  The  Law  of  Intormediate  Xetals  (Booqnerel'i  Law  I.).  If  at 
one  of  the  junctions,  at  temperature  /,  of  two  metals  A  and  B 
forming  a  thermoelement  a  third  metal  C  is  inserted  between  A 
and  B,  and  if  the  two  resulting  junctions  are  kept  at  the  original 
temperature  /  of  the  junction  AB  before  the  insertion  of  C,  the 
total  e.m.f  of  the  circuit  is  not  altered.  The  total  Thomson 
e.m.f.  in  C  is  evidently  zero,  since  its  two  ends  are  at  the  same 
temperature ;  hence  the  law  states  that 

^^~^^+r^  (6) 

Thus  two  wires  may  be  soldered  together,  instead  of  being 
welded  or  twisted,  without  aflecting  the  e.m,f,  of  the  junction. 
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§§  3,  4,  and  6  completely  account  for  the  law  of  Volta. 

7.  The  Lav  of  SncosMive  Temperatures  (Beoqserel'a  Law  II.). 
Consider  a  thermoelement  of  two  metals  A  and  B  with  the  junc- 
tions at  temperatures  t^  and  ?,,  respectively.  Let  the  total  e.m.f. 
aroimd  the  circuit  in  the  direction  from  A  to  B  across  the  junc- 
tion at  temperature  /,  be  denoted  by  ,,,,'^^„».  Then,  with  similar 
nomenclature,  if  experiments  are  made  with  one  junction  of  the 
element  at  temperature  t^  and  the  other  at  i',  then  with  the  first 
at  temperature  /'  and  the  other  at  t",  and  so  on,  and  finally  with 
the  first  at  temperature  t^  and  the  other  at  temperature  f^,  it  will 
be  found  that,  whatever  the  values  of  «,  f,  t",  •  ■  ■,  t^, 

,.^*^  -  ,,^*^  +  ,,:^^  +  . . .  +  ^^  (7) 

8.  Ttermoelectiio  Power.  If  d'9^  denotes  the  total  thermal 
electromotive  force  around  the  circuit  of  a  thermoelement  AB  in 
the  direction  from  .^  to  ^  across  the  junction  whose  temperature 
is  t,  when  the  temperature  of  the  other  junction  is  /  —  dt,  the 
differential  coefficient  d'V^jdt,  the  e.m.f,  per  unit  difierence  of 
temperature,  is  called  the  thermoeUctrU  power  of  the  metal  A 
with  respect  to  the  metal  B  at  the  temperature  /,  or  the  tliermo- 
electric  power  of  the  thermoelement  AB  at  the  temperature  /,  and 
will  be  denoted  be  ,/^.     Thus  we  have 

.P^^d-^Jdt  (S) 

For  the  total  e.m.f.  in  the  circuit  in  terms  of  the  thermoelec- 
tric power  /,  we  have  from  (7)  and  (8) 

Mt^o.  =  J''*-  =  £j^'^  (9) 

9.  The  Thermoeleotrio  E.K.F.  of  a  Copper-Iron  Element  at 
Moderate  Temperatorei.  The  relation  between  the  total  thermal 
electromotive  force  of  a  copper  iron  thermoelement  and  the  tem- 
perature t  of  one  of  the  junctions,  when  the  other  junction  is  kept 
at  the  constant  temperature  of  0°  C,  is  shown  graphically  in 
Fig.  79,  for  temperatures  up  to  600°  C,  As  /  increases,  the 
e.m.f.  around  the  circuit  in  the  direction  from  copper  to  iron  at 
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the  junction  whose  temperature  is  /  increases  from  a  nega- 
tive value,  for  /  less  than  0°  C,  to  a  oiaximuin  positive  value 
when  t^  275°  C.  As  t  continues  to  increase,  the  e.m.f.  de- 
creases, falling  to  zero  at  /=»  550°  C.  Beyond  this  temperature 
the  e.m.f,  is  negative,  as  when  /  was  less  than  0°  C,  that  is,  the 
current  flows  (or  the  e.m.f.  is  directed)  from  iron  to  copper  across 
the  junction  at  temperature  t. 
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From  the  curve  in  Fig.  79,  the  thermoelectric  power  of  cop- 
per with  respect  to  iron,  ,/^,  can  be  readily  obtained  for  all  tem- 
peratures within  the  limits  of  the  curve.  For  if  a  tangent  is 
drawn  from  the  point  of  the  curve  corresponding  to  any  tem- 
perature /,  the  tangent  of  the  angle  made  by  this  line  with  the 
axis  of  temperatures  is 

The  relation  between  ,p^  and  /  is  given  in  the  curve  of  Fig. 
80,  which  is  a  straight  line.  That  is,  the  thermoelectric  power 
of  copper  with  respect  to  iron  is  a  linear  function  of  the  tempera- 

'""'"  A-^^./^-A'  +  A  (lo) 

where  A^  and  A^  are  constants  for  the  given  element  (copper-iron). 
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The  temperature  corresponding  to  the  point  ^(/— 275°  C), 
for  which  (/^=  o,  is  called  the  neutral  temperature  for  copper 
and  iron.  The  temperature  corresponding  to  the  point  C 
(/—  550"  C),  in  passing  which  the  electromotive  force  around  the 
circuit  is  reversed  in  direction  when  one  of  the  junctions  is  at 
0°  C,  is  called  the  temperature  of  ittversion  of  copper  and  iron 
with  respect  to  the  temperature  0°  C.  of  the  cooler  junction. 
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The  total  e.m.f.  "9^  of  the  couple  is  represented  in  this  figure 
by  the  area  included  between  the  curve  and  the  axis  of  tempera- 
tures, and  between  the  two  perpendiculars  dropped  from  the 
curve  to  the  points  on  this  axis  corresponding  to  the  tempera- 
tures of  the  junctions.  Thus,  if  the  junctions  are  at  temperatures 
Tand  A, 

^j,'V^  =  ^TGaATFA 
In  like  manner, 

^g-9^m=aresiABFA 

_,^^^  =  area  ABFA  +  (negative)  area  BT HB 
etc.     This  follows  directly  from  (9). 
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The  curve  showing  the  relation  between  the  thermoelectric 
power  of  an  element  and  the  temperature  is  called  the  thermo- 
electru:  line  of  that  element.  The  thermoelectric  lines  of  nearly 
all  thermoelements  consisting  of  either  pure  metals  or  alloys  are 
straight  lines  over  a  considerable  range  of  temperature,  like  that 
of  the  copper-iron  couple,  F%.  80. 

If  the  thermoelectric  line  of  a  given  element  ts  a  stra^ht  line, 
the  curve  showing  the  relation  between  the  total  thermal  electro- 
motive force  In  the  circuit  and  the  temperature  /  of  one  junction, 
the  temperature  t^  of  the  other  being  kept  constant,  is  a  parabola. 
For  we  have,  by  integration  of  (10)  between  the  limits  /,  and  t. 


(■■) 


,,,*«  -  ly'^'i'"  *  -  -^.c  -  '.■) + ^i'-  '1) 


which  is  the  equation  of  a  parabola  with  its  axis  in  the  negative 
direction  of  the  axis  of  e.m.f  s. 

10.  Bsoqnereri  law  in.     At  a  given  temperature  the  thermo- 
electric power  of  a  metal  A  with  respect  to  a  metal  C  is  equal  to 


*-5 

1 
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iJJS^ 

i 

1    '•"'•  fe"T>5c 

1A 

jJS^        w 

i 

J 

the  thermoelectric  power  of  the  metal  A  with  respect  to  any 
other  metal  B  plus  the  thermoelectric  power  of  B  with  respect  to 
C-     Thai  is,  ,/..-,/...  + A  (.a) 

Hence  if  the  thermoelectric  lines  are  drawn  for  two  metals  A 
and  B  with  respect  to  the  same  metal  C"(Fig.  81),  ^p^  at  any 
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temperature  i  can  be  obtained  by  subtracting  from  the  ordinate 
iPm  ^^  ordinate  J>^^. 

The  total  e.m.f.  ,^^^  is  given  by  the  area  EFGHE  of  the 
iigure. 

P,  the  point  of  intersection  of  the  two  lines  A  and  B,  is  the 
neutral  paint,  or  the  point  corresponding  to  the  neutral  tempera- 
ture, for  the  metals  A  and  B,  since  there 

11.  The  Thermoeleotrio  Circuit  Treated  u  a  AeTenible  Thermo, 
dynamio  Engine.  So  far  as  the  Thomson  and  Peltier  eflects  are 
concerned,  the  absorption  and  evolution  of  heat  in  a  thermoelec- 
tric circuit  are,  as  we  have  seen,  proportional  to  the  current 
strength  and  the  time,  or  to  the  total  charge  which  has  passed 
through  the  circuit,  and  completely  reversible,  changing  sign 
with  the  direction  of  the  current.  There  are  other  thermal  proc- 
esses going  on  in  the  circuit,  however,  which  are  not  reversible  : 
the  conduction  of  the  heat  from  the  hotter  to  the  cooler  junction, 
which  bears  no  direct  relation  to  the  electrical  phenomena ;  the  evo- 
lution of  heat  according  to  Joule's  law  at  a  rate  proportional  to  the 
square  of  the  current;  and  the  radiation  of  heat,  which,  like  its 
conduction,  bears  no  direct  relation  to  the  electrical  phenomena. 
Since  by  diminishing  the  current  the  second  effect,  being  propor- 
tional to  the  square  of  the  current,  may  be  made  as  small  as  we 
please  in  comparison  with  the  Thomson  and  Peltier  effects,  which 
are  proportional  to  the  first  power  of  the  currents ;  and  since  the 
first  and  third  effects  have  no  direct  relation  to  the  electrical 
phenomena  ;  we  shall  assume  that  the  total  Thomson  and  Pel- 
tier e.m.f.s  are  not  affected  by  these  irreversible  processes,  and 
that  the  relations  between  them  can  be  obtained  by  treating  the 
circuit  as  a  perfectly  reversible  thermodynamic  engine,  all  irre- 
versible effects  being  neglected.  The  application  in  this  manner 
of  the  principles  of  thermodynamics  to  the  matter  in  question  is- 
justified  by  the  approximate  agreement  with  experiment  of  the 
results  to  which  it  leads. 
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The  first  law  of  thermodynamics,  or  the  principle  of  the  con- 
servation of  energy,  together  with  experiment,  has  furnished  us 
with  the  relation 

.A^^-^^-A  +  jTc^.-.s.)^         (13) 

If  we  apply  (13)  to  the  case  in  which  /,  — /,  and /,  =- /-f  i/f, 
or  if  we  simply  differentiate  (13)  with  respect  to  /,  v/e  obtain 

<N/^ldt-d(J>Jldl  +  S,-S,  (14) 

The  second  law  of  thermodynamics  furnishes  another  relation. 
Let  dH  denote  the  quantity  of  heat  absorbed  into  the  circuit  at 
the  temperature  /,  while  a  chaise  dq  (—  current  X  time)  is 
carried  around  the  circuit  once.  Then  we  have,  for  the  whole 
cycle,  by  the  second  law  of  thermodynamics, 

o-Jdff/t  ~  d</[.,P^!i,~^P^/t,  +  j^(S.~S,ytdA 
or 

■.z"*/',  -  */'«/',  +  f(.s.  -  s.yi  *-  o        (IS) 

the  temperature  being  expressed  on  the  absolute  scale. 

Applying  this  equation  to  the  case  in  which  /^  =  '  and  /,  =: 
/  +  dt,  or  simply  differentiating  the  equation  with  respect  to  /, 
we  obtain 

APJt)M^  +  (-S-  -  S,)lt  -  o  (16) 

(16)  may  be  written 

^{.PM^*~t^J^  +5,-5,-0  {17) 

The  combination  of  this  equation  with  (14)  gives 

fj.-d'ijdt)-fjt  (,8) 

or 

f^  =  ^J  =  t<i'^J<it  (19) 

The  combination  of  (16)  and  (19)  gives 
S.~S,--td{,fJldt--ld(J>j!)ldl--ld-{<ltJld,    (20) 
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Since  at  the  neutral  temperature  for  the  metals  A  and  B 
^p^  ""O,  (igj  gives,  for  this  temperature, 

^^^f.P^^o  (21) 

That  is,  when  one  junction  of  two  metals  is  at  the  neutral 
temperature,  there  is  at  this  junction  no  Peltier  e.m.f.  and  no 
absorption  or  evolution  of  heat,  /,  the  absolute  temperature,  being 
always  greater  than  zero. 

If  B^  denotes  the  angle  made  with  the  axis  of  temperatures  by 
the  tangent  to  the  thermoelectric  line  of  A  with  respect  to  B  at 
the  point  on  the  line  corresponding  to  the  temperature  /,  then 
('»)  gives  tan  5^  =  '^J>JMt  =  d(/>Jt)/dt  (22) 

(20)  and  (22)  give 

5.  -  5,  =  -  ^  tan  e^  (23) 

In  the  common  case  in  which  Jr^  is  a  linear  function  of  the 
temperature,  or  the  thermoelectric  line  straight,  tan  6^  is  constant 
(■^ai) '"''  *"  temperatures,  and  (23)  becomes 

S,-S^=-  -Kj  (24) 

If  ^^  is  greater  than  90°,  tan^^=  K^  is  negative,  and  .S^  —  5^ 
therefore  positive.  For  copper-iron  (Fig.  80)  S^  —  S^  is  thus 
always  positive. 

The  experiments  of  Le  Roux  and  of  Tait  have  shown  that  for 
lead  and  for  certain  platinum-indium  alloys  5  is  excesavely  small 
or  zero.  Hence  denoting  the  metal  lead  by  L,  and  putting  5,  =  o, 
we  have 

S,  =  5,  -  5,  =  -  td{,p^ldt  =  -  td(J>Jt)dt  =-tt3Sie^ 

Hence,  as  a  matter  of  convenience,  lead  is  chosen  as  a  standard 
metal,  and  the  thermoelectric  lines  of  all  other  metals  and  alloys 
are,  in  general,  drawn  with  respect  to  this  metal. 

12.  The  Thermoeleotrio  Diagram.  In  Fig.  83  are  drawn  the 
thermoelectric  lines  with  respect  to  lead  of  a  number  of  metals 
and  alloys.    The  line  for  lead  of  course  coincides  with  the  axis  of 
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temperatures,  and  all  other  substances  for  which  5=0  have  lines 
parallel  to  this  axis.  The  system  of  thermoelectric  lines  is 
known  as  the  thermoelectric  diagram. 

As  an  introduction  to  the  use  of  the  thermoelectric  diagram, 
we  shall  consider  in  detail  the  ideal  thermoelectric  lines  A  and 
B  of  two  metals  A  and  B  with  respect  to  lead,  A  being  a  straight 
line,  as  in  the  common  case,  and  B  an  irregular  curve.  Fig.  83. 
The  construction  of  the  remainder  of  the  figure  is  sufficiently 


obvious,  all  the  lines  being  either  parallel  or  perpendicular  to  the 
axis  of  temperatures,  or  tangential  to  the  line  B. 

The  thermoelectric  power  of  A  with  respect  to  lead,  ^p^,  is 
OA^  at  the  absolute  temperature  zero.  From  this  value  it  regu- 
larly decreases  as  a  linear  function  of  the  temperature,  passing 
through  the  value  LA  at  the  temperature  /,  and  reaching  o  at 
the  temperature  t^  This  point  is  the  neutral  temperature  of  A 
with  respect  to  lead.     Beyond  C^,  ^p^  is  negative. 

The  thermoelectric  power  of  B  with  respect  to  lead,  ,/„,  is 
0B„  a  negative  quantity,  at  0°  absolute.     At  t^,  a  neutral  tem- 
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perature  of  B  with  respect  to  lead,  ,/j,  =  o.  Between  /,  and  t^, 
,Pi,  is  positive,  having  a  maximum  value  at  /,.  At  t^  and  t^^ 
other  neutral  temperatures  of  ^  with  respect  to  lead,  ,/„  is  again 
zero,  reaching  between  them,  at  the  temperature  i^  a  negative 


At  the  temperature  t,  /'^  =  t  J>^  =  aA  x  AL  =  area  ALOaA. 
When  /  =  o,  this  area  is  0  X  OA^  =  o ;  when  t  =  t^,  its  value  is 
OA^yc.  (9  — o;  beyond  t^,  ALOaA  is  below  the  line  OT,  or  is 
negative.  Thus  at  /^  ^P^  =  l^  ^^  =  Ot^  x  t,A^  the  thermo- 
electric power  t^A^  being  negative,  and  the  area  lying  wholly 
below  OT. 

Similarly,  at  t",  /"j,  =  t  ,p^^  =  area  BLObB.  When  /  =  o,  this 
area  is  t?  x  OB^  ~  o ;  between  t^o  and  /  =■  /„,  the  area  is  nega- 
tive, or  below  0T\  at  /■„,  t^,  and  /,(,,  the  neutral  temperatures  for 
B  and  lead,  the  area  is  zero ;  from  /,  to  /,  the  area  is  positive, 
and  from  /^  to  /,„  n^ative. 

At  t^,  ^^=ix(-tan,0J=A^"xAA"JA^A"=AA".  Since 
tan  fi^  is  constant  and  negative  {ff^  greater  than  90°  and  less 
than  iSo°),  S^  =  AA"  is  always  positive,  or  AA"  is  always 
drawn  upward  from  A. 

Thequantity  jS'^i/zisequal  to^^"  x  A" A'"  =  ^tes.  Aaa' A' A. 

Inhke  manner,  at  l''.,S^=i  x{—t^n,0^,)'^B^'B"xBB"/B^'B" 
=  BB".  When  the  point  B"  is  below  the  point  B  (J^,  less 
than  90°),  6'j  =  BB"  is  negative.  Thus  from  /  =  o  to  /  =  /^, 
and  from  t=  tj  to  /  =  i^^,  S^  is  negative ;  while  from  t  =  i^  to 
(  =  /g,  5j  is  positive.  At  the  temperature  tmmf  it  has  the  posi- 
tive value  B^I'B^. 

The  quantity  — ,-Sj  dt  is  equal  to  area  BB' B" ' B" B  =  ana. 
BWB'B. 

At  the  temperature  t,  ,p^  —  ,p^  —  ^„  =LA  —  LB  =  BA.  BA 
is  positive,  or  A  is  above  B,  from  ^  =  o  to  /  =  /,  (a  neutral  tem- 
perature for  the  thermocouple  AB"),  and  from  t  =  t^to  t<=  t^  (ad- 
ditional neutral  temperatures  for  the  couple  AB),  but  is  negative 
{A  below  B)  from  c  =  /,  to  /  =  ^^ 
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The  total  thermal  electromotive  force  in  a  circuit  consisting  of 
the  two  metals  A  and  B,  with  junctions  at  temperatures  /,  and 
'».  is 

•I'l^-rt  —    ]iP^'^'  =  CsAdt^'  area  A^B^B^^, 

This  result  can  be  obtained  also  from  the  relation  (13).     For 
(5_  —  S^)dt  =  area  Aaa'A'A  +  area  Bbb'B'B 
\S_^~  S^dt  =  ^Tfiz  A^a^a^^^  (i)  +  area  5,^,*j5^,  (2) 


r 


and 

^P^  ~  .r^  =  area  A^j>fi^^  (3)  -  area  A,a,h,B^A,  (4) 

Hence 

«*,*  -  (I)  +  (2)  +  (3)  -  (4)  -  M-ea  Afifi^^, 

as  proved  otherwise  above. 

If  one  junction  of  the  thermoelement  AB  is  kept  at  the  con- 
stant temperature  /j,  while  the  temperature  t  of  the  other  junc- 
tion, at  first  equal  to  /,,  is  gradually  increased,  ,,r^^  will  increase 
from  zero,  its  value  when  /  =  /,,  until  '  =  C3,  when  it  has  the  value 
^,,^^  =  area  A,A^^A^.  If  /  is  increased  beyond  /,,  to  f  for 
instance,  the  e.m.f.  will  diminish,  since 

^^■9^  =  A^A^^A,  +  C  ,pjit  -  A^Afi^A^  (I) 

-  AfifilA'A^A^  (2) 

tP^  being  negative  between  t  =  t^  and  /  =  t^.  When  area  (2) 
becomes  equal  in  magnitude  to  area  (i),  j,^^^  is  zero,  and  /'  is 
a  temperature  of  inversion  for  A  and  B  with  respect  to  /,,  Aa  t 
is  still  further  increased,  the  e.m.f.  increases  negatively  until  /=/j, 
beyond  which  it  increases  algebraically,  or  decreases  negatively, 
with  another  inversion  at5g'(area  B^A^A^B^  =  ^rezAjB/A/Aj), 
until  ^=  Cj.  Beyond  this  temperature  ,,,^„,  increases  n^atively, 
inverting  again  at  B^^,  and  thereafter  remaining  negative. 
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When  /,  =  ?j  and  t=  tj,  the  Peltier  cm.f.s  at  both  junctions 
are  zero,  no  heat  being  there  absorbed  or  evolved,  and  i^,"^^  »' 

^^^^  =,  (negative)  area  ^^^^,-4,  (i)  =   r\s^-S^<it.     The 
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e.m.f.  is  negative,  or  the  current  flows  (if  the  circuit  is  closed) 
from  B  to  A  across  the  hot  junction  at  temperature  /^, 

When  ^,  =  /,  and  /  -  i^  ,^^^  =-  ^T^  =  area  A^^,"A,  (2), 
and  is  positive,  or  directed  from  A  to  B  across  the  hot  junction. 

If  /,  ■=  /j  and  /  ■»  i^,  the  Thomson  e.m.f.s  are  still  the  only 
e.m.f  s  in  the  circuit  and  i^^^i  =  (')  —  {2).  Since  (i)  is  greater 
than  (2),  the  resultant  e.m.f  is  n^ative,  or  the  current  flows  from 
B  to  A  across  the  hot  junction. 

For  an  extended  discussion  of  the  electron  theory  of  thermal 
electromotive  forces  reference  must  be  made  to  a  previously 
mentioned  article  by  Drude,  Ann.  der  Physik,  III.,  p.  369,  1900. 

13.  The  Intrintia  E.H.F.  of  a  AeTersibU  Toltaio  Cell  The 
Theory  of  KelTin  and  von  Helmholtz.  By  a  reversible  cell  is  meant 
a  cell  in  which  all  the  processes,  both  chemical  and  physical, 
are  completely  reversed  when  the  direction  of  the  current  is 
reversed,  the  Joulean  evolution  cS  heat  excepted.  Such,  for 
example,  is  a  Daniell  cell,  which  consists  of  a  zinc  electrode 
immersed  in  a  solution  of  zinc  sulphate  and  a  copper  electrode 
immersed  in  a  solution  of  copper  sulphate,  all  contained  in  the 
same  vessel,  intcrdifTusion  of  the  two  solutions  being  prevented 
by  a  porous  cup  between  them  or  by  other  means.  When  a 
charge  Q  (§  5,  IX.)  passes  through  the  cell  from  the  zinc  (y=  2) 
to  the  copper  {c't^  2),  one  half  gram  ion  of  zinc  goes  into  solu- 
tion and  one  half  gram  ion  of  copper  is  deposited  on  the  copper 
electrode  ;  and  when  the  same  chaise  is  passed  through  the  cell 
in  the  opposite  direction,  one  half  gram  ion  of  copper  goes  into 
solution  and  one  half  gram  ion  of  zinc  is  deposited  on  the  zinc 
electrode.  The  thermoelectric  processes  occurring  at  the  con- 
tacts of  the  dissimilar  substances  are  also  reversible  with  the 
current  The  Joulean  heat,  which  is  proportional  to  the  square 
of  the  current  and  irreversible,  may  be  made  as  small  as  desired 
in  comparison  with  the  energy  transformed  reversibly,  which  is 
proportional  to  the  first  power  of  the  current,  by  diminishing  the 
strength  of  the  current. 
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Let  the  e.m.f.  of  a  reversible  cell  at  the  absolute  temperature 
i  be  denoted  by  "V.  Let  the  electrodes  be  connected  up  to  the 
plates  of  a  continuously  adjustable  condenser  so  that  by  grad- 
ually diminishing  or  increasing  the  capacity  a  chaise  may  be 
sent  very  slowly  in  either  direction  through  the  cell,  the  Joulean 
heat  being  made  negligible. 

Let  the  system  now  be  carried  through  a  reversible  cycle  as 
follows  :  (l)  With  the  cell  at  the  temperature  t,  let  the  capacity 
of  the  condenser  be  slowly  increased  until  a  small  chaise  Qja, 
where  «  is  a  large  number,  has  passed  through  the  cell.  The 
voltage  of  the  cell  remaining  constant  through  the  process,  ex- 
ternal work  will  be  done  by  the  cell  equal  to  "^Qjn.  The 
energy  of  the  condenser  is  increased  by  ^^Q/n,  and  the  me- 
chanical energy  of  the  system  increases  by  the  same  amount 
(8  55,  I.)- 

The  source  of  the  energy  transformed  by  the  cell  is,  in  general 
partly  chemical  and  partly  thermal.  (The  law  of  Volta  for  a 
metallic  circuit  at  uniform  temperature  does  not  hold  for  a  circuit 
partly  electrolytic.)  Let  J  denote  the  net  enei^y  transformed 
from  chemical  into  electrical  energy  when  a  chaise  Q  traverses 
the  cell  at  the  temperature  /  in  the  direction  of  the  e.m.f.  Then, 
if  /  is  not  equal  to  *i2i  an  amount  of  heat 

is  absorbed  by  the  cell  during  the  above  process,  according  to 
the  principle  of  the  conservation  of  energy. 

(2)  Let  the  cell  be  cooled  to  the  temperature  t—dt.  During 
the  process  an  amount  of  thermal  energy  which  may  be  made 
wholly  negligible  by  sufficiently  diminishing  dl,  is  abstracted 
from  the  cell. 

(3)  With  the  cell  at  the  temperature  t  +  dt,  let  the  capacity 
of  the  condenser  be  diminished  until  a  chaise  Qjn  has  passed 
through  the  cell  in  the  opposite  direction.  Then,  if  H'  denotes 
the  quantit>^  of  heat  abstracted  from  the  cell  during  this  process, 

IT  =  Qln{^-d'itjdtdt)-  ijn  {J-dJjdldt) 
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(4)  Finally,  let  the  cell  be  heated  to  the  original  temperature 
t,  a  negligible  quantity  of  heat,  sensibly  equal  to  that  abstracted 
in  (2),  being  absorbed.     The  cycle  is  now  complete. 

Applying  the  second  law  of  thermodynamics  to  the  cycle,  we 
have 

{H-H')lH=dtlt 
that  is 

{•9Q~J+[Q{'if-d^ldtdt)-{J-dJldidt)1H:^Q-J)}  =  dtlt 

^Q-J^Qtd-^jdt+tdJjdt  (27) 

which,  since  djjdt  is,  according  to  experiment,  sensibly  zero, 
may  be  written 

■VQ-J=Qtd-9jdt  (28) 

U  d'^jdt  is  positive,  'J'(2 is  greater  than/,  or  the  work  done  by 
the  cell  is  greater  than  the  energy  supplied  by  the  chemical  re- 
actions, and  a  quantity  of  heat  H^'^Q  —Jis  absorbed  by  the 
cell  and  transformed  to  make  up  for  the  deficiency.  If  d^jdt  is 
negative,  heat  is  given  out  by  the  cell.  If  d9jdt  is  zero,  which 
b  nearly  true  in  the  case  of  a  Daniell  cell.^g  —  /,  and  no  ther- 
mal enei^  is  on  the  whole  transformed. 

(28)  may  be  written 

"i  ^JIQ-\-id-9jdt  (29) 

which  is  von  Helmholz's  formula.  From  this  formula  the  e.m.f. 
of  a  reversible  cell  can  be  calculated  after  observing/,  Q,  t,  and 
d9  jdt.  The  agreement  between  the  e.m.f.  calculated  in  this 
manner  and  the  e.m.f  determined  by  direct  experiment  is,  in 
many  cases,  very  close. 

14.  Intrinsio  E.1I.F.  at  a  Single  Inter&ce.  Sinplo. Difference 
of  Potential.  The  formula  of  von  Helmholz,  just  developed  for  a 
complete  electrolytic  cell,  which  may  contain  several  electrolytes 
and  always  contains  two  electrodes,  with  an  intrinsic  e.m,f.  at 
each  interface  (and  sometimes  throughout  each  electrolyte)  can 
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obviously  be  applied  also  to  the  intrinsic  e.m.f.  at  any  one  of  the 
interfaces.  For  example,  ^  may  denote  the  intrinsic  e.m.f.  act- 
ing from  zinc  to  zinc  sulphate  in  a  Daniell  cell,  J  the  heat  de- 
veloped (if  the  energy  is  not  used  electrically)  by  the  passage  of 
one-half  gram  ion  of  zinc  from  the  solid  state  into  zinc  ions,  and 
d'9/dtthc  temperature  rate  of  change  of  the  e.m.f.     Then 

The  actual  e.m.f  of  the  complete  cell, is  equal  to  the  algebraic 
sum  of  all  such  included  e.m.f  s,  and  the  actual  temperature  co- 
efficient to  the  algebraic  sum  of  all  the  individual  temperature 
coefficients. 

The  intrinsic  e.m.f.  acting  from  the  zinc  (or  other  substance)  to 
the  electrolyte  will  develop  a  potential  difference  equal  to  '9'  in 
magnitude  but  directed  from  the  electrolyte  to  the  zinc  (or  other 
substance).  Such  a  potential  difference  is  called  a  sin£-U  differ- 
ence  (^potential.  There  is  no  satisfactory  method  of  determining 
experimentally  such  a  difference  of  potential,  nor  can  it  be  com- 
puted from  the  above  equation,  since  J  can  not  be  determined  for 
any  one  kind  of  ions,  as  zinc  ions,  alone.  For  when  one  kind  of 
ions  goes  into  solution,  another  kind  goes  out  of  solution. 

(29)  is  seen  to  include  (19)  as  a  particular  case. 

For  additional  information  on  the  theory  of  the  voltaic  cell, 
single  potential  differences,  etc,  reference  must  be  made  to  treat- 
ises on  electrochemistry,  where  also  references  to  the  original 
literature  may  be  found. 
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CHAPTER  XI. 

MAGNETS.     MAGNETOSTATIC  FIELDS. 

1.  Hagoeti.  A  bar  of  steel  placed  in  a  long  helix  of  wire  tra- 
versed by  an  electric  current  is  found,  on  removal  from  the  helix, 
to  have  acquired  certain  properties  analogous,  in  many  respects, 
to  those  of  an  electret,  and  is  said  to  have  been  magnetised  or  to 
have  become  a  magnet.  The  same  name  is  applied  to  any  body 
possessing  these  properties,  however  acquired,  some  of  which 
will  be  described  in  the  following  pages. 

2.  Electrio  and  Hagnfldc  Analogues.  Just  as  an  electret  and 
the  region  outside  it  are  the  seat  of  electric  induction  or  dis- 
placement, so  a  magnet  and  the  region  around  it  possess  mag- 
netic  induction.  To  the  electrisation  of  the  one  corresponds  the 
magnetisation  of  the  other.  Tubes  of  induction  run  through  the 
magnet,  entering  at  one  end  and  issuing  at  the  other,  being 
continuous  like  an  electret's  tubes  of  displacement  There  is, 
however,  no  magnetic  analogue  of  a  true  electric  charge,  or  dis- 
continuity of  electric  displacement.  Magnetic  conduction  and 
magnetic  conductors  do  not  exist,  a  tube  of  induction  cannot  be 
cut  in  two  thus  developing  true  magnetic  chaises,  hence  the  in- 
duction is  always  continuous  or  the  tubes  of  induction  are  always 
closed.  Analogous  to  the  electric  intensity  is  the  magnetic  in- 
tensity, connected  with  the  induction  by  a  relation  similar  to  that 
which  connects  electric  intensity  and  displacement.  Substances 
difier  magnetically,  or  possess  different  inductivities,  just  as  they 
possess  different  permittivities.  Discontinuities  in  the  magnetic 
intensity  occur  where  the  tubes  of  induction  pass  from  one  sub- 
stance to  another  of  different  inductivity  or  through  a  substance 
whose  inductivity  continuously  changes.     Where  these  discon- 
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tinuities  of  intensity  exist  are  apparent  magnetic  charges,  or  quan- 
tities  ^magnetism,  analogous  to  apparent  electric  charges,  arising 
from  discontinuities  in  the  electric  intensity.  The  regions  or 
surfaces  in  which  the  discontinuities  occur  are  called  ih^  poles  of 
the  magnet  If  the  magnet  is  long  and  slender  and  the  induction 
within  it  uniform  and  in  the  direction  of  its  length,  the  poles  are 
approximately  concentrated  at  its  ends.  In  every  case,  however, 
poles  are  more  or  less  distributed. 

Upon  the  poles  of  a  magnet  in  a  magnetic  field,  as  upon  the 
poles  of  an  electret  in  an  electric  field,  forces  are  found  to  exist, 
and  from  these  forces  and  their  seats  the  strengths  of  the  poles 
are  defined  and  their  distribution  determined,  greater  or  less  forces 
corresponding,  in  general,  to  greater  or  less  pole  strengths,  and 
more  or  less  restricted  seats  of  the  forces  to  more  or  less  con- 
centrated poles. 

3.  FontiTe  and  Negative  Ha^etio  Poles.  That  pole  of  a  mag- 
net toward  which,  while  in  the  magnetising  helix,  a  right-handed 
screw  placed  with  its  axis  coincident  with  that  of  the  helix  would 
have  to  be  translated  in  order  to  rotate  in  the  direction  of  the 
current  around  the  helix  is  called  the  positive  pole  of  the  magnet, 
and  the  other  pole  the  negative  pole.  The  terms  positive  and 
negative  in  this  connection  are  purely  conventional,  but  are  justi- 
fied as  in  electrostatics  (§  i,  I.). 

4.  The  Earth'i  Magaetio  Heridian  at  a  Point  Tlie  Axis  of  a 
Magnet  Horth  and  Sonth  Magnetic  Poles.  A  magnet  so  sus- 
pended or  otherwise  supported  near  the  earth  as  to  have  perfect 
freedom  of  motion  about  its  center  of  gravity  will  always  take 
up  a  position  with  a  definite  line  connecting  the  positive  and 
negative  poles,  or  rather  a  definite  direction  in  the  magnet,  point- 
ing in  a  definite  geographical  direction.  This  direction  is,  in 
general,  northerly  and  southerly,  and  the  vertical  plane  through  it 
is  called  the  earth's  magnetic  meridian  at  the  point.  The  posi- 
tive and  negative  poles  point  in  the  northerly  and  the  southerly 
direction,  respectively,  and  are  therefore  called  north  and  south 
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poles,  respectively.  The  definite  direction  in  the  magnet,  from 
the  negative  to  the  positive  pole,  is  called  the  axis  of  the  magnet. 
This  term  is  also  applied  to  a  certain  line,  with  this  direction,  in 
the  magnet  (§  24). 

5.  The  Force  Betweea  Two  Hagnetio  Polei.  Between  two 
magnetic  poles  a  force  always  exists,  repulsive  or  positive  if  the 
two  poles  have  the  same  sign,  and  attractive  or  negative  if  the 
poles  have  opposite  signs. 

This  force  between  two  magnetic  poles  can  be  measured  by 
any  kind  of  a  dynamometer  provided  that  the  magnets  are  so 
long  and  their  poles  so  nearly  concentrated  at  the  ends  that  the 
poles  under  experiment  are  sensibly  outside  the  field  of  influence 
of  the  other  poles. 

The  force  decreases  rapidly  with  the  increase  of  the  distance 
between  the  poles. 

At  a  given  distance  apart  the  force  between  the  poles  depends 
upon  the  medium  in  which  they  are  immersed. 

At  a  given  distance  apart  and  in  a  given  medium  the  force  is 
diiferent  for  different  pairs  of  poles. 

6.  Coalomb'i  Lav  of  Foree  for  Concentrated  Folei  of  Permanent 
Hagrneta  in  an  Infinite  Homogeneoas  Isotropic  Mediom.  Consider 
three  approximately  concentrated  poles  A,  B,  C,  belonging  to 
three  very  long,  very  slender,  cylindrical  magnets  of  very  hard 
steel  magnetised  in  a  slender  solenoid  or  helix,  longer  than  the 
magnets,  traversed  by  an  electric  current  The  more  nearly  the 
poles  are  concentrated,  the  greater  the  ratio  of  the  length  to 
the  diameter  of  each  magnet,  the  greater  the  coercive  intensity 
of  the  steel  (§  25,  XIII.),  and  the  more  nearly  homogeneous 
and  isotropic  the  surrounding  medium,  the  more  nearly  are  the 
following  relations  found  by  experiment  to  be  true: 

The  force  between  any  two  of  the  poles  varies  inversely  as  the 
square  of  the  distance  between  them.  _ 

The  force  between  two  of  the  poles,  as  A  and  5,  at  any  dis- 
tance d  apart  in  a  given  medium  i  bears  to  the  force  between  the 
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same  poles  at  the  same  distance  d  apart  in  another  medium,  2, 
the  same  ratio  (/*,//*,,  see  below)  which  the  force  between  another 
pair,  as  A  and  C,  at  any  given  distance  d'  apart  in  medium  i 
bears  to  the  force  between  A  and  C  at  the  same  distance  d'  apart 
in  medium  2. 

If  F^  denotes  the  force  between  the  poles  A  and  C  in  any 
medium  at  any  distance  d  apart,  and  F^  the  force  between  the 
poles  B  and  C  in  the  same  medium  at  the  same  distance  d  apart, 
then,  whatever  this  distance  d,  and  whatever  the  medium,  F^ 
bears  to  F^  a  certain  definite  and  constant  ratio,  and  this  ratio  is 
unaltered  if  the  pole  C  is  exchanged  for  any  other  similar  (con- 
centrated) pole. 

Hence  there  is  associated  with  each  of  the  two  poles  A  and  B 
a  constant,  which  we  shall  call  its  pole  strength,  or  quantity  of 
magnetism,  such  that  the  force  between  one  of  these  poles  and 
a  third  concentrated  pole  is  proportional  to  this  constant  or  pole 
strength.  But  the  same  thing  is  true  of  the  third  pole  also. 
Hence  the  force  between  two  poles  is  proportional  to  the  strength 
of  each,  that  is  to  the  product  of  their  pole  strengths.  The 
strength  of  a  pole  will  de  denoted  by  m  with  a  subscript  to  iden- 
tify the  pole  when  necessary. 

Putting  the  above  results  together,  we  have,  if  ^denotes  the 
force  between  two  concentrated  poles  of  strengths  »«,  and  m^ 
when  the  distance  between  them  is  L,  the  law  of  Coulomb  : 

F=  Am^mJuD  (l) 

It  being  a  constant  of  the  medium  in  which  the  poles  arc  im- 
mersed, called  its  inductivity  (analogous  to  electric  permittivity), 
and  A  a  constant  depending  on  the  units  in  which  all  the  other 
quantities  are  expressed. 

If,  as  in  this  book,  the  c.g.s.  system  of  mechanical  units  is 
adopted,  if  m  is  expressed  in  terms  of  the  inductivity  of  free 
aether  (denoted  by  >*J  as  unit  inductiidty,  and  if  ..4  is  put  equal  to 
-h  1/4'ir,  ffj,  and  m^  are,  by  definition,  expressed  in  terms  of  the 
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rational  electromagnetic  (REM)  unit  magnetic  pole  strength.    With 
these  conventions,  the  above  equation  {:)  becomes 

F=  m^mj  ^TTiiL*  (2) 

If  >«,  and  m^  are  poles  of  the  same  kind  (both  positive  or  both 
negative),  F  is  positive  or  repulsive  ;  if  the  signs  of  the  poles  are 
opposite,  Fh  negative,  or  the  force  is  one  of  attraction. 

From  the  nature  of  the  conditions  assumed  above  it  is  clear 
that  the  law  can  not  be  established  rigorously  by  direct  experi- 
ment. The  best  proof  of  the  law  is  the  general  agreement  be- 
tween experiment  and  a  magnetic  theory  based  largely  upon  the 
law.  The  physical  reason  for  the  existence  of  the  law  of  inverse 
squares  is  similar  to  that  for  the  law  of  inverse  squares  in  electro- 
statics, as  will  be  apparent  when  the  magnetic  flux  and  Gauss's 
theorem  for  magnetism  have  been  discussed  (§§  13  and  14). 

7.  The  Hagnetio  Field.  Ha^etic  Inteniity.  Any  r^'on  in 
which  a  magnetic  pole  is  acted  upon  by  a  mechanical  force  in 
virtue  of  its  magnetism  is  called  a  magnetic  field.  Such  a  field  is 
the  neighborhood  of  a  magnetic  pole,  or  the  region  about  the 
earth,  or  the  region  about  a  wire  carrying  an  electric  current. 

It  follows  from  experiment  that  the  force  F  acting  upon  a  con- 
centrated magnetic  pole  at  any  point  of  a  magnetic  field  is  pro- 
portional to  its  pole  strength  m  (provided  that  the  distribution  of 
magnetism  originally  accompanying  the  field  remains  sensibly 
unaltered  on  the  introduction  of  the  pole).     That  is, 

F~Hm  (3) 

The  proportionality  factor  H  is  called  the  magnetic  intensity  at 
the  point.  H  is  evidently  a  vector  specifying  the  state  of  the 
field  at  the  point,  its  direction  being  that  of  the  force  upon  a 
positive  pole  (or  opposite  to  that  of  the  force  upon  a  negative 
pole),  and  its  magnitude  the  magnitude  of  the  force  upon  unit 
pole  placed  at  the  point. 

When  ^is  expressed  in  dynes  and  m  in  the  REM  unit,  ff^m 
Fjm  is,  by  definition,  expressed  in  the  REM  unit  magttetii:  in- 
tensity. 
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(2)  is  a  particular  case  of  (3). 

The  term  magnetic  field  b  also  used  to  denote  the  collective 
intensity  in  a  region  instead  of  the  region  itself.  The  direction 
of  ike  field  at  any  point  is  then  the  direction  of  the  intensity,  and 
the  strength  of  the  field  is  the  magnitude  of  the  intensity. 

8.  The  Strengfth  of  a  Distribnted  Pole.  By  (3),  which  may  be 
written 

m-FjH  (4) 

the  strength  of  any  magnetic  pole  when  placed  in  a  uniform  field 
may  be  defined  as  the  ratio  of  the  force  acting  upon  the  pole  to 
the  magnetic  intensity  of  the  field  (which  can  be  determined  by 
(3)  with  a  concentrated  pole).  A  general  definition  of  pole 
strength  consistent  with  (2)  and  (4)  is  given  in  §  21. 

9.  The  PoiitiTe  Bad  Hegative  Po1«b  of  a  Uagnet  Have  the  Same 
Hnmerical  Strength,  or  the  total  quantity  of  magnetism  in  any 
magnet  is  zero.  For  if  a  magnet  is  placed  on  a  float  in  a  vessel 
of  water,  so  as  to  be  perfectly  free  to  move  in  any  direction,  it 
experiences  no  translatory  force  in  any  direction  when  the  sur- 
rounding field  is  that  of  the  earth  alone.  Thus  the  force  upon 
the  positive  pole  is  exactly  equal  and  opposite  to  the  force  upon 
the  negative  pole.  Hence,  since  the  intensity  of  the  earth's  field 
throughout  the  region  occupied  by  the  magnet  (and,  in  general, 
throughout  a  much  larger  region)  is  sensibly  uniform,  the  pole 
strengths  are  equal  and  opposite  by  (4),  and  their  algebraic  sum 
is  zero.     See  also  5  21. 

10.  Hagnetio  Indaotion.  Analogous  to  electric  induction  or 
displacement  is  a  quantity  called  the  magnetic  induction,  defined 
as  the  product  of  the  inductivity  and  the  magnetic  intensity. 
Thus,  if  the  magnetic  induction  is  denoted  by  £,  we  have 

B-IJ.H  (5) 

B  is  obviously  a  vector  with  the  same  direction  as  that  of  M, 
since  /*  (in  isotropic  media,  which  alone  will  be  considered  here) 
has  no  relation  to  direction. 
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When  /i  and  H  are  expressed  in  REM  units,  B^  ^H\s  said 
to  be  expressed  in  the  REM  unit  magnetic  induction. 

A  substance  in  which  magnetic  induction  exists,  that  is,  a  sub- 
stance which  supports  a  magnetic  Beld,  is  said  to  be  magnetised  or 
to  be  in  a  state  of  magnetisation.  If  the  induction  and  inductivity 
are  uniform  throughout,  the  magnetisation  is  said  to  be  uniform. 
The  intensity  of  magnetisation  is  defined  in  §  2 1 . 

11.  Line!  and  Tubes  of  Ms^etio  Inteuity  and  Indnotiou  are 
defined  in  exactly  the  same  way  as  lines  and  tubes  of  electric 
intensity  and  induction,  except  that  magnetic  quantities  are  sub- 
stituted for  electric  throughout. 

13.  Tha  SuperpoBition  of  Maguetio  Fields.  The  statements  of 
§  12,  I.,  and  those  of  the  paragraph  following  (2),  §  11,  I.,  with 
reference  to  the  electric  field  hold  also  for  the  magnetic  field,  ex- 
cept that  the  medium  supporting  a  magnetic  field  never  breaks 
down  as  a  result  of  magnetic  stress  (another  illustration  of  the 
non-existence  of  magnetic  conductivity). 

13.  The  Xagnetio  Flux,  4>,  across  a  surface  S  is  defined  in  ex- 
actly the  same  manner,  analogous  terms  being  substituted,  as 
the  electric  flux,  §  22,  I.,  that  is,  as  the  integral  over  the  surface 
of  the  normal  component  of  the  induction.     Thus 

*=/5  cos  0  dS  =/  liHcos  e  dS  (6) 

8  denotiAg  the  angle  between  B  01  H  and  the  normal  to  dS. 

14.  Oami's  Theorem.  The  magnetic  flux  O  outward  across  3 
closed  surface  5  surrounding  any  number  of  concentrated  mag- 
netic poles  of  total  strength  m  is  equal  to  m.*  This  follows  for 
an  infinite  or  finite  region  containing  a  homogeneous  isotropic 
medium  {/*=  constant,  except  within  the  magnets,  whose  vol- 

•Wilh  the  qumlification  made  bflow.  In  every  case,  however,  the  jfvjr  0/ ivir^- 
niclic  intensify  outward  ocrora  a  closed  surface  surrauiidiDg  ■  real  pole  distributed  in 
any  manner,  mullipUed  by  the  inductiTlty  of  the  medium  luirouDdiDg  the  magiiel, 
it  equal  lo  the  stienglh  of  the  pole.     For  the  analogous  electiic  case  see  VI.  and  IV. 
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umes  are  supposed  n^Hgible)  from  (2),  (3),  (5),  and  (6),  and  a 
process  of  reasoning  exactly  analogous  to  that  employed  in  es- 
tablishing the  corresponding  theorem  in  electrostatics. 

The  theorem  holds  only  for  concentrated  poles,  the  flux  from 
a  distributed  pole  being,  in  general,  very  different  from  m.  (See 
§  8,  VI.,  for  the  corresponding  electric  case.) 

T/ie  strength  of  a  tube  of  induction.  It  follows  from  Gauss's 
theorem  exactly  as  in  electrostatics  that  the  flux  across  every 
diaphragm  of  a  given  tube  of  magnetic  induction  in  a  homogene- 
ous isotropic  medium  is  the  same.  The  magnitude  of  this  flux 
is  called  the  strength  of  the  tube.  A  unit  tube  is  a  tube  whose 
strength  is  unity. 

We  here  assume,  as  in  strict  accord  with  experiment,  that  the 
strength  of  a  tube  is  constant  throughout  its  length  whatever 
media  it  may  traverse,  whether  the  field  is  a  pure  magnetic  field 
or  an  electromagnetic  field  (XII.).  For  a  pure  magnetic  field 
(in  which  there  is  no  intrinsic  magnetisation)  this  result  follows 
from  considerations  exactly  similar  to  those  adduced  to  establish 
the  analogous  proposition  in  electrostatics,  except  that  two  con- 
centrated permanent  magnetic  poles,  one  in  each  medium,  must 
be  employed  instead  of  the  closed  electric  condenser. 

In  deriving  Gauss's  theorem  the  (infinitely  small)  volumes  of 
the  magnets  and  all  their  contents  were  neglected.  It  must 
always  be  remembered,  however,  that,  as  stated  in  §  2,  magnetic 
poles  are  the  analogues  of  the  poles  of  electrets,  not  of  true  elec- 
tric chains.  We  may,  for  convenience,  consider  only  the  flux 
from  (or  to)  a  pole  in  the  surrounding  medium,  as  we  have  just 
done ;  but  we  must  remember  that  the  same  quantity  of  flux 
which  emanates  from  a  magnet  at  its  positive  pole  enters  the 
magnet  again  at  its  negative  pole,  making  the  total  flux  across 
any  closed  surface  surrounding  a  single  pole  (or  any  number  of 
poles)  zero. 

That  this  statement  is  correct  for  a  magnet  with  concentrated 
poles  follows  from  Gauss's  theorem  and  the  fact  that  if  any  mag- 
net is  broken  across  its  axis  into  any  number  of  pieces,  each 
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piece  is  a  magnet  with  its  positive  and  negative  poles  equal  in 
strength  (numerically)  and  pointing  in  the  same  directions  as  the 
corresponding  poles  of  the  original  magnet 

When  both  the  original  magnet  and  these  pieces  are  very  long 
and  thin,  as  they  must  be  to  have  approximately  concentrated 
poles,  the  pole  strengths  of  the  pieces  and  the  original  m^net 
are  sensibly  equal. 

We  here  assume  that  all  tubes  of  magnetic  induction  are  closed 
like  the  tubes  just  considered,  whether  in  a  pure  magnetic  field 
or  in  an  electromagnetic  field.  This  assumption  is  in  strict 
accord  with  experiment  and  with  a  more  general  definition  of 
magnetic  induction  given  in  Chapter  XIII.  Thus  there  is  noth- 
ing in  magnetism  analc^ous  to  the  discontinuity  of  electric  dis- 
placement, or  true  electric  charge. 

Applying  the  above  results  to  the  element  of  volume  at  a 
point,  we  get,  obviously, 

div  -S  =  o  =  div  (iH  (7) 

the  flux  into  any  element  of  volume  across  a  part  of  its  surface 
being  equal  to  the  flux  out  of  the  volume  across  the  rest  of  the 
surface. 

15.  Ka^etomotiTe  Force  or  Oansaage.  Kapietio  Potential 
and  Eqnipotential  Snrfaoes.  The  line  integral  of  magnetic  inten- 
sity, f  II  cos  0  dL,  along  a  path  L  from  a  point  /*,  of  a  magnetic 
field  to  a  point  P^  is  called  the  magnetomotive  force  (m.m.f,)  or 
gaussage  from  P^to  P^  along  the  path  L.  When  this  integral  is 
the  same  along  every  path  from  /\  to  /*,  it  is  also  called  the 
difference  of  magnetic  potential  between  P^  and  P^,  or  the  fall  of 
magnetic  potential  from  P^  to  P^  From  a  process  of  reasoning 
similar  to  that  of  §  17,  I.,  this  is  evidently  the  case  in  the  field 
of  a  magnet  (unaccompanied  by  electric  currents). 

The  unit  gaussage  is  the  gaussage  which  exists  between  two 
points  when  unit  work  must  be  done  to  transfer  a  unit  magnetic 
pole  from  one  to  the  other. 
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The  fall  of  magnetic  potential  from  a  given  point  /*  to  a  point 
at  an  infinite  distance  from  all  magnetic  poles  is  called  the  mag- 
netic potential  at  P,  and  will  be  denoted  by  fl.  This  symbol  will 
also  be  used  to  denote  m.m.f.  in  the  more  general  case. 

A  surface  which  is  everywhere  normal  to  the  magnetic  intensity 
is  called  a  magnetic  equipotcntial  suiface. 

16.  The  Happing  of  Magnetic  Fields.  A  magnetic  field  can  be 
completely  mapped  out  by  a  system  of  tubes  of  induction  of 
equal  strength  or  by  a  system  of  equipotcntial  surfaces  between 
the  successive  surfaces  of  which  the  gaussage  is  constant.  (See 
§§2oand  25,1.) 

Maxwell's  method  of  drawing  such  systems  of  tubes  and  sur- 
faces applies  equally  to  the  electric  and  magnetic  cases.  (See 
§§7,  II,  13  and  14.11.) 

17.  Kagnetlo  Coaduoters.  An  imaginary  substance,  analogous 
otherwise  to  an  electric  conductor,  within  whose  volume  there  is 
no  magnetic  induction  or  intensity  when  immersed  in  a  static 
magnetic  field,  and  at  whose  surface  all  lines  of  ma^etic  inten- 
sity and  induction  are  therefore  discontinuous  normally,  is  called 
a  magnetic  conductor.  It  will  appear  later  (XVI.)  that  a  perfect 
electric  conductor  behaves  like  a  substance  of  zero  inductivity 
and  can  under  no  circumstances  support  an  electric  or  magnetic 
f^eld. 

The  (imaginary)  true  magnetic  charge  and  surface  density  upon 
such  an  imaginary  surface  are  defined  as  the  magnetic  flux  from 
surface  and  the  induction  at  the  surface,  respectively,  in  a  manner 
exactly  analogous  to  that  followed  in  electrostatics. 

18.  Usgnetio  Energy  Density,  Magnetic  Teiuiou,  and  Hagnetio 
PresBure.  From  the  strict  mathematical  analogy  existing  between 
the  strength  of  a  concentrated  permanent  magnetic  pole  and  a 
concentrated  electric  charge  or  the  concentrated  pole  of  a  per- 
manent electret,  m^netic  inductivity  and  electric  permittivity, 
magnetic  intensity  and  electric  intensity,  magnetic  induction  and 
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electric  induction  or  displacement,  it  follows  that,  when  /*  is  con- 
stant, 

(i)  The  magnetic  energy  per  unit  volume  at  any  point  of  a 
magnetic  field  is    , 

T^\BH~\,iIP~iB^I,>.  (8) 

(2)  There  is  a  tension  parallel  to  the  intensity  equal  to 

T-\BH-ii.H'-\B'lr.  (9) 

(3)  There  is  a  pressure  in  every  direction  normal  to  the  intcn- 
sity  equal  to  7-- J  5/f  _  J  ^y/»  =  etc.  (10) 

It  follows  also,  whether  /*  is  constant  or  not,  that  the  work 
per  unit  volume  done  in  magnetising  a  substance  from  a  value 
of  the  induction  B  =  B^to  a  value  B  =  B^is 


dWjdr  =  r 


HdB  (I  I) 


which  reduces  to  (8)  when  ft  is  independent  of  H.  This  expres- 
sion does  not  give  the  change  in  the  magnetic  energy  when  hys- 
teresis (§  39,  XIII.)  is  present,  by  far  the  greater  part  of  the 
enei^y  used  during  the  magnetising  process  being  in  most  cases 
dissipated. 

(8)  and  (11)  will  be  demonstrated  later  {%%  12  and  29,  XIII.) 
in  a  different  manner. 

19.  Magnetio  Ener^.  Perm«aiioe.  Beluotanoa.  In  exactly 
the  same  manner,  or  by  direct  integration  from  (8),  the  energy  con- 
tained in  the  volume  7'of  a  tube  of  magnetic  induction  of  strength 
*t  between  two  equipotential  surfaces  between  which  the  m.m.f, 

'^^'^  ff-i^n  (13) 

if  ft  is  constant  (independent  of  H) ;  and 

W^  /TVt  =  JjHdBdr  =.  JJjHdLdSdB 

(14) 
=  jJHdL  ■  SdB  =  /iW* 
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in  the  general  case,  assuming  no  dissipation  of  enet^.     (14) 
gives  the  work  done  in  magnetisation  in  every  case. 

The  ratio  of  the  m^nedc  flux  ^  through  the  tube  to  the 
m.m.f,  ii  between  the  two  equipotcntials  is  called  the  permeance, 
and  its  reciprocal  the  rduclance,  of  this  portion  of  the  tube. 
Thus,  if  the  permeance  is  denoted  by  /"and  the  reluctance  by  R, 

p-ilR^t/a  (15) 

The  combination  of  (13)  and  (15)  gives  for  the  energy  W, 

w=  jn*  o.  IPO"  =  \<b'ip=  \a.^jR=  j/e*'      (i6) 

,  The  electric  analogue  of  permeance  is  evidently  permittance. 
J  [In  the  irrational  systems  of  units  also.  Chapter  XIV.,  /"and 
/?are  defined  by  (iS),  the  electrical  analogy,  requiring  the  intro- 
duction of  47r,  not  being  strictly  maintained.] 

20.  The  Laws  of  Re£ractioD  of  Lines  of  Intensity  and  Indootion. 
It  follows  also,  by  a  procedure  exactly  analogous  to  that  of  IV., 
§  2,  or  by  inspection  of  the  final  equations  of  IV.,  §  2,  and  the 
analogies  mentioned  in  §  2,  that  in  crossing  an  interface  from  a 
medium  i  to  a  medium  2  a  line  of  magnetic  intensity  or  induction 
is  refracted  in  such  a  way  that 

I.  The  incident  and  refracted  lines  are  in  the  same  plane  per- 
pendicular to  the  interface  at  the  point  of  incidence  ;  and  that 

II.  The  ratio  of  the  tangent  of  the  angle  of  incidence  to  the 
tangent  of  the  angle  of  refraction  is  a  constant  for  the  given 
media  (when  the  inductivity  ratio  is  constant)  and  equal  to  the 
ratio  of  the  two  inductivities. 

The  equivalent  equations  are 

H^  sin  fl,  =  /^j  sin  Q^  (tangential  intensity  continuous)  (17) 

By  cos  5j  =  B^  cos  ^j  (normal  induction  continuous)  (18) 

tan^,/tanfl,  — ^,//^  (19) 

21.  Ha^etio  Surface  and  Tolnmfl  Density,  Intensity  of  Hag- 
netisatios,  eto.  Proceeding  in  the  same  manner  and  following 
IV.,  §§  3-4,  we  get  what  follows. 
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The  normal  discontinuity  in  the  magnetic  intensity  at  the  inter- 
face separating  two  media  i  and  2  (//,  and  H^  being  reckoned 
positive  when  directed  from  medium  2  to  medium  i)  is 
H^  cos  ^,  —  H^  cos  e^ 

which  is  equal  to  [(/*,  —  it,^jn^t»^B^  cos  &^  when  there  is  no  in- 
trinsic magnetisation  (g  22). 

The  magnetic  surface  density  (analogous  to  apparent  electric 
surface  density)  at  the  interface  is 

<r'  =  M,{-^i  cos  5,  -  //,  cos  (?J  =«  (5,  —  /*,/g  cos  5,     (20) 

which  is  equal  to  [(/tj  —  fJ/^J-^j  cos  tf,  when  there  is  no  intrin- 
sic magnetisation  present.  [In  the  irrational  systems  of  units. 
Chapter  XIV,,  tr'  is  defined  by  the  relation 

4«-ff'  =  fi^{H^  cos  ^,  -  H^  cos  0^'] 

The  intensity  of  magnetisation  of  medium  2  with  req>ect  to 
medium  i  ts,  by  definition, 

/-5,-M,-f^,  (21) 

which  is  equal  to  [(/*)— Mi)/ ^J^i  when  there  is  no  intrinsic  mag- 
netisation. An  equivalent  definition  of  y  is  the  magnetic  moment 
0/ medium  2  per  unit  volume  (§  23,  and  §  12,  IV.).  (21)  shows 
that  /  is  the  difTerence  between  the  actual  induction  in  2  and  the 
induction  which  would  exist  there  if  /*,  were  equal  to  /»,  with  the 
same  value  of  the  intensity.  [In  the  irrational  systems  of  units 
(Chapter  XIV.), y  is  defined  by  the  equation  4Jr/=  B^—^H^I\ 
If  we  write  B^  —  f-^v  (^ ' )  ""^X  ^  written 

y_(M,-/.,)/r,  =  «^,  (22) 

«,  which  is  written  for  (m,— ^|),  is  called  the  magnetic  susctpti' 
bility  of  medium  2  with  respect  to  medium  i.    [In  the  irrational 
system  of  units  k  =  (^^  —  ;/,)/47r.] 
(22)  may  be  written 

■ff.  =  /s/^.-/+^.^.  (23) 
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(20)  may  be  written 

<r'_/cos9,  (24) 

The  quanHty  of  magnetism   upon   a  surface  S,   or  tlie  pole 
strength  of  the  surface  S,  is 

Ja'dS-Jjm,e^S  (25) 

which  may  be  written  equal  to  [{/*,  —  Z*])/^!]  *  when  there  is  no 

intrinsic  intensity. 

The  magnetic  volume  density  in  a  region  where  /*  varies  from 

point  to  point  is  ,  j-    u  ,  ^\ 

*^  *^  p'  =  f^i  div  If  (26) 

(In  the  irrational  systems  of  units.  Chapter  XIV.,  ^irp'  ~ 
M,div/f.) 

The  total  quantity  of  m^netism  in  a  volume  t  is 

fp'dr  =  /*,  /  div  ^  </t  (27) 

The  total  quantity  of  magnetism  within  a  volume  t  and  upon 
its  surface  5  is 

m  ~f<T'dS  +fp'dT  =//cos  0^  dS  +  m,  /div  //  d-r    (28) 

The  force  upon  a  magnetic  pole  of  strength  w  in  a  field  of 
intensity /?  is  p_^^  ^^^ 

The  intensity  at  a  point  P  distant  L  from  the  element  dm  of  a 

pole  of  strength  dm  "due"  to  dm  is  directed  along  L  and  is  equal  to 

dH~  dmli,frp.^D  (30) 

The  magnetic  potential  at  a  point  due  to  any  magnetic  distri- 
bution whatever  is 

11=  l/4.ir/i,j  JdmjL  (31) 

If  medium    2    is    uniformly   magnetised,   the   magnetic   flux 
through  the  positive  pole  will  be 

*  =/5,  cos  e^s=jj  cos  e^s-\-  f\fH^  cos  e^s 

=  m  +  /*, //^j  cos  0^S  (33) 
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which  is  equal  to  w  only  when  the  pole  is  concentrated.  In 
isolated  magnets  H^  is  negative,  hence  ■!>  is  less  than  m  (except 
in  the  ideal  case  mentioned). 

The  complete  developments  §  7,  IV.,  and  §  I,  V.,  are  valid  for 
the  magnetic  case,  magnetic  quantities  being  substituted  for  the 
analogous  electric  quantities. 

22.  Intrinaio  Xsgnetiaatioii,  Etc.  Corresponding  to  intrin^c 
electrisation,  intrinsic  electric  intensity,  etc.,  are  intrinsic  magnet- 
isation, of  which  we  have  an  example  in  every  magnet,  intrinsic 
magnetic  intensity  or  force  (denoted  by  k)  maintaining  the  induc- 
tion, etc.  Intrinsic  magnetic  phenomena  do  not  appear  in  most 
substances,  but  are  far  more  marked  than  the  corresponding  elec- 
tric phenomena  in  others,  notably  iron,  nickel,  and  cobalt,  reach- 
ing their  maximum  development  in  hard  steel.  The  magnetisation 
of  these  substances  will  be  briefly  discussed   in  §§  35—39,  XIII. 

FemMneiit  Magnets.  A  permanent  magnet  is  a  magnet  whose 
pole  strengths  at  any  definite  temperature  are  constant  independ- 
ently of  the  time,  of  the  nature  of  the  surrounding  medium,  and 
of  the  proximity  of  other  magnets  and  electric  currents.  Such  a 
magnet  is  purely  ideal,  but  approximately  permanent  magnets 
can  be  made  of  long  cylinders  of  properly  tempered  hard  steel. 
Such  a  magnet,  if  not  brought  into  too  strong  magnetic  fields, 
and  if  kept  when  not  in  use  in  an  iron  case  will  retain  its  moment 
constant  in  air,  even  when  the  ratio  of  its  length  to  the  square  root 
of  its  cross-section  is  less  than  ten  to  one,  for  at  least  a  year  within 
one  tenth  per  cent.  (Kiemencic,  Ann.  der  Physik,  XII,,  174, 
I901).  From  the  discussion  of  the  permanent  electret,  §  8,  VI., 
it  is  clear  that  a  m^net  will  be  more  nearly  permanent  the 
greater  the  ratio  of  its  length  to  its  diameter  (or  other  linear  di- 
mensions perpendicular  to  its  length).  It  is  also  evident  that, 
other  things  being  equal,  the  greater  the  coercive  force  (§  25, 
XIII.)  of  a  substance  or  the  "harder"  it  is  magnetically,  the 
nearer  will  be  its  approach  to  permanency  of  magnetisation, 
when  made  up  into  magnets. 
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23.  Pure  Hag&etio  Fields.  It  is  now  evident  that  the  magnetic 
fields  for  a  great  variety  of  ideal  distributions  can  be  obtained 
from  the  analogous  electric  fields  already  discussed  in  previous 
chapters,  by  substituting  magnetic  conductors  for  electric  con- 
ductors, inductivity  for  permittivity,  true  magnetic  charge  for  true 
electric  charge,  magnetic  pole  strength  for  fictitious  electric 
chaige,  magnetic  intensity  for  electric  intensity,  magnetic  induc- 
tion for  electric  displacement,  intensity  of  magnetisation  for  in- 
tensity of  electrisation,  etc.  Since  the  concentrated  poles  of 
permanent  electrets  can  be  substituted  for  concentrated  electric 
charges,  the  electrisation  within  the  volume  of  the  electrets  being 
neglected  (§  8,  VI.),  concentrated  electric  charges  can  be  re- 
placed in  the  magnetic  analogues  by  concentrated  magnetic  poles, 
the  magnetic  induction  within  the  volumes  of  the  linear  magnets 
being  neglected.  The  approximate  effects  of  magnetic  conduc- 
tors, except  as  regards  the  continuity  or  discontinuity  of  the 
magnetic  induction,  can  be  obtained  by  using  substances  of  great 
inductivity.  (The  value  of  fi  for  soft  iron  may,  with  vibration, 
reach  nearly  80,000 ;*„.     See  Ewing,  PM.  Trans.,  1885.) 

Thus,  Fig.  14  represents  the  field  of  a  single  concentrated 
magnetic  pole,  the  induction  within  the  magnet,  supposed  infin- 
itely thin,  being  neglected,  and  the  opposite  pole  being  supposed 
infinitely  remote. 

Fig.  22  shows  the  field  surrounding  a  single  magnet  with  con- 
centrated poles. 

Fig.  60  shows  the  field  about  a  concentrated  magnetic 
pole  in  an  infinite  medium  of  inductivity  fl^  separated  by  a  plane 
interface  from  an  infinite  medium  of  inductivity  /n,  for  the 
particular  case  in  which  /^j//*^  =  4,  the  field  within  the  mag- 
net being  neglected  and  its  opposite  pole  being  infinitely 
remote. 

Figs.  60,  61,  and  62  show  the  magnetic  field  in  and  around  a 
sphere  of  inductivity  /a,  placed  in  an  infinite  medium  of  inductivity 
^l^  supporting  an  originally  uniform  field  for  the  three  cases  in 
which  /*,//*!  =  o,  3,  and  infinity. 
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Fig.  63  shows  the  field  of  an  infinite  circular  cylindrical  shell 
of  inductivi^  /*,  placed  in  an  infinite  medium  of  inductivity  /*, 
supporting  (originally)  a  uniform  magnetic  field  perpendicular  to 
the  axis  of  the  cylinders  for  the  particular  case  in  which  A^j/fi  ™ 
10.  §§  14-1 S  were  in  fact  developed  Jai^ely  on  account  of  the 
magnetic  fields  exactly  analogous  to  the  electric  fields  there  in- 
vestigated. The  table  (Table  I,,  §§  14-iS)  >s  constructed  with 
values  of  cjc^  or  f*,/^,  common  in  magnetism  but  never  occur- 
ring in  electrostatics.  The  use  of  spherical  and  cylindrical  iron 
shells  as  magnetic  screens  in  protecting  galvanometer  magnets 
from  external  fields  is  mentioned  in  §  30,  XII. 

Fig.  67  shows  the  field  of  a  uniformly  magnetised  isolated 
sphere.  Fig.  28,  with  the  additions  and  modifications  indicated  in 
§  6,  VI.,  that  of  an  infinite  circular  cylinder  uniformly  magnetised 
at  right  angles  to  its  length,  etc.,  etc.,  every  electric  field  having 
its  magnetic  analogue,  either  ideal  or  real. 

24.  Besnltant  Xag^etio  Poles,  Hagnetio  Axis.  The  total  forcive 
upon  a  magnet  in  a  uniform  field,  as  the  earth's  magnetic  field, 
is  a  torque  tending  to  bring  its  axis  into  the  direction  of  the 
field.  It  is  evident  that  the  axis  of  the  magnet,  as  defined  in  §  4, 
is  the  direction  of  the  straight  line  drawn  from  the  center  of  the 
parallel  forces  due  to  the  uniform  field,  as  the  earth's  field,  on  all 
the  elements  of  the  distributed  negative  pole  to  the  center  of  the 
opposite  parallel  forces  upon  all  the  elements  of  the  positive 
pole. 

These  centers  may  be  r^arded  as  the  positions  of  the  resultant 
poles  of  the  magnet ;  but  it  must  be  remembered  that  if  the 
forces  upon  all  the  elements  are  not  parallel,  as  they  are  when 
the  magnet  is  in  a  uniform  field,  the  positions  of  the  centers,  or 
points  of  application  of  the  resultant  forces,  are  diilerent,  and 
different  for  every  different  field.  If  the  magnetism  were  uni- 
formly distributed  through  spheres  or  in  concentric  spherical 
shells,  or  over  spherical  surfaces,  at  the  two  ends  of  the  magnet, 
then  it  could  easily  be  shown,  as  in  the  corresponding  cases  in 
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electrostatics  and  gravitation,  that  the  field  outside  the  spheres, 
and  the  resultant  forces,  would  in  all  cases  be  the  same  as  if  the 
poles  were  concentrated  at  the  centers  of  the  spheres.  The 
forces  between  the  poles  of  two  magnets  at  a  distance,  however, 
will  be  approximately  the  same  as  if  the  poles  were  concentrated 
in  the  positions  of  the  resultant  poles  for  a  uniform  field,  just  as 
the  gravitational  force  between  two  masses  of  irregular  shape, 
when  the  distance  between  them  is  considerable,  so  that  the  field 
due  to  each  is  nearly  uniform  at  the  other,  is  nearly  the  same  as 
if  the  masses  were  concentrated  at  their  centers  of  gravity  or 
centers  of  mass. 

For  convenience,  the  straight  line  drawn  from  the  negative  re- 
sultant pole  to  the  positive  resultant  pole,  as  well  as  its  direction, 
will  be  called  the  axis  of  the  magnet.  If  the  magnet  is  a  cylin- 
der of  symmetrical  cross-section  and  magnetised  symmetrically 
with  respect  to  its  geometrical  axis,  the  geometrical  and  magnetic 
axes  will  coincide. 

25.  The  Tarqae  Upon  a  Hajpiet  in  a  Umform  Field.  Hagnetie 
Homent.  Let  tn  denote  the  magnitude  of  the  strength  of  each 
pole,  L  the  distance  between  the  resultant  poles,  H  the  intensity 
of  the  uniform  field,  and  $  the  angle  between  the  direction  of  the 
axis  and  the  direction  of  the  uniform  field.  The  torque  tending 
to  diminish  6  is  evidently  zmr/^L  sin  d,  and  the  torque  tending 
to  increase  0,  or  the  torque  measured  in  the  same  direction  as 
that  in  which  ff  is  measured,  is 

T=  —  2mH^L^D0~  —  mL//^ne=—M//^n$    (33) 
if  we  put  mL  <=  M. 

The  quantity  jW«  mL  =  TjH  sin  ^  is  called  the  magnetic  tno- 
ment  of  the  magnet  (analogous  to  the  electric  moment  of  an 
clectret). 

26.  Gaau'a  Hethod  of  Detemuning  SimultaneoDily  the  Homent 
K  of  a  Hagnet  and  the  Horizootal  Component  H  of  the  Earth'i 
Hagnetlo  Intenuty.  I.  Determinationof  J/H.  The  magnet,  A, 
of  moment  J/is  first  suspended  with  its  axis  horizontal  by  a  ver- 
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tical  fiber  as  free  from  torsion  as  possible,  and  set  to  vibrating 
through  a  very  small  horizontal  arc.  The  time  7"  of  a  complete 
vibration  of  the  magnet,  and  its  moment  of  inertia  K  about  the 
axis  of  vibration,  are  then  determined.  Then  the  product  M  H 
is  given  by  the  equation 

J/H  =  4w»^/7^  (34) 

to  a  high  degree  of  approximation. 

For,  since  7"=  Kd*8jd^,  (33)  gives  for  the  equation  of  mo- 
tion of  the  magnet 

Kd^Bjdi*  +  MH  sin  ^  =-  o  («) 

For  very  small  amplitudes  of  vibration  sinB ^  8  very  ap- 
proximately and  (a)  becomes 

Kd*  ejdt*  +  MH  e  -  o  {b) 

which  shows  that  the  motion  is  simple  harmonic  in  the  period 
7"=  2ir{KjMH  )1,  a  relation  identical  with  (34). 

If  the  torsion  of  the  suspension  and  the  arc  of  vibration  are 
large  enough  to  have  appreciable  effects,  they  can  be  determined 
and  allowed  for  by  methods  given  in  Maxwell's  Treatise,  §§452 
and  738,  and  in  laboratory  manuals. 

11.  Determination  of  J//H.  The  magnet  A  is  removed  from 
the  suspension  and  mounted  with  its  axis  horizontal  and  per- 
pendicular to  the  magnetic  meridian  in  a  line  passing  through  the 
center  of  a  very  small  magnet  B  suspended  by  a  fiber  of  negli- 
gible torsion  (the  torsion,  if  not  negligible,  can  be  determined  and 
allowed  for),  the  whole  forming  a  Magnetometer,  in  the  position 
occupied  by  the  center  of  ^  in  I.,  and  the  distance  R^  between 
the  centers  of  A  and  B  is  measured.  R^  must  be  great  in  com- 
parison with  L,  the  distance  between  the  resultant  poles  of  A, 
which  is  approximately  equal  to  the  length  of  the  magnet. 

The  magnetic  intensity,  //„  at  B  due  to  the  poles  of  .^  is  per- 
pendicular to  H.  Hence  the  resultant  horizontal  intensity  at  B 
makes  with  the  magnetic  meridian  the  angle  6^  whose  tangent  is 
tme,-H,IH  (35) 


,1.0,  Google 


284         ELEMENTS  OF   ELECTROMAGNETIC  THEORY. 

The  axis  of  the  magnet  B,  in  the  meridian  before  the  introduc- 
tion of  A,  takes  up  a  position  parallel  to  the  resultant  intensity. 
That  is,  on  the  introduction  of  A,  B  is  deflected  through  the 
angle  fl,,  which  must  be  measured. 

Denoting  the  numerical  strength  of  each  pole  o^  A  hy  m  and 
assuming  the  magnetisation  of  .^  to  be  symmetrical,  so  that  the 
distance  of  each  resultant  pole  is  LJ2  from  the  center  oi  A,  we 
have  for  H^ 

H,  =  mlA,-^i.   [  I  liR,  -  ii)^  -  I  /(J?,  +  \Ef)'\ 

=  MjiwitR^^  (i  _  2,'/4^,»)-» 
=  Ml2TrfiR^-{l  +  i'/z-ff,'  +3^716^,*+  -■-) 
-  Mj  i-jTi^R^  ■  C I  +  ^7  2-^,*)  =  H  tan  5,  {c) 

if  the  fourth  and  higher  powers  of  LjR^  are  neglected. 

Since  {c)  contains  the  unknown  quantity  L  in  addition  to  M 
and  H,  the  experiment  is  repeated  with  a  different  distance,  R^ 
between  the  centers  of  A  and  B,  and  the  corresponding  angle  of 
deflection  0^  is  determined.     Then 

Ml2TfiR^-{\  +  L*l2R^  -=  H  tan  e,  (d) 

Eliminating  L  from  (c)  and  {d),  we  obtain 

MjH  =  2wfi{R,<'  tan  5,  —  .ff,"  tan  5,)/{/f,*  -  R^*)  (36) 

From  (34)  and  (36)  both  J/ and  H  can  be  calculated,  since  fi 
for  air  is  known  and  sensibly  equal  to  fi^  =  i. 

To  eliminate  the  error  arising  from  the  (possible)  lack  of  sym- 
metry in  the  magnetisation  of  A,  and  errors  in  determining  0^, 
0^,  R^,  and  R^,  the  angles  are  read  for  each  value  of  R,  with  A 
either  east  or  west  of  B,  first  with  the  one  pole  of  A  toward  B, 
then  with  the  other  pole  toward  B.  Then  A  is  .placed  on  the 
opposite  side  of  B  and  the  angles  read,  for  both  directions  of  the 
axis  of  A,  with  the  same  values  of  R^  and  R^.  The  mean 
values  of  0^  and  0^  derived  from  all  the  readii^s  are  used  in  the 
calculation  of  J//H  by  {36). 


izecy  Google 


MAGNETS.     MAGNETOSTATIC  FIELDS.  285 

37.  The  CompuiMa  of  Two  Inteuitiea.  By  vibrating  the  same 
magnet  successively  in  two  fields  of  intensities  //,  and  H^,  we 
obtain  from  (34), 

hj",-t;iv  (3;) 

By  using  the  same  magnet  A  to  deflect  a  small  magnet  B  in 
two  different  fields  of  intensities  H^^  and  H^  A  being  placed  with 
reference  to  the  center  of  B  and  the  direction  of  the  field  in  each 
case  as  described  in  II.,  and  the  distance  between  the  centers  of 
the  magnets  being  the  same  in  both  cases,  we  obtain  from  (35) 

tane,/tan^,=  i/,/-tf,  (38) 

The  Compariion  of  Two  Hognetio  KomentB.  By  vibrating  in 
the  same  field  two  magnets  of  moments  M^  and  M^,  and  moments 
of  inertia  about  the  axis  of  suspension  A",  and  A,,  we  obtain 
from  (34) 

MJM^=K^T*IK^T,^  (39) 

The  comparison  may  also  be  made  by  means  of  equation  (36). 
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CHAPTER  XII. 

THE  MAGNETIC   FIELD  OF  THE  CONDUCTION   CURRENT. 

1.  Eelfttdoii  Between  the  Direction  of  a  CmreiLt  and  the  Sireo- 
tion  of  iti  Liaei  of  Intensity.  An  electric  conduction  current  is 
invariably  accompanied  by  a  magnetic  field  surrounding  and 
penetrating  into  the  conductor.  In  the  case  of  a  long  straight 
circular  cylindrical  wire  carrying  a  current  and  immersed  in  a 
medium  of  uniform  inductivity  the  lines  of  magnetic  intensity,  as 
will  be  shown  in  §  15,  are  circles  centered  on  the  axis  of  the 
wire  in  planes  perpendicular  to  the  axis,  and  the  direction  of  each 
line  is  related  to  the  direction  of  the  current  as  the  rotation  to 
the  translation  of  a  right-handed  screw  or  as  the  direction  of 


motion  of  the  hands  of  a  clock  to  the  direction  of  a  line  drawn 
from  the  face  to  the  back.  If  for  circle  the  words  closed  curve 
are  substituted,  these  statements  hold  good  in  all  cases.  The 
relation  between  the  direction  of  a  current  and  that  of  its  lines 
of  intensity  is  shown  in  Fig.  84. 

2.  PoBltiTe  Directions  Around  and  Throngh  a  Circuit.  The 
positive  direction  around  a  circuit  bears  to  the  positive  direction 
througk  the  circuit,  by  definition,  the  same  relation  as  the  direc- 
tion of  rotation  of  a  right-handed  screw  bears  to  its  direction  of 
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translation.  Thus  if  AB,  Fig.  85,  is  chosen  as  the  positive  di- 
rection through  the  circuit  CDEC,  the  positive  direction  around 
the  circuit  is  CDEC  as  indicated  by  the  arrows.     If  the  direction 


of  the  current  in  a  circuit  is  chosen  as  the  positive  direction 
around  the  circuit,  as  will  be  done  in  this  chapter,  the  magnetic 
flux  connected  with  the  current  will  always  thread  the  circuit  in 
the  positive  direction. 

3.  Teotor  Prodaut  of  Two  Teotan.  Let  A  and  B  denote  two 
vectors  intersecting  at  an  angle  6  less  than  v.  If  C,  a  third 
vector,  is  equal  in  magnitude  to  the  product  AB  sin  8,  and  is 
perpendicular  to  their  plane  and  so  directed  that  a  right-handed 


,  -VBA«ne 
Fit.  86. 


screw  progressii^  along  C  in  the  positive  direction  would  rotate 
from  A  to  B,  Fig,  86,  then  C  is  called  the  vector  product  of  A 
and  B,  and  is  written 

C-V^Ssin5  (i) 
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If  C  has  the  opposite  direction,  as  indicated  by  the  dotted  line 
in  the  figure,  it  may,  consistently  with  (i),  be  written 

C=  -  VAS  sin  e  =  VBA  sin  0 

4.  The  Law  of  Ampire.  If  a  very  long  and  thin  cylindrical 
conductor  carrying  a  current  is  immersed  in  a  uniform  magnetic 
field  perpendicular  to  its  direction,  the  two  fields  will  combine  to 
form  the  resultant  field  shown  in  cross-section  in  Fig.  87,  the 
resultant  field  being  stronger  where  the  component  intensities 
have  the  same  general  direction,  and  weaker  where  their  gen- 
eral directions  are  opposite.  The  pressures  and  tensions  in  the 
field  will  then  give  rise  to  a  force  upon  the  conductor  directed 
from  the  stronger  to  the  weaker  part  of  the  resultant  field,  and 
thus,  as  the  figure  shows,  perpendicular  to  the  wire  and  to  the 
originally  uniform  field.  In  the  figure  the  conductor,  perpen- 
dicular to  the  paper,  is  shown  as  a  small  circle;  the  current 
flows  downward  and  the  original  field  is  directed  to  the  left,  or 
the  current  flows  upward  and  the  original  field  is  directed  to  the 
right.  In  either  case  the  force  upon  the  conductor  is  directed 
toward  the  top  of  the  page.  This  is  a  simple  case  coming 
under  the  law  of  Ampere,  to  which  we  proceed. 

Consider  a  wire  of  negligible  cross-section  carrying  a  current  / 
in  a  magnetic  field  of  any  kind.  Let  dL  denote  the  element  of 
length  of  the  wire  at  any  point  P,  and  let  B  denote  the  magnetic 
induction  at  the  point.*  Let  9  denote  the  angle  between  /  and 
B.  (For  convenience  we  shall  here  treat  /  as  if  it,  as  well  as  the 
current  density  i,  of  which  it  is  the  surface  integral,  were  a  vec- 
tor.) Then  the  results  of  experiment  may  be  summed  up  in  the 
following  statement,  which  constitutes  Ampere's  /aw  in  the  first 
form : 

The  wire  is  acted  upon  by  a  force  For  &  torque  T' which  may 
be  found  by  assuming  each  element  of  the  wire  of  length  dL  to 
be  acted  upon  by  a  force 

dF=  ija.yiBsinB    dL  {2) 

•See  Lord  Rayleigh,  Philosophual Magatine,  Juoe,  1898. 
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where  a  is  a  constant  depending  on  the  units  in  which  the  other 
quantities  in  (2)  are  expressed,  and  taking  the  vector  summation 
or  integration  of  all  the  elementary  forces  dFaiong  the  part  of 


the  wire  considered,  or  of  all  the  elementary  torques  t/T  arising 
from  the  forces  dF.  The  force  upon  dL  is  always  from  the 
stronger  to  the  weaker  part  of  the  resultant  field. 
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If  the  wire  is  not  so  thin  that  its  cross-section  can  be  neg- 
lected, it  may  be  considered  split  up  into  elementary  current 
tubes  and  the  summation  or  integration  applied  to  all  the  ele- 
ments of  each  tube. 

S.  The  Rational  Electroma^etio  Unit  Cnrrent  If  in  the  above 
equation  dF  and  dL  are  expressed  in  c.g.s.  units,  /  in  the  RES 
unit,  and  B  in  the  REM  unit,  a  is  found  to  have  the  magnitude 
3  X  10"*  (see  §  4,  XIV.).  The  REM  unit  curretil  is  defined  as 
a  unit  current  a  times  as  great  as  the  RES  unit  current.  Hence, 
if  we  express  /  in  terms  of  this  unit,  i  ja  [if  a  is  assumed  to  have 
zero  dimensions  (XIV.)]  will  disappear  from  the  above  equation, 
which  thus  becomes 

dF=\irB  sin  6  ■  dL  (3) 

3.  Eleotrio  Unit*  in  the  Eatio&al  Eleotromagnetio  'Unit  Syitem. 
If  the  electric  current  is  expressed  in  terms  of  the  electromag- 
netic unit,  however,  the  relations  q  =  It,  dHjdt=  RP,  *  =  RI, 
etc.,  will  not  remain  true  unless  the  units  of  charge,  resistance, 
e.m.f ,  etc.,  are  redefined.  Units  so  chosen  as  to  make  these  re- 
lations, or  any  of  the  relations  which  precede  or  follow,  correct 
when  /,  or  any  other  quantity  occurring  in  the  relations,  Is  ex- 
pressed in  the  REM  unit  current  are  defined  as  the  REM  unit 
charge,  resistance,  etc. 

Hagnetio  and  Electioma^etio  Units  in  the  Rational  Electro- 
itatio  System.  We  have  not  hitherto  defined  any  pure  magnetic 
unit,  such  as  magnetic  pole  strength  or  magnetic  intensity,  in  the 
electrostatic  system ;  but  from  the  above  definitions  of  the  REM 
unit  current,  charge,  etc.,  in  terms  of  the  RES  units  we  can  pro- 
ceed immediately  to  such  definition  :  Units  so  chosen  as  to  make 
(3)  and  all  the  equations  which  follow  in  this  work,  as  well  as  all 
those  of  Chapter  XI.,  correct  when  /,  or  any  other  quantity 
occurring  in  the  equations,  is  expressed  in  the  RES  unit  are 
defined  to  be  the  rational  electrostatic  units  of  the  quantities 
concerned. 
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Henceforth  every  equation  will  be  expressed  in  one  system  of 
units  throughout,  like  all  preceding  equations  except  (2),  all  the 
quantities  being  expressed  in  /?£S  units,  or  else  all  in  REM\xnits. 

The  general  subject  of  electric  units  is  discussed  in  Chap.  XIV. 

7.  Tha  Porce  Upon  a  Straight  Wire  in  a  n&iform  Ha^etio  Field. 
As  a  particular  case  falling  under  Ampere's  law,  we  shall  con- 
sider first  a  straight  wire  in  a  uniform  magnetic  field,  and  shall 
find  the  force  upon  a  length  L  of  the  wire. 

(1)  If  the  wire  is  parallel  to  B,  sin  6  =  o  everywhere,  hence 

(2)  If  the  wire  is  perpendicular  to  the  field,  sin  0  =  1  every- 
where, and  f^  jgj^  ^^j 

The  resultant  field  (a  uniform  field  and  the  6eld  of  §  14  super- 
posed) and  the  direction  of  Z''  are  shown  in  Fig.  87  (from  Max- 
well's Treatise,  §  496). 

(3)  If  the  wire  makes  an  angle  6  with  B 

F=  IB  sin  BL  =  IBL  sin  6  (S) 

The  force  is  the  same,  both  in  magnitude  and  direction,  as 

would  be  exerted  on  the  wire  in  a  field  B  sin  B  perpendicular  to 

Z,  or  upon  a  wire  of  length  Z  sin  0  in  a  field  perpendicular  thereto. 

8.  A  Linear  Oireitliur  Cirooit  In  the  Radial  Field  from  a  Concen* 
trated  Ka^etio  Pole  of  Strong^  m  Placed  (1)  at  its  Center.  (Fig. 
88.)     The  magnetic  induction  and  the  electric  current  in  the  lin- 
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ear  circuit  are  obviously  everywhere  perpendicular.     The  force 
upon  the  circuit  is 


F~  I  J  B  sin  edL~  I{ml4trI^2TrR  -  mljlR 


(6) 

The  direction  of  the  force  is  downward  into  the  paper  in  Fig, 
88a  and  to  the  right  in  Fig.  88^,  when  the  current  has  the  direc- 
tion indicated  and  in  is  positive.  If  the  sign  of  either  is  changed, 
the  direction  of  F  is  reversed. 

(2)  On  the  Axis  of  the  Oirole  at  the  Distance  d  from  iti  Center. 
If  the  pole  is  placed  on  the  axis  of  the  circle  at  the  distance  d 


from  its  center.  Fig.  89,  B  &\n6  =  B  =  mj^ir{d^  +  7E*),  and  the 
force  upon  each  element  of  length  dL  of  the  wire  is 
dF=  IB  sin  edL  =  ImJ4,iT{d*  +  J?)dL 
This  force  may  be  resolved  into  two  components,  one 
dF'  =  dF^na=.  m/R/4-nid'  +  F?)*dL 
in  the  direction  of  the  axis ;  and  the  other 

dF"  =  dF  cos  a 
in  the  direction  of  the  radius.  The  second  component  tends  to 
increase  or  diminish  the  radius  of  the  wire  according  as  the  flux 
from  the  pole  threads  the  circuit  in  the  positive  or  negative  direc- 
tion through  the  circuit,  but  gives  rise  to  no  resultant  force  upon 
the  circuit  as  a  whole  in  any  direction.     The  first  component. 
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summed  up  for  the  whole  length  of  the  wire,  gives,  for  the  total 
force  upon  the  wire  in  the  direction  of  the  axis, 

F-JdF'  -  mll?j2{d*  +  /e»)i.  (;) 

When  (/—  o,  (7)  reduces  to  (6). 

8.  Ab  Inflnita  Straight  Lioear  Wire  la  the  Radial  Field  from  a 
Conoentratad  M agnetio  Pole  of  Strength  m  Distant  d  from  the  Wire. 
(Fig.  90.}     In  this  case  Abas  the  m^nitude 


F~/fBmn0dL~/mJ4vfi/(L*  +  J^.df{L*  +  d*)idL 
-  Imd/2irft/{L*  +  d*)»  ■  dL-ImJT^dJl^smBde    (8) 

since  L  =  d  cotan  S. 

The  relative  directions  of  F,  B,  and  the  current  are  obvious. 

10.  A  Closed  Plane  Circuit  of  Any  Form  in  a  Unifbrm  K^^etla 
Field.  (Fig,  91.)  Let  the  plane  of  the  circuit  be  vertical  and 
the  field  horizontal.  Let  z,  x,  be  the  coordinates  of  any  point 
P  of  the  circuit,  referred  to  its  highest  point  0  as  origin,  the 
positive  direction  of  Z  being  taken  as  the  direction  of  the  current 
at  O,  and  the  positive  direction  of  X  vertically  downward.  Let 
a.  denote  the  angle  between  B  and  the  positive  direction  of  the 
^axis. 
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I-«t  B  be  resolved  into  two  components  B  sin  a  and  B  cos  a 
perpendicular  and  parallel,  respectively,  to  the  plane  of  the  circuit, 

Owing  to  the  component  B  sin  a,  there  will  be  an  outward 
force  dF^  ■=  IB  sm  a  dL  upon  every  element  of  the  circuit  per- 


pendicular to  its  length  dL  and  to  ^  sin  ex  in  &e  plane  of  the 
circuit.  Resolving  this  force  along  OX  and  OZ,  we  have,  if  dL 
(taken  in  the  direction  of  the  current)  makes  an  angle  /3  with  OX, 

dF  —  dF_  cos  0- IB  an  a  cos  $dL-IB  sin  <x  dx 
and 

dF^  =  dF^  cos  (90°  +  ^)  =  —  /ff  Mn  a  sin  (9  rfi  ™  —  IBanads 

By  integration  along  the  whole  circuit 

F^=IB  sm  afdx  =  o 

and  F^—  —  IB  sin  afds  =  o 

Hence  the  forcive  due  to  5  sin  a,  if  not  zero,  is  a  torque.     Since 
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all  the  forces  dF^  are  in  the  plane  of  the  circuit,  there  can  be  no 
torque  about  an  axis  in  this  plane.  I-et  therefore  OK  (the  posi- 
tive direction  through  the  circuit),  perpendicular  to  0-Vand  OZ 
at  0,  be  taken  as  the  axis  of  moments.  The  force  dF^^  on  the 
element  dL  gives  rise  to  a  torque 

dT-m  dFjs  —  dFx  m*  ^  /B  sin  a  sds  —  IB  sin  a  xdx 
—  —  IB  sin  a  {zdz  +  xdx) 
By  integration  around  the  circuit  we  obtain 

r  =  /</r=  -  75  sin  a  [^sdz  +fxdx)  =  o 

Hence,  so  far  as  the  component  f  sin  a  is  concerned,  there  is 
no  resultant  torque  or  force  upon  the  whole  circuit  Under  the 
action  of  the  force  dF^  —  IB  sin  a  dL,  however,  each  element  of 
the  circuit  tends  to  move  outward  or  inward  according  as  sin  a 
is  positive  or  negative,  i.  e.,  according  as  the  flux  of  the  uniform 
field  threads  the  circuit  in  the  positive  or  negative  direction 
through  the  circuit ;  thus  the  circuit,  if  made  of  elastic  material, 
would  expand  or  contract 

The  component  B  cos  a.  gives  rise  to  a  force  dF^  on  the  ele- 
ment dL  perfjendicular  to  the  plane  XZ  of  the  circuit.  If  0  K  is 
taken  as  the  direction  of  a  positive  force, 

dF^  =—IB  cos  a  cos  ^dL  =  —  75  cos  a  dx 
and  the  total  force  upon  the  circuit  in  the  direction  OY\a 
F^  =jdF^  ^~  IB  cos  a  jdx  =m  o 

Hence  the  forcive,  if  anything,  is  a  torque.  Since  there  is  no 
force  on  any  element  in  the  direction  OZ  or  ZO,  there  can  be  no 
torque  about  0  Y.     The  torque  about  OZ  is 

7;  =JdT^  =J^^i "  —J^^^  cos  adJC IB  cos  ajxdx  —  o 

The  torque  about  the  axis  OX  is 

7".  —JdT^  -  -JzdF^  =  IB  cos  ajzdx 

=  IB  cos  aJdS  =-IB  cosaS 
if  S  denotes  the  area  of  the  circuit. 
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Thus  the  total  forcive  upon  the  circuit  is  a  pure  torque 

T=/B  cosaS  (9) 

around  a  line  in  the  plane  of  the  circuit  and  perpendicular  to  the 
original  magnetic  field,  the  positive  direction  of  the  torque  being 
always  related  to  the  positive  direction  of  OX  as  the  rotation  to 


, 

^  C„,„ 

,r,t  doMn 

Sv 

i  \V-^,'«- 

i   \  A 

t    A\ 

\y   \ 

„y^      \ 

'^ 

"^  Currtnt  up 

the  translation  of  a  right-handed  screw  with  OX  as  axis.    When 
the  torque  is  positive  it  tends  to  increase  the  angle  a  (see  Fig. 

92). 

If  there  are  n  turns  in  the  circuit,  the  torque  is  n  times  as 
great. 

If  6  denotes  the  angle  between  the  normal  to  the  circuit  (in  the 
positive  direction,  §  2)  and  B,  the  torque  tending  to  increase  the 
angle  9  is         T- - /SS  sir,  6 -- I^ff  sir,  0  (lo) 

SO  that  the  circuit  behaves  like  a  magnet  of  moment  /fiS. 

When  d  =  o°,  T=  o,  and  the  circuit  is  in  stable  equilibrium ; 
and  when  0  *=  iSo",  7"  =  o,  and  the  circuit  is  in  unstable  equil- 
ibrium. For  in  the  former  position  the  torque  brought  into 
existence  by  a  slight  change  of  d  will  tend  to  restore  equilibrium  ; 
while  in  the  latter  the  torque  developed  by  a  similar  change  in 
0  will  tend  to  increase  the  displacement. 

When  0™o  and  T=o,  the  circuit  encloses  the  maximum 
magnetic  flux  possible,  a  quantity  BS  due  to  the  uniform  field, 
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and  that  connected  with  its  own  current ;  the  uniform  flux,  in 
this  position  of  the  circuit,  being  directed  through  the  circuit  in 
the  positive  direction. 

When  5=>90°  or  270',  the  circuit  encloses  no  flux  of  the 
uniform  field,  and  the  torque  is  a  maximum. 

The  circuit  thus  tends  to  move  in  such  a  way  as  to  enclose 
the  maximum  flux  possible. 

We  have  already  noted  the  tendency  of  a  closed  circuit  carry- 
ing a  current  to  expand  or  contract  when  placed  in  a  radial  fleld 
or  a  uniform  field,  according  as  the  magnetic  flux  of  this  field 
threads  the  circuit  in  the  positive  or  negative  direction  through 
the  circuit.  That  is,  the  circuit  expands  or  contracts  according 
as  the  expansion  or  contraction  will  increase  the  flux  through 
the  circutt  in  the  positive  direction,  or  diminish  the  flux  through 
the  circuit  in  the  negative  direction.  For  the  same  reason 
(Ampere's  law)  the  circuit  would  tend  to  expand  if  only  in  its 
own  field,  and  thus  to  enclose  as  great  a  quantity  of  magnetic 
flux  as  possible. 

Similar  considerations  would  show  that  in  every  case  a  circuit 
carrying  a  current  moves  or  tends  to  move  in  such  a  manner  as 
to  make  the  magnetic  flux  threading  it  as  great  as  possible. 

11.  Magnetio  latensity  Due  to  any  Current  Distribatioa. — From 
Ampere's  law  (first  fonn)  and  the  third  law  of  motion  we  can 
find,  for  any  point  P,  an  expression  for  the  magnetic  intensity 
connected  with  any  current  distribution  (Ampere's  law,  second 
form). 

To  do  this  imagine  the  conductor  immersed  in  a  radial  field 
from  a  concentrated  magnetic  pole  of  strength  m  at  the  given 
point  P  distant  r  from  dL,  an  element  of  length  of  the  wire  or 
current  tube  under  consideration.  Then  the  induction  at  dL  due 
to  the  pole  \%  B  =  mj^w*'  directed  radially  from  P.  If  we  write  r 
in  the  numerator  to  indicate  the  direction  of  5,  r{=r  numerically) 
being  measured  from  the  pole  to  dL,  this  expression  becomes 

B  —  furf^wr' 
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The  force  upon  dL  is  therefore 

dF'^mlj^iTr^-'^dLrsme 

for  a  linear  current,  4L  being  measured  in  the  direction  of  the 
current.     Hence 

F=  m//4-jr  X  vector  integral  of  l/r^WdLrsia  d/r* 
Since  F  is  the  total  force  upon  the  circuit,  there  must  be  an 
equal  and  opposite  force,  —  F,  upon  the  pole  at  P.     Hence,  if  If 
denotes  the  magnetic  intensity  at  Pduc  to  the  current. 


—  Fs'Hm  —tnlj^TT  x  vector  integral  of  i^rdL  sin  ^)/?^ 

jr,  if  r  is  measured  from  dL  to  the  point  P,  instead  of  from  P  to  dL, 

Hm  =  mll4tr  x  vector  integral  of  (V(fZ,rsin  0)jr^ 


H'a=I{4->r  X  vector  integral  of  (Vifi^sin  6)lr^ 


(■■) 


The  magnetic  intensity  at  P  is  thus  the  same  as  if  each  ele- 
ment of  the  current  i,IdL)  produced  at  /"an  intensity 


dH=Iji,irr'MdLr_Ati6 


("> 
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magnitude  and  direction  (r  being  measured  from  dL  to  /*) ;  or, 
numerically,  I/^irr*-  sin  0iiL. 

If  the  conductor  has  not  a  ncgUgible  cross-section,  we  have, 
clearly, 

dH—fJ4,'nr^  (yirsmS)dT  (13) 

and  /f™ //4ir/^'  vector  integral  (V/rsindyr  (14) 

Equations  (1  l)-(i4)  express  Ampere's  law  in  its  second  form. 

It  must  be  remembered  that  the  integral  iorcc  Fand  the  inte- 
gred  intensity  H,  not  the  elements  dF  and  dH,  are  all  that  experi- 
ment furnishes. 

The  relations  between  the  quantities  of  equation  (13)  are 
shown  in  Fig.  93.  dL,  i,  and  r,  are  taken  in  the  XY  plane,  and 
the  direction  ot  PX,  perpendicular  to  the  .A'y  plane,  is  chosen  to 
coincide  with  that  of  i  and  dL. 

If  (  (or  /)  has  everywhere  one  direction,  then  it  is  obvious 
from  (12)  or  (13),  that  there  is  no  component  of  magnetic  in- 
tensity in  this  direction  anywhere. 

From  all  the  above  equations  it  is  manifest  that  H  does  not 
depend  in  any  way  upon  the  inductivity  of  the  medium  in  which 
the  conductors  are  placed,  provided  that  the  medium  is  Homo- 
geneoui  and  isotropic  (so  that  the  field  from  a  concentrated  pole 
anywhere  is  radial). 

In  what  follows  all  media  will  be  supposed  homogeneous  and 
isotropic  unless  the  contrary  is  stated. 

12.  The  Xagrnetio  Field  Aroimd  an  Inflnitelr  Lon;  Straight 
Linear  Condnotor  Carrying  a  Current  I.  From  equation  (12),  or 
from  the  direct  application  of  the  third  law  of  motion  to  (8),  §  9, 
it  is  evident  that  the  lines  of  intensity  are  circles  centered  on  the 
wire  and  perpendicular  thereto,  the  direction  of  the  lines  around 
the  wire  being  related  to  the  direction  of  the  current  as  the  rota- 
tion to  the  translation  of  a  right-handed  screw.  The  magnitude 
of  the  intensity  is,  by  (l  l)  or  (8), 

H-Fjm  =  I(2ird  (15) 

at  a  distance  d  from  the  wire. 
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Maxwell's  plane  dif^ram  of  a  part  of  the  field  is  shown  in  Fig. 
l6,  Chapter  11. 


13.  The  Ha^etio  Intemity  at  a  Point  on  the  Axli  of  a  Circular 
Linear  Conductor  Carrying  a  Corrent  I,     From  (12),  or,  more 
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readily,  from  the  direct  application  of  the  third  law  of  motion  to 
(7).  8  8,  the  intensity  at  a  point  on  the  axis  distant  d  from  the 
center  of  the  circle  is,  numerically, 


H- 


=  Flm  =  II^J2{R*  +  d^ 


(16) 


and  is  directed  along  the  axis  in  the  positive  direction  through 
the  circuit 

If  the  circular  circuit  contains  n  turns,  closely  wound,  instead 
o''°"='  H=nIF?J2{R'  +  dy  (17) 

and  if  there  are  two  similar  coils  at  the  same  distance  d  on  oppo- 
site sides  of  P,  with  their  currents  of  the  same  magnitude  and  in 
the  same  direction,     H  =  nIK'j{R' +  d^*  (18) 


AjU>  Ai 


Putting  </=  o,  we  obtain  for  the  intensity  at  the  center  of  a 
circular  coil  of «  turns,       ^^  n/liR  C10I 

Maxwell's  diagram  of  the  field  connected  with  a  single  coil  is 
given  in  Fig.  94,  and  that  of  the  field  connected  with  two  similar 
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parallel  coils  carrying  the  same  current  in  the  same  direction  in 
Fig.  95  (see  Maxwell's  Treatise,  §§487,  702,  and  713,  from 
which  the  figures  are  taken). 

14.  The  H.H.F.  Aioand  an  Infinite  Linear  Straight  Win  Carrying 
a  Current  I.  The  magnetomotive  force  along  the  arc  P^P^  from 
/*,  to  P^  two  points  on  the  same  line  of  intensity  of  radius  d.  Fig. 

^'•^         H-K  ZTcP^P^  =  fATcP,PJzird=iei2iT  (20) 

where  6  denotes  the  angle  subtended  at  the  wire  by  the  arc  P^P^ 

The  equation  shows  that  the  m.m.f.  along  the  arc  of  any  line 

of  intensi^  from  a  plane  ABE  to  a  plane  CBE,  intersecting  in 


the  wire  at  the  angle  0,  is  equal  to  10/2^,  independently  of  the 
value  ofd. 

The  m.m.f.,  moreover,  along  any  path  not  enclosing  the  cir- 
cuit, as  PiKP^  from  P^,  any  point  in  the  plane  ABE,  to  P^,  any 
point  in  the  plane  CBE,  is  the  same,  and  equal  to  the  value  given 
in  {20).  For  the  line  integration  of  the  intensity  along  any  path 
is  compounded  of  integrations  along  lines  of  intensity,  integrations 
along  radii,  and  integrations  parallel  to  the  wire.  The  integrals 
in  the  last  two  directions  are  zero,  since  they  are  perpendicular 
to  the  intensity,  and  the  total  integral  along  the  lines  of  intensity 
is  as  before,  /  ^/2Tr. 

The  m.m.f.  between  two  points  P^  and  P^  therefore  depends 
only  on  the  strength  of  the  current  /  and  the  fraction  of  a 
circumference  Bjlir  traversed  in  passing  from  P^  to  P^  or  from 
P^  to  /»,. 

Thus  the  m.m.f.  along  a  closed  circuit  not  enclosing  the  cur- 
rent, as  the  line  PJCP^^y,  is  zero,  no  fraction  of  a  circumference 
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being  traversed,  on  the  whole,  in  passing  from  /\  to  /',  again. 

This  may  be  shown  also  as  follows :  The  m,m.f,  along  the  path 

PiKPJ*^  is  /  0l2ir,  anf]  the  m.m.f.  along  P^^  is  —  Id/jir.     Hence 

the  total  m.m.f.  is  zero. 

The  m.m,f,  around  a  closed  path  linking  with  the  current 

once  is  „ 

a  =  l2TrJ2w=I  (21) 

the  directioas  of  the  m.m.f  and  current  being  related  like  the 
rotation  and  translation  of  a  right-handed  screw.  If  the  closed 
path  links  »  times  with  the  current,  the  m.m.f.  is 

!!=.«/  (23) 

This  proposition  will  be  generalised  in  Chapters  XIII.  and  XV. 
It  will  there  be  shown  that  the  m.m.r  along  any  closed  path 
linking  «  times  with  any  current  is  equal  to  «  times  the  current. 
The  relation  is  known  as  the  first  law  0/  circuitaiion,  and  will  be 
assumed  in  what  follows. 

IS.  The  Magnetic  Field  of  bji  Infinitely  Long  Cyllndrioal 
Homogeneoiu  Condaotor  of  Circular  CrosB-HCtioiL  According  to 
§  II,  Chapter  VIII.,  the  current  density,  /,  is  uniform  throughout 
the  conductor  and  has  the  direction  of  its  axis.  Hence  it  follows 
from  the  symmetry  of  the  conductor  and  equation  (13)  that  the 
intensity  at  any  point  has  no  component  in  the  direction  of  the 
radius  or  axis  of  the  conductor.  The  lines  of  intensity  are  there- 
fore circles  centered  on  the  axis  in  planes  perpendicular  thereto. 
The  intensity  at  a  point  distant  d  from  the  axis  of  the  conductor 
can  now  be  determined  by  applying  (21). 

Outside  the  conductor,  that  is,  for  a  circle  of  radius  d  greater 
than  R,  the  radius  of  the  conductor,  we  have,  for  the  m.m.f 
around  the  circle  in  the  direction  of  the  intensity, 

il »  H2Trd=  I~  v^ 
from  which 

Hm.ri2vd~RHJ2d  (33) 

just  as  for  a  linear  wire  carrying  the  same  current. 
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Inside  the  conductor,  that  is,  for  a  circle  of  radius  d  less  than  R, 
n  =  i/2W  =  hrd*  -  Id^l^ 
and  H=,idJ2^IdJ2tTR?  (24) 

At  the  surface  of  the  conductor,  where  4=-^  R,  (23)  and  (24) 
become  identical  as 

H~iRl2  (25) 

At  the  axis  of  the  conductor,  where  d=  o,  (24)  gives  H  m^o. 

Maxwell's  plane  diagram  of  the  magnetic  field  within  and  with- 
out the  conductor  is  easily  drawn  by  the  method  developed  in 
Chapter  II.  The  lines  of  intensity  and  equipotential  lines  outside 
the  wire  are  exactly  similar  to  the  equipotential  lines  and  lines 
of  intensity,  respectively,  of  the  diagram  of  the  electrostatic  iield 
of  §  II,  Chapter  II.  The  development  of  the  formula  for  draw- 
ing the  lines  of  intensity  so  that  the  spaces  between  successive 
lines  correspond  to  tubes  of  equal  strength  is  left  to  the  reader. 

If  the  same  current  flows  along  a  homo; eneoua  oircnlar  oylin- 
drioal  ihell  of  Inflnite  len^,  the  field  outside  the  conductor  is 
the  same  as  that  given  by  (23),  but  inside  the  intensity  gradually 
diminishes  until  it  vanishes  at  the  inner  surface  of  the  shell. 
Within  the  space  inclosed  by  the  inner  surface  of  the  shell  there 
is  no  field.  For  if  there  were  a  field,  it  would  be  circular  and 
perpendicular  to  the  axis,  and  the  intensity  at  the  distance  d  from 
the  axis  would  be  given  by  (24).  Since  in  this  region  i  =  0,  H 
is  also  zero. 

The  same  method  may  be  applied  to  the  case  of  a  conductor 
consisting  of  any  number  of  coaxial  circular  shells,  each  infinite  in 
length  and  homogeneous.  The  external  field  is  the  same  as  that 
which  would  surround  a  linear  wire  at  the  axis  canying  the 
same  current. 

16.  A  Tore  of  IndnotiTity  ^,  BynuBetrioally  Placed  in  a  Ciron* 
lu*  Field  la  a  Hedinm  of  InduotiTitT  n^,  eto.  If  a  tore,  or  circu- 
lar ring  of  constant  cross-section,  of  inductivity  fi^  b  placed  around 
the  cylindrical  conductororany  of  the  conductors  of  §§  I4-I5im- 
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mersed  in  a  medium  of  inductivity  /a,  with  its  axis  coincident  with 
that  of  the  cylinder  (or  other  conductor),  the  field  external  to  the 
tore  will  remain  unaffected,  except  during  the  introduction  of  the 
tore,  and  the  intensity  within  the  tore  will  also  remain  unaffected, 
by  the  principle  of  symmetry  and  equations  (17)  XI.,  and  (2 1). 
but  the  induction  at  any  point  within  the  tore  will  be  increased 
by  its  introduction  in  the  ratio  ^,/^,.- 

Since  the  magnetic  pressure  perpendicular  to  the  intensity  and 
to  the  interface  at  a  point  P  just  outside  the  tore  in  medium  1  is 
\ft^H*  and  the  pressure  just  within  the  tore  an  infinitesimal  dis- 
tance from  P,  \ii^^,  there  will  be  a  normal  mechanical  force 
upon  the  interface  equal,  per  unit  area,  to 

T=  J/.^  -  \y.,H*  =-  J.ffV.  -  ft)  (26) 

if  considered  positive  when  directed  from  medium  2  to  medium 
r.  Thus  if /i,  is  greater  than  n^,  the  volume  of  the  tore  will  in- 
crease slightly  on  its  introduction  into  the  field. 

This  case  and  that  of  §  y,  IV.,  are  the  limiting  cases  of 
§  9.  IV. 

In  exactly  the  same  way  the  matter  within  any  (closed)  tube 
of  induction  in  a  homogeneous  medium  of  inductivity  /t,  may  be 
replaced  by  a  substance  of  inductivity  /»,.  The  external  field,  as 
well  as  the  intensity  within  the  tube,  will  not  be  disturbed ;  but 
the  induction  within  the  tube  will  be  increased  in  the  ratio  Mj/;*i, 
and  a  normal  traction  will  be  developed  at  each  point  of  the  in- 
terface. If  H  denotes  the  intensity  at  any  point  of  the  interface, 
the  traction  at  the  point  is  given  by  (26). 

17.  The  Ha^etio  Field  of  Two  Infinitely  Lon;  CoaxUl  Circular 
CylindricBl  Bhella  Trarened  by  the  Same  Curent  in  Opposite 
Sirectiona.  Let  /  denote  the  current,  and  FF  and  GG  the 
shells,  Fig.  97. 

The  magnetic  field  in  the  region  A  is  zero,  as  proved  in  a 
similar  case  in  the  last  article. 
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The  field  in  the  region  C  outside  both  conductors  is  also  zero, 
since  a  closed  curve  drawn  around  the  outer  shell  encloses  equal 
currents  Sowing  in  opposite  directions. 

In  the  region  BB  the  field  is  circular,  and  the  intensity  at  the 
distance  d  from  the  axis  is  //=  Ijzird. 


A         ■ 

t ■    -     -I 

B  ' 


Within  the  shells  /^  and  G  the  field  is  also  circular  in  the  same 
direction,  but  gradually  diminishes  in  intensity  from  B  to  C  and 
from  B  to  A.     These  intensities  are  computed  in  §§  21  and  22, 

xin. 

The  vanbhing  of  the  field  in  the  region  C  might  be  regarded 
as  due  to  the  superposition  of  the  field  connected  with  FF  and 
the  field  connected  with  GG,  the  intensities  of  the  two  being 
equal  and  opposite  at  any  point  of  the  region  CC.  This  would 
also  account  for  the  gradual  diminution  of  the  intensity  in  pass- 
ing through  the  outer  shell  from  B  to  C. 

18.  The  Hagnetio  Field  of  Tvo  Parallel  Ciroular  Cylindrioal 
Condaoton  carrying  any  currents  in  the  same  or  opposite  direc- 
tions can  be  obtained  at  once  by  superposing  the  two  fields,  each 
already  obtained  in  §  15.  Maxwell's  diagram  of  the  lines  of 
intensity  when  the  wires  are  linear  is  given  in  Fig.  98  for  the 
case  in  which  the  same  current  traverses  both  wires  in  the  same 
direction  ;  and  the  complete  diagram  is  given  in  Fig.  2J,  II.,  for 
the  case  in  which  the  same  current  traverses  the  two  wires  in 
opposite  directions.  When  the  conductors  are  not  linear,  the  same 
diagrams  hold  good  for  the  region  outside  the  conductors,  and  the 
construction  of  the  internal  part  of  the  diagram  olTers  no  difficulty. 
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When  the  currents  are  equal  and  opposite,  the  lines  of  intensity, 
as  shown  in  the  diagram,  are  circles  about  the  wires.     Hence  the 


equipotential  surfaces,  or  the  equipotential  lines  in  the  diagram, 
are  arcs  of  circles  cutting  the  wires.     Compare  §  19,  II. 


That  the  lines  of  intensity  in  this  case  are  circles  may  be  si; 
analytically  as  follows :  Let  the  plane  of  the  paper  cut  the  ^ 
perpendicularly  in  the  points  A  and  B,  Fig.  99,  and  let  PP' 
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be  the  element  of  a  line  of  intensity.  The  rest  of  the  figure  is 
sufficiently  clear  to  need  no  further  explanation.  Since  there  is 
no  intensity  perpendicular  to  a  line  of  intensity,  we  have  at  PP' , 

H^  ■  dLJds(  -  sin  ^i)  -  /^,  ■  dLJds{  =  sin  5  J 
or  //  2jrij  ■  dL^  jds  -  //  27rZ,  ■  dL^jds 

from  which  4LJL,  =  dLJL, 

Integrating,  we  have      ^^^^^^^^.t^t 

which  is  the  equation  of  a  circle  with  center  on  AB  produced. 

The  direction  of  the  resultant  intensity  H  is  that  of  the  normal 
CPG  to  the  equipotential  (circular)  arc  APB  through  P,  Fig.  loo. 


Fie.  100. 
It  makes  with  PB  the  angle  90°  +  5,,  since,  as  is  easily  proved 
from  the  figure,  arc  PB  =  arc  FE. 
In  magnitude 

//"-.ff,costf,  +  //,cose, 

—  /cos  0j2vAP+  /cos  8j2irBP  (27) 

=  IJ2irABjAP  X  BP=  JABJ2vL^L^ 
Exactly  the  same  method  used  in   §  19,  Chapter  II.,  might 
have  been  used  in  the  above  investigation  ;  and  the  method  here 
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used  can  be  applied  with  equal  facility  to  the  problem  of  that 
article. 

19.  The  Hafpietio  Field  of  an  Infiiute  Solenoid.  Consider  an 
infinitely  long  straight  coil  of  wire  wound  uniformly  and  closely 
at  right  angles  to  its  length,  the  coil  being  of  unifonn  cross- 
section  and  shape.  Let  there  be  « turns  per  unit  length.  Then, 
since  we  have  supposed  the  wires  perpendicular  to  the  axis  of 
the  coil,  the  current  can  be  regarded  as  forming  a  current  sheet 
circulating  as  indicated  in  the  figure  (Fig.  loi). 


^^1 


From,  symmetry,  all  the  lines  of  intensity  inside  and  outside 
the  coil  must  be  either  parallel  to  the  axis  of  the  coil  or  in  planes 
perpendicular  to  the  axis  and  continuous  around  it.  By  g  1 1, 
equation  (12),  the  second  alternative  is  impossible,  hence  all  the 
lines  must  be  parallel  to  the  axis. 

Let  //'and  H'  denote  the  intensities  just  within  and  just  with- 
out the  coil  at  the  point  A,  considered  positive  when  in  the  posi- 
tive direction  through  the  coil  (the  direction  of  the  current  in 
the  solenoid  being  chosen  as  the  positive  direction  around  the 
solenoid) ;  and  let  the  m.m.f.  be  computed  for  the  path  a^da, 
which  encloses  «  a^  wires  and  therefore  a  current  n  ab  T.     Thus 

m.m.f.  —  Hab  +  o  *f  +  H'cd  +oda  =  {//—  N')a6  =  n/ai 

Hence  If-  ff  ^  nl 

Since  the  m.m.f.  along  be  and  ad  is  zero,  the  total  m.m.f. 
around  the  circuit  is  independent  of  the  length  of  be  and  ad\ 
hence  H  —  If  is  constant  in  magnitude  as  well  as  in  direction, 
and  is  equal  to  nl. 

If  .S  denotes  the  area  of  the  coil,  ^LIIS  is  the  magnetic  flux 
through  the  coil  and  the  return  ilux  outside,  since  the  tubes  of 
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induction  are  continuous.  Hence  H*  is  opposite  to  //  in  direc- 
tion, and  since  the  flux  returns  parallel  to  the  axis  across  an  in- 
finitely great  area  ^,  ^/Z'  =  t^ffSjS',  or  zero.  Hence  //"  —  o, 
^'^  H-  nl  (28) 

■  everywhere  within  the  solenoid.  The  intensity  in  the  wire  dimin- 
ishes gradually  to  zero  in  passing  from  the  inside  to  the  outside 
of  the  solenoid. 

Since  there  is  no  external  field,  the  inductivity  of  the  external 
medium  may  differ  in  any  way  from  that  of  the  internal  medium 
without  afiecting  the  field. 

In  the  case  of  an  actual  solenoid  which  is  long  but  not  infinite, 
the  above  results  are  obviously  approximately  true, 

SO.  A.  The  Kaguetlo  Field  of  a  Finite  or  Inflnite  Circolu  Sol- 
enoid. The  magnetic  intensity  at  any  point  along  the  axb  of  the 
solenoid,  of  radius  R  and  » turns  per  unit  length,  can  be  found  by 
direct  integration  from  equation  (i6).  From  this  equation  the 
intensity  at  the  given  point  P  due  to  the  current  in  the  infinitesi- 
mal ring  of  width  dx  distant  x  from  P  is 

dH~  fiWdxJ2{R'  +  x*)i 
the  current  in  the  ring  being  nidx.     The  total  intensi^  at  Z'  is 
therefore 

_»//2[i/(l  +i?/i,')'+  1/(1  +VP/i,')t] 
if  P  is  distant  L^  and  Z,  from  the  ends  of  the  solenoid. 
If  L^  =  L^  =  L,  this  equation  becomes 

fl^  «//(!  +  F?IU)^  (30) 

(29)  shows  that  if  the  length  of  the  solenoid.  Z.,  +  Z,  =  2L,  is 
great  in  comparison  with  R,  the  intensity  along  the  axis,  and 
therefore  (the  magnetic  pressure  ^  ftlP  being  remembered)  the 
intensity  throughout  the  volume  of  the  solenoid,  is  very  nearly 
constant  and  equal  to  nl,  except  near  the  ends  of  the  solenoid. 
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In  this  case  the  external  field  of  the  solenoid  is  very  weak 
except  near  the  ends,  and  the  external  medium  may  be  altered 
in  any  manner,  except  in  these  r^ons,  without  sensibly  affecting 
the  internal  field. 

If  the  flux  through  a  long  slender  solenoid  is  4>,  the  magnetic 
field  at  external  points  is  very  nearly  the  same  as  the  field  of  a 
permanent  magnet  placed  coincident  with  the  solenoid  and  having 
two  approximately  concentrated  poles,  of  strength  ■+■  *  and  —  *, 
at  its  ends. 

When  L^=^L^^ infinity,  (29)  reduces  to  (28), 

B.  A  Very  Lon^  and  Blender  Cylindiioal  Hod  of  Indaetivity  /* 
Flaoed  Within  a  Lon^sr  and  Wider  TTnifomily  Wound  Bolonoid 
Containing  a  Xedinm  of  InduotiTity  Mi  Parallel  to  its  Axis. 
Except  near  the  ends  of  the  rod,  the  demagnetising  intensity 
due  to  its  poles  is  small,  and  if  the  ratio  of  its  length  to  its 
diameter  is  suflidently  great,  negligible. 

The  magnetic  intensity  within  and  without  the  rod,  except 
near  its  ends  and  the  ends  of  the  solenoid,  is 

H=nl 

The  m^^etic  induction  within  the  rod  is 

and  that  within  the  rest  of  the  core 

-5,  =  /*,-V 
the  region  near  the  ends  being  excepted. 

The  intensity  of  magnetisation  of  the  rod,  except  near  its 
ends,  is 

and  the  numerical  strength  of  each  of  the  poles,  distributed  over 
the  ends  of  the  rod,  is 

w  =  /  5 -  (5  -  iJ^H)S  =  (;.  -  ^^)HS  (3 1) 

where  5  denotes  the  area  of  the  cross-section  of  the  rod. 
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21.  The  Hagiwtic  Field  Between  Two  Infinite  Parallel  PUnei 
Traveraed  by  Xqoal  and  Oppoiite  Correnta.  Ttie  result  obtained 
for  the  infinite  solenoid,  (19),  being  independent  of  the  shape  and 
area  of  the  cross-section  of  the  coil,  may  be  apphed  to  a  coil 
with  a  rectangular  cross-section  of  finite  height  and  infinite 
width.     We  have  then  two  parallel  plane  current  sheets  in 


opposite  directions.  If  the  current  directions  are  as  shown  in  the 
figure  (Fig.  102),  and  if  the  current  per  unit  length  of  the  coil 
perpendicular  to  the  plane  of  the  figure  b  nl,  the  uniform  mag- 
netic field  of  intensity  H=nl  is  directed  perpendicularly  into 
the  plane  of  the  paper.  This  result  could  of  course  have  been 
readily  obtained  independently. 

22.  The  Hagnetio  Field  of  an  Endleu  Coil  TTBifomily  Wonnd 
Upon  a  Solid  of  Bevolation  Oenerated  by  Bevolving  a  Plane 
Area  S  about  an  Azia  in  ita  Plane  bot  Sot  Passing  Through  It 


(Toroidal  Coll).  The  current  is  assumed  to  circulate  in  a  sheet 
accurately  perpendicular  to  the  coil,  as  shown  in  the  figure  (Fig. 
103).  The  cross-section  of  the  coil  is  shown  rectangular  in  the 
figure,  but  may  have  any  shape. 
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By  symmetry,  all  the  lines  of  intensity  must  be  either  circles 
about  the  axis  of  revolution  in  planes  perpendicular  to  the  axis, 
or  closed  curves  around  or  within  the  coil  in  planes  cutting  it 
perpendicularly.  The  second  alternative  is  impossible,  by  §  14, 
since  such  curves  would  enclose  no  current.  For  the  same  rea- 
son there  can  be  no  circular  lines  of  intensity  centered  on  the 
axis  outside  the  coil.  All  such  circles  inside  the  coil,  however, 
enclose  the  total  current  circulating  around  the  coil.  If  the 
total  number  of  turns  of  wire  in  the  coil  is  N,  and  if  the  current 
strength  is  /,  the  m.m.f  along  any  circle  of  intensity  of  radius  d 
within  the  coil  is  rr      .       »rr 

whence  11=  NIJ2Trd  (32) 

If  the  radius  of  the  shortest  line  of  intensity  is  R,  and  if  there 
are  n  turns  per  unit  length  of  this  line,  JVbs  2irRn,  and 

H-nlRjd  (33) 

If  i?  becomes  infinite,  and  if  the  area  of  the  cross-section  of  the 
coil  remains  constant,  so  that  R  and  d  approach  equality  as  they 
approach  infinity,  „         . 

as  otherwise  shown  in   §  19,  which  with   §  2t,  is  thus  a  special 
case  of  the  present  article. 

Since  there  is  no  external  field,  it  is  immaterial  what  medium 
surrounds  the  toroid. 

S3.  The  Force  Between  Tvo  Infinite  Parallel  Linear  Condnctors 
Carryii^  Electric  Current).  Let  the  currents,  of  strengths  /,  and 
/j,  intersect  the  plane  of  the  paper  at  A  and  B  respectively,  dis- 
tant d  apart,  and  first  suppose  that  the  currents  have  the  same 
direction,  down  into  the  plane  of  the  paper.  Then  the  intensity 
N^  due  to  the  current  /,  is  TJz-ird  at  all  points  of  the  wire  A, 
and  is  directed  vertically  upward  at  right  angles  to  the  wire. 
Hence  the  force  upon  a  length  L  of  the  wire  A  is 
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F=  LV/,I/,  =  /,///27rrf  (34) 

the  last  expression  being  the  numerical  value  of  th«  force. 

V/,//j  is  directed  toward  B,  thus  the  force  is  one  of  attraction 
between  the  wires. 

The  direction  of  F  is  not  affected  if  the  directions  of  both 
currents  are  reversed.  If  however  the  direction  of  one  of  the 
currents  only  is  reversed,  F  becomes  a  force  of  repulsion. 

The  fields  surrounding  the  wires  when  the  currents  have  the 
same  magnitude  and  flow  in  the  same  and  opposite  directions  arc 
shown  in  Figs.  98  and  27.  The  force  upon  each  wnre  is  seen  to 
be  always  from  the  stronger  to  the  weaker  part  of  the  field. 


84.  The  FoioiTe  Bstween  Two  Infinite  Btrfti^ht  Linear  Condiio- 
ton  Perpendicular  to  One  Another  and  distance  1^  apart.  Let  one 
of  the  conductors,  AC,  Fig.  104,  lie  in  the  plane  of  the  paper, 
and  let  the  other,  D,  be  perpendicular  to  this  plane,  the  currents, 
/,  and  /j,  being  directed  to  the  right  and  downward  respectively. 
By  considering  the  field  of  one  current  in  the  neighborhood  of 
the  other,  the  fordve  is  seen  to  be  a  pure  torque  tending  to  make 
the  two  currents  flow  in  the  same  direction.  To  obtain  the 
torque  7"  upon  a  length  I^  of  AC,  with  center  at  B,  we  have,  for 
the  force  upon  an  element  of  AC  of  length  dx  distant  x  from  B, 

dF  =  BJ^dx  x{{d*  +  x«)*  -  tilj^l2ir{d*  +  x*) 
and  (/r-  xdF==  it.!J^*dxl2iT{d*  +  x*) 

BD  being  chosen  as  axis  of  moments,  and  a  positive  torque  tend- 
ing to  move  C  down.  Hence  the  total  torque  upon  a  length  L 
of  .(4  tr  with  center  at  ^  is 

r—  nf^Tj2v{L  +  ird—  2d  tan"'  LJ2d)  (35) 
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By  considering  the  field  ol*  one  wire  in  the  neighborhood  of 
the  other  it  is  easy  to  see  that  when  the  currents  make  with  one 
another  an  angle  9  different  from  90°,  there  is,  in  addition  to  the 
torque  (which  vanishes  when  ^  =  0"  or  i8o°),  a  force  between 
the  wires,  attractive  when  0  is  less  than  90'^  and  r^ulsive  when 
0  is  greater  than  90'',  the  force  upon  each  element  being  always 
from  the  stronger  to  the  weaker  part  of  the  resultant  field. 

3S.  The  Foree  Between  Two  Linear  Cironlar  Coaxial  Wirei  dis- 
tant d  apart,  where  d  is  very  small  in  comparison  with  the 
radius  of  either  drcle.  Since  the  field  very  near  any  thin  wire 
is  approximately  the  same  as  the  field  very  near  an  infinite  straight 
wire,  the  approximate  force  in  this  case  is  easily  obtained. 

If  the  circles  have  the  same  radius,  R,  and  if  the  currents  are 
/j  and  /y  the  force  is 

F=  I^IJzvd-  2irR  =-  IJ^jd  {36) 

and  IS  attractive  or  repulsive  according  as  the  currents  flow  in 
the  same  or  opposite  directions. 

If  the  radii  of  the  coils  are  R^  and  R^^  R^  +  a,  and  if  the 
distance  between  their  planes  is  b, 

F-R,IJ^I(J  +  S^  (37) 

which  is  a  maximum,  for  given  values  of  R^^  and  /?,,  when  b  =  a. 

S5.  The  Torque  upon  a  Ciroiilu'  Oylindrioal  Coil  of  n  Tnnu  and 
Badins  r  Flaeed  with  its  Center  in  the  Azie  of  Two  Coaxial  Circular 
Coils  each  of  radius  R  and  N  turns,  at  a  point  equidistant  from 
the  planes  of  the  coils,  with  which  its  own  right  cross-section 
makes  an  angle  6,  when  R  is  much  larger  than  r.  The  field  of 
the  lai^er  coils  will  be  sensibly  uniform  throughout  the  region 
occupied  by  the  smaller  coil  and  equal  to  its  value  at  the  center 
of  the  axis.  If  the  distance  between  the  planes  of  the  two  large 
coils  is  id,  and  if  the  currents  of  the  lai^er  and  smaller  coils  are 
/  and  i  respectively,  then,  by  §  13,  if  the  currents  in  the  larger 
coils  have  the  same  direction,  the  field  intensity  at  the  center  of 
the  axis  is 
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H=NIF?l{S?  +  dy 

Hence,  by  g  lo,  there  is  a  torque  upon  the  smaller  coil  equal  to 

7"=  niuH  cos  (go"  —  0)  ■  vt' 

(38) 

which  is  a  maximum  when  the  smaller  coil  is  petpendicular  to 
the  other  two.  There  is  no  translator/  force  acting  upon  the 
coil  as  a  whole. 

If  the  same  current  /  traverses  both  coils,  and  if  the  medium 
surrounding  the  coils  is  air  or  free  sether  (a  vacuum),  in  which 

T-  P  nNvr'F?  sin  5/{^  +  dy  (39) 

numerically. 

From  the  above  equations,  and  the  equations  developed  in 
foregoing  articles,  for  the  forcive  between  two  conductors  carry- 
ing the  same  current,  the  electromagnetic  unit  current  and  the 
inductivity  of  the  surrounding  medium  can  be  defined  without 
reference  to  magnets  of  any  kind. 

It  can  easily  be  shown  that  the  field  at  the  center  of  the  axis 
is  most  nearly  uniform  when  d  is  made  equal  to  R.  In  this  case 
(39)  becomes 

r=  P  nNtrr*  sin  d/2»/E  (40) 

numerically. 

87.  Qalvanometers.  A^(i/2'fi»fM»^^^  is  an  instrument  for  meas- 
uring or  detecting  electric  currents  by  means  of  the  forcive  acting 
between  a  permanent  magnet  and  a  conductor  traversed  by  an 
electric  current.  There  are  two  general  types  of  such  instru- 
ments :  In  one  the  magnet  b  fixed  and  the  conductor  is  mov- 
able, m  the  other  the  conductor  is  fixed  and  the  magnet  is 
movable. 

38.  Tbe  Deprez-S'Anonval  OalTanometer.  This  is  an  instru- 
ment of  the  first  type.  It  consists  essentially  of  a  permanent 
horseshoe  magnet  NS,  Fig.  105,  with  a  very  strong  magnetic 
field  between  its  poles ;  a  coil  C,  conasting  of  many  turns  of  fine 


izecy  Google 


CURRENTS  AND   MAGNETIC   FIELDS. 


317 


insulated  wire,  suspended  vertically  by  a  very  fine  metallic  ribbon 
AD  continuous  with  the  wire  of  the  coil ;  and,  attached  to  the 
coil,  a  pointer  or  light  mirror  B,  by  which  any  angular  change 
in  the  position  of  its  plane  may  be  determined. 


The  coil  is  adjusted  until,  when  no  current  is  flowing,  its  plane 
is  parallel  to  the  magnet's  field,  which  is  so  strong  that  the  field 
of  the  earth  and  other  magnets  or  currents  in  the  neighborhood 
is  negligible  in  comparison.  When  traversed  by  a  current,  the 
coil  is  deflected  about  AB  as  axis  until  the  torque  exerted  upon 
it  by  the  magnetic  field  is  balanced  by  the  return  torque  due  to 
the  twist  of  the  elastic  suspension.  Let  6  denote  the  permanent 
angle  of  deflection  when  the  current  strength  is  /,  S  and  n  the 
(average)  area  of  a  single  turn  of  the  coil  and  the  number  of 
turns,  respectively,  and  B  the  magnetic  induction,  supposed 
uniform,  between  N  and  S.  Then  the  torque  upon  the  coil 
due  to  the  field  is,  by  (9),  §  10, 

r-  nsj^  cos  e 

U  R  \s  the  tor^onal  constant  of  the  suspending  ribbon,  we 
have  also 

T=Re 
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Hence,  equating  the  two  values  of  7"  and  solving  for  /,  we  have 
I^RjnSBBjcose  (41) 

For  small  values  of  9j  cos  6  is  sensibly  equal  to  I,  and  /  is 
sensibly  proportional  to  6. 

By  giving  a  special  shape  to  the  magnet's  pole  faces  and  insert- 
ing within  the  coil  symmetrically  a  cylinder  of  steel  magnetised 
transversely,  or  a  cylinder  of  soft  iron,  the  induction  in  the  region 
moved  through  by  the  vertical  portions  of  the  coil  may  be  made 
practically  uniform  in  magnitude  and  parallel  to  the  plane  of  the 
coil  in  any  position.     In  this  case  T=  aSB/^  Jiff  and 

/=  Ji{nSB$  (42) 

for  all  angles. 

29.  The  Tangent  OalTanometer.  The  simplest  galvanometer 
of  the  second  type,  in  which  the  magnet  is  movable  and  the 
conductor  fixed,  is  the  tangent  galvanometer.  This  instrument, 
in  its  simplest  fonn,  consists  essentially  of  a  circular  coil  of  wire, 
each  turn  having  practically  the  same  radius  R,  wound  upon  a 
suitable  frame  (of  non-magnetic  material) ;  a  small  permanent 
magnet  suspended  by  a  long  threspd  of  quartz  or  silk  as  free  from 
torsion  as  possible,  or  otherwise  mounted  in  such  a  way  as  to 
move  very  freely,  at  the  center  of  the  coil ;  and  a  mirror  or  a 
pointer  mounted  upon  the  magnet,  by  which  its  angular  motion 
may  be  determined.  The  coil  is  placed  with  its  plane,  or  the 
nearly  coincident  planes  of  its  turns,  in  the  magnetic  merid- 
ian, jVi'. 

When  there  is  no  current  in  the  coil  the  magnet  will  come  to 
rest  with  its  axis  in  this  plane,  under  the  action  of  the  horizontal 
component  of  the  earth's  magnetic  intensity,  which  will  be  denoted 
by  H.  When  a  current  /traverses  the  coil,  there  is  developed 
at  the  center  of  the  coil  a  mf^etic  intensity  perpendicular  to  H 
and  equal  to 

H^  nljzR  -  GT 

C{  =  Hl!^nJ2R)  being  a  constant  for  the  given  coil. 
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The  resultant,  If',  of  the  two  fields  makes  with  H  an  angle 

^-tan-'/^/H 
and  the  m^net  will  be  deflected  through  this  angle,  coming  to 
rest  when  its  axis  lies  In  the  vertical  plane  through  J/'.     Hence 
-we  have    J^  zRfnH^  zRHIntane  =HjGta.ne  (43) 

If  the  magnet  is  suspended  at  the  center  of  the  axis  of  two 
similar  parallel  coils  carrying  the  same  current  in  the  same  direc- 
tion, we  have 

/_(^  +  rf*)lH/«^tan^=  H/G^'tan«  (44) 

It  can  easily  be  shown  that  the  field  near  the  center  of  the  axis 
is  as  nearly  uniform  as  possible  when  d  is  made  equal  to  R.  In 
this  case  (44)  becomes, 

/=  2i^H/«tan5=  H/C"-tan5  (45) 

The  Setftrmiiiation  of  a  Cnrrent  in  Abioliita  £Ieotromagnetie 
Keaanre.  By  measuring  ail  the  quantities  in  the  second  member 
of  either  of  the  above  equations,  a  current  may  be  determined  in 
terms  of  the  REM  unit. 

SO.  Sensitive  Galranometers  (fleoond  Type).  Such  a  galvanom- 
eter as  that  just  described,  though  valuable  as  a  means  of  determin- 
ing a  current  in  absolute  measure,  is  by  no  means  sufficiently  sen- 
sitive for  most  purposes  for  which  a  galvanometer  is  needed.  The 
sensitiveness  of  a  galvanometer,  or  the  ratio  of  the  deflection  to 
the  current,  or  change  in  deflection  to  change  in  current,  may 
evidently  be  increased  by  increasing  the  number  of  turns  and 
bringing  them  closer  to  the  magnet,  or  by  diminishing  the 
eflect  of  the  external  magnetic  field  acting  upon  the  magnet 
The  latter  method  will  be  considered  first. 

One  method  of  diminishing  the  strength  of  the  earth's  magnetic 
field  is  by  placing  one  or  more  magnets,  called  control  maffxets,  in 
such  positionsas  to  neutralise  to  a  greater  or  less  extent  the  earth's 
field  This  method,  while  very  generally  practised,  is  open  to  the 
often  serious  objection  that  slight  changes  in  the  earth's  field, 


izecy  Google 


320         ELEMENTS  OF  ELECTROMAGNETIC   THEORY. 

which  are  constantly  occurring,  produce  very  large  percentage 
variations  in  the  weak  resultant  field  at  the  magnet,  thus  mak- 
ing the  behavior  of  the  instrument  extremely  inconstant. 

A  better  method  is  to  surround  the  galvanometer  with  a  thick- 
walled  case  of  iron,  or  several  such  cases,  to  act  as  a  magnetic 
shield.  This  greatly  reduces  the  field  of  the  earth  without  in- 
creasing the  relative  prominence  of  its  variations  (§  23,  XL;  §§ 
14-15,  IV.). 

A  still  better  method,  now  always  adopted  for  the  most  sen- 
sitive instruments,  usually  in  conjunction  with  at  least  one  of  the 
other  two  already  mentioned,  is  to  mount  on  the  same  suspen- 
sion two  galvanometer  magnets  of  as  nearly  as  possible  the  same 
moment,  with  their  poles  turned  in  opposite  directions.  If  the 
axes  of  these  magnets  lie  accurately  in  the  same  plane,  and  if 
their  moments  about  the  axis  of  suspension  are  r^orously  equal, 
the  earth's  field  can  exercise  no  directive  influence  upon  the  sys- 
tem. Such  a  magnetic  system  is  said  to  be  astatic.  With  this 
condition  approximately  realised  in  practice,  the  directive  effect 
of  the  earth's  field  can  be  made  extremely  small.  The  current 
is  passed  around  one  magnet  only,  or  else,  in  highly  sensitive 
instruments,  in  opposite  directions  around  the  two  magnets.  A 
control  magnet  is  used  to  adjust  the  position  of  the  mirror  as 
well  as  to  regulate  the  sensitiveness  of  the  instrument. 

31.  The  Winding  of  b  S«naitive  OalvuLometer  of  the  Seootid 
Type.  With  respect  to  the  winding  of  a  sensitive  galvanometer 
of  the  second  type,  it  is  evident  that  the  magnetic  intensity  at  a 
point  0,  the  position  of  the  magnet,  Fig.  106,  due  to  unit  current 
in  length  L  of  wire  wound  upon  a  circular  arc  whose  radius  sub- 
tends an  angle  8  at  0  and  every  point  of  which  is  distant  r  from 
O,  is 

H  =  L  sin  9  j  ^irr'  (46) 

If  the  same  wire  is  wound  in  parallel  circles  with  their  axes 
through  0  anywhere  on  the  surface  of  revolution  the  equation  of 
whose   generating   curve    is   sind/r*  —  ^irHjL  —  constant,   the 
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field  intensity,  H,  at  0  will  be  the  same  as  that  given  by  (46). 
This  equation  may  be  written 

sin5/r'=  i//or  f^=/*sin(?  (47) 

where  /*  =  constant  =  Lj^irH. 

A  plane  section  through  the  axis  of  revolution  of  this  surface, 
drawn  for  a  given  value  of  /*,  is  shown  in  Fig.  106. 

Since  all  points  within  a  surface  drawn  for  a  given  value  of 
p  lie  upon  surfaces  with  smaller  values  of/,  and  therefore  greater 
values  of  H;  and  since  all  points  without  the  surface  lie  upon 
surfaces  with  greater  values  of  p  and  smaller  values  of  H ;  it 
follows  that  a  given  length  of  wire,  in  order  that  it  may  produce 


the  maximum  field  at  O,  should  be  wound  so  that  its  whole  mass 
just  fills  up  the  volume  within  the  surface  given  by  the  equation 
(47),  where  the  magnitude  of  /  depends  upon  the  quantity  and 
the  length  of  wire.  In  the  actual  winding,  of  course,  some  space, 
indicated  in  the  figure  by  dotted  lines,  must  be  left  for  the  magnet 
and  suspension.  These,  however,  in  modem  sensitive  galva- 
nometers, are  so  small  as  to  weigh  but  a  very  small  fraction  of 
a  gram,  so  that  this  space  is  not  lai^e. 

Since  a  given  length  of  fine  wire  occupies  less  volume  than 
the  same  length  of  coarser  wire,  it  is  an  advant^c,  if  a  galva- 
nometer of  a  certain  resistance  is  to  be  constructed,  to  use  fine 
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wire  for  the  smaller  values  of  /,  that  is,  near  the  magnet,  and 
coarser  wire  further  from  the  magnet  Three  sizes  of  wire  are 
frequently  so  used  in  the  same  coil,  although  a  single  wire  of 
uniform  cross-section  is  usually  employed. 

It  is  evident  that  the  current  traversing  the  coils  of  a  galva- 
nometer constructed  as  above  is  not,  in  general,  strictly  pro- 
portional to  the  tangent  of  the  angle  of  deflection.  The  law 
/=  H/G-F(0),  where  6"=  /f//,  connecting  the  current  with 
the  deflection  can,  however,  easily  be  determined  by  experiment. 

32.  The  Balliitio  GalTanometer.  The  electric  charge  of  a  con- 
denser, or  the  chaise  circulating  through  a  coil  owing  to  electro- 
magnetic induction  (XIII. ),  that  is,  in  general,  the  time  integral 
of  a  transitory  current,  can  be  measured  with  a  galvanometer, 
provided  that  sensibly  the  whole  charge  can  be  made  to  circulate 
through  the  galvanometer's  coil  before  the  magnet  (or  coil,  if 
the  instrument  is  of  the  first  type)  has  moved  appreciably*  from 
its  position  of  equilibrium,  and  provided  that  the  damping  (or 
retardation  due  to  friction,  induced  currents  (XIII.,  §  5),  etc.)  of 
the  magnet's  (or  coil's)  motion  is  but  slight.  To  insure  that 
these  conditions  shall  be  satisfied,  and  to  make  the  deflections  of 
the  mirror  easy  to  read,  a  galvanometer  designed  for  this  purpose, 
called  a  ballistic  galvanometer,  is  constructed  with  a  magnet  (or 
coil)  of  considerable  moment  of  inertia  (and  long  period),  and 
damping  is  prevented  as  far  as  possible. 

We  shall  consider  here  only  an  instrument  of  the  second  type. 
Let  H  denote  the  magnetic  intensity  at  the  magnet  due  to  the 
earth  and  the  control  magnets,  M  the  moment  of  the  magnet, 
K  its  moment  of  inertia,  H  the  magnetic  intensity  at  the  magnet 
due  to  a  current  /  in  the  galvanometer  coils,  and  G  the  constant 
ratio  of  H  to  /,  as  in  §  29.     Then 

H=  GT=  G  dgjdt 
when  a  current  /=  dqjdl  traverses  the  coils. 

*The  (osine  of  the  angle  moved  through  by  the  mag^el  Jd  the  dischaqfc  '.ime  /* 
must  Dot  differ  sensibly  from  unity,  or  a  correction  must  be  applied. 


,1.0,  Google 


CURRENTS  AND   MAGNETIC  FIELDS.  323 

The  torque  upon  the  magnet,  which  remains  sensibly  in  its 
position  of  equilibrium  during  the  passage  of  the  whole  (appre- 
ciable part  of  the)  chaise,  due  to  the  current  /  is 

T=HM=GMdqldt 

When  a  total  charge  q  is  passed  through  the  -coils,  the  (appre- 
ciable part  of  the)  transitory  current  lasting  for  a  time  t'  so  small 
that  the  magnet  does  not  sensibly  move  within  this  time,  the 
total  angular  impulse  upon  the  magnet  is 

r  Tdt~GM\    [dqldt')dt=  GM{dq=GMq 

If  ta  denotes  the  angular  velocity  imparted  to  the  magnet  by 
the  discharge 

Tdt=GMq  =  Ka 


P 


and  the  kinetic  energy  of  the  magnet  Just  after  the  discharge, 
while  still  sensibly  in  its  position  of  equilibrium,  is 

If,  as  we  assume  for  the  present,  there  is  no  damping,  the 
magnet  will  come  to  rest  at  a  certain  angle  of  deflection  6,  such 
that  the  work  done  against  the  magnetic  Held  of  intensity  H  is 
equal  to  the  original  kinetic  energy  JAw'.  (The  torsion  of  the 
fiber  suspending  the  magnet  is  supposed  negligible.)     Hence 

\{GMqJlK=   C  MH  sin  Odd  =  MH{i- cos  0) 

-  2MH  sin'  ^0 
from  which 

?=  2}G-(ICH/M)i  sin  le  (48) 

Thus  the  chaise  is  proportional  to  the  sine  of  one-half  the  angle 
of  deflection  (first  elongation). 

To  obtain  the  charge  in  absolute  measure  from  (48),  it  would 
be  necessary  to  know  both  AT  and  M,  or  their  ratio,  as  well  as  H 
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and  G ;  but  the  first  two  of  these  quantities  can  be  eliminated  by 
making  use  of  {34),  XI.,  according  to  which 

{KjM)^  =  7VH/2X 

T  being  the  time  in  which  the  magnet,  vibrating  through  an  in- 
finitesimal arc,  executes  a  complete  oscillation.      Thus  we  have 
q^HTjirGsin^e  (49) 

HjG  can  be  readily  determined  by  passing  a  known  steady 
current  /  through  the  coil  and  noting  the  steady  deflection  9. 
Then,  with  the  nomenclature  of  §  33,  (i), 

H!G=fif{e) 

The  period  7"  of  a  complete  vibration  of  the  magnet  for  an 
infinitesimal  arc  can  be  computed  without  difBculty  from  the 
observed  time  of  vibration  for  a  finite  arc.  For  small  arcs  the 
difference  between  the  two  times  of  vibration  is  not  appredable. 
If  the  damping  and  the  torsion  of  the  suspension  are  not  negli- 
gible, further  corrections  must  be  applied.  All  these  matters 
are  discussed  in  Gray's  Absolute  Measurements  in  Electricity  and 
Magnetism. 

The  development  of  the  formula  corresponding  to  (49)  for  the 
ballistic  Deprez-D'Arsonval  galvanometer  is  not  difficult  and  is 
left  to  the  reader.     It  is 

q=VKR!nS3e=->RlnSQ-Tjir.^e  (50) 

The  constant  R/nSB  can  be  easily  determined  from  (41)  by 
means  of  a  known  steady  current  and  the  corresponding  known 
deflection. 

In  what  follows  (49)  is  adopted  as  a  standard  formula  for  the 
ballistic  galvanometer.  If  an  instrument  of  the  first  type,  which 
oflers  important  advantages  in  many  cases,  is  used,  the  equa- 
tions must  be  modified  by  the  substitution  of  (50)  for  {49). 

33.  The  Beit  KesiataiLoe  for  a  aalTanometer  Wound  with  Uni- 
form  Wire.  We  shall  now  determine  the  best  resistance  to  be 
given  to  a  set  of  galvanometer  coils,  or  a  galvanometer  coil,  of 
given  type,  in  order  to  produce  the  maximum  sensitiveness, 
when  in  addition  to  the  type  of  galvanometer,  the  space  to  be 
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filled  by  the  wire,  its  disposition  as  to  the  magnet,  and  its  specific 
resistance  are  given.  The  volume  occupied  by  the  insulation 
will  be  supposed  negligible,* 

Let  T  denote  the  volume  to  be  occupied  by  the  wire,  and  L  the 
length,  S  the  cross-section,  r  the  specific  resistance,  and  g  the 
total  resistance,  of  the  wire.     Then 

g  =  rLjS~rDJT  {a) 

(i)  First  consider  a  galvanometer  designed  to  measure  steady 
currents.  The  current  /  in  the  galvanometer  is  proportional  to 
some  function  of  B,  the  angle  of  deflection,  as  tan  d,  sin  6, 
6fcos  0,  etc.  Let  this  function  be  denoted  by  J\0).  Then  we 
have,  by  what  has  just  been  said, 

J^e)  =  BI  (*) 

in  which  5  is  a  constant  for  the  given  galvanometer  and  coil.  B 
is  evidently  proportional  to  the  length  of  the  wire  in  the  coil. 
That  is 

B  =  KL 

where  ^  is  a  constant  depending  on  the  size  of  the  coils,  the 
type  of  instrument,  etc.     (a)  may  therefore  be  written 

f[e)  =  B/=X:L/ 
or 

I=F{e)jKL 

If  the  galvanometer  is  connected  in  circuit  with  a  generator 
with  an  e.m.f.  '9  and  a  resistance  such  that  the  total  resistance 
in  the  circuit  outside  the  galvanometer  is  R,  we  have 

Fll)  _  KVLUs  +  1)-  KVLHrL'/T  +  X) 

Tor  a  more  complele  discnssioo  reference  must  be  made  to  Grajf's  Absolutt 
MiasurmtnU  in  EUttritity  and  Magttilism,  Vol.  II.,  >nd  to  Tie  Phyncal  Rtvine, 
Vol.  v.,  p.  300. 
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So  far  as  its  dependence  upon  the  length  of  the  wire  is  con- 
cerned, F{0)  will  be  a  maximum  when  dF{0)jdL  =  o,  that  is  when 

dF{e)ldL  =  o  =  K^{R  -  rVJT)l{R  +  rVjrf  ~  o 

which  gives  ri*/T  =  g=  R  (51) 

So  that  the  greatest  sensitiveness  will  be  attained  by  giving 
the  wire  such  a  length,  or  such  a  cross-section,  that  its  resistance 
is  equal  to  the  external  resistance.  It  is  obvious  that  r  should 
be  as  small  as  possible  to  produce  the  maximum  current  with  a 
given  e.m.f.     Hence  the  coils  are  usually  wound  of  copper  wire, 

(2)  If  the  galvanometer  is  one  designed  for  measuring  con- 
denser charges  so  that  the  total  charge  q  crosses  every  section 
of  the  wire,  whatever  its  length  or  resistance,  we  have  (§  32) 

F,{0)  =.  CBq  =  CKLq  (52) 

where  C  is  a  constant  and  B  =  KL  can  be  determined  by  measur- 
ing F[G),  §  33>  ('}■  when  a  steady  current /is  passed  through  the 
coils. 

From  (53)  it  is  clear  that  the  wire  should  be  as  fine  as  possible, 
or,  for  a  given  kind  of  wire,  the  resistance  as  great  as  possible. 
The  specific  resistance  is  immaterial,  provided  that  the  total  re- 
sistance is  not  so  great  as  to  make  the  time  constant  (§41,  Chap- 
ter XIII.)  noticeable. 

{^)  If  the  galvanometer  is  to  be  used  for  measuring  discharges 
produced  by  changing  the  magnetic  flux  through  a  coil  (§  9, 
Chapter  XIII.),  we  have. 

Fie)  =  CBq  =  CKLNjig  -I-  R) 

or,  for  a  given  value  of  N  (the  change  of  coil  flux  producing  the 
discharge), 

F^B)  =  constant  x  L^g-  +  R)  =  constant  x  L/{R  +  rL*/r) 

Hence  dFl$)/dL  =  o,  and  the  sensitiveness  is  a  maximum, 

"""'  ^~R  (53) 
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as  in  an  instrument  used  for  steady  currents.  In  this  case  also, 
r  should  be  as  small  as  possible. 

34.  The  EleotrodyoamometflT.  The  formulae  developed  in  §  26 
are  utilised  for  the  absolute  determination  of  current  strength  by 
the  eUctrodynamometer. 

The  Eleotrodynamometw  of  Teber,  in  its  simplest  form,  con- 
sists essentially  of  two  lat^e  coils  and  a  much  smaller  coil, 
similar  to  those  described  in  §  26,  together  with  a  fine  metallic 
ribbon  joined  to  one  end  of  the  smaller  coil  and  suspending  this 
coil  from  a  fixed  torsion  head,  with  its  center  at  the  center  of 
the  axis  of  the  two  large  coils,  a  straight  vertical  piece  of  wire 
joined  to  the  other  end  of  the  small  coil  and  dipping  into  a  cup 
of  mercury  below,  and  a  light  mirror  mounted  upon  the  small 
coil  for  reading  its  deflections. 

The  suspension  is  adjusted  by  turning  the  torsion  head  until, 
when  there  is  no  current,  the  planes  of  the  smaller  and  larger 
coils  are  perpendicular.  When  the  same  current  /  is  passed 
through  all  the  coils  in  series,  flowing  in  the  same  direction 
through  the  two  latter  coils,  the  smaller  coil  will  be  deflected 
through  an  angle  $  such  that  the  return  torque  due  to  the  torsion 
of  the  suspending  ribbon  just  balances  the  torque  of  the  field. 
If  A"  is  the  constant  of  torsion  of  the  ribbon,  this  torque  is  T'— 
KB.     Hence,  by  §  26, 

T=K6  =  PnNfim'F?  cos  ej^R*  +  rf^l 
and  /-  JO{R'  +  <^i/r^(«^MT}t(^/cos  9)^  (54) 

If  d^R,  when  the  field  throughout  the  smaller  coil  is  most 
nearly  uniform, 

/=  2\RKy'jr{nNti.Tr)\ejcQs  Of  (55) 

(!■  being  sensibly  equal  to  i ,  numerically,  when  the  coils  are  in  air. 

*  The  Siemeni  Eleotrodytuunometer.  Instead  of  keeping  the 
upper  end  of  the  suspension  fixed,  and  measuring  the  angle  of 
twist  of  the  lower  end,  the  torsion  head  is  often  turned  in  the  di- 
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rection  opposite  to  that  of  the  deflection  until  the  deflection  is 
reduced  to  zero.  If  0  is  the  angle  through  which  the  torsion 
head  is  turned  to  effect  this  result,  we  have,  by  §  26,  since  the 
planes  of  the  movable  and  fixed  coils  remain  perpendicular, 

T=KQ  =  PnN'^R'j{R'  +  d^ 

1=  {F?  +  d')i{K0)^j{nNfimfrR  (56) 

/-.  2i(KR)iei/r{nNfim-)i  (57) 

Since  all  the  quantities  in  the  second  members  of  (54)  and  (56) 
can  be  determined  by  direct  measurement,  they  sufHce  to  deter- 
mine /  in  absolute  measure.  Since  T  is  proportional  to  the 
square  of  /,  an  alternating  current  can  be  measured  with  the 
electrodynamometer. 

Instead  of  a  suspension  made  of  a  single  ribbon,  a  bifilar  sus- 
pension is  often  used  in  the  Weber  electrodynamometer.  It  con- 
sists of  two  fine  wires,  parallel,  or  nearly  parallel,  connected  to 
the  two  ends  of  the  coil,  serving  to  carry  the  current  to  and  from 
the  coil.  For  small  angles  the  formulae  are  the  same  for  the 
two  kinds  of  suspension. 

When  an  electrodynamometer  is  not  to  be  used  for  the  abso- 
lute determination  of  current  strength,  but  only  for  relative 
measurements,  or  when  it  is  to  be  calibrated  by  comparison  with 
standard  instruments,  its  construction  is  ot^en  greatly  modified  to 
increase  or  diminish  the  sensitiveness,  to  reduce  the  size,  etc. 

In  an  electrodynamometer  of  the  Siemens  type,  in  which  the 
movable  coil  is  always  in  the  same  position  when  measurements 
are  made,  the  current  is  always  proportional  to  the  square  root 
of  the  angle  of  torsion,  whatever  the  form  of  the  coils. 

30.  The  Comparison  of  E.H.F.8  by  Fog^^ndorffa  Xethod,  Say- 
le^h's  Hodificatioii.  A  constant  current  /  is  passed  through  the 
circuit  ABCDA,  Fig.  107,  containing  two  accurately  adjustable 
resistances  R  and  R' ,  by  a  battery  D  of  constant  e.m.f.  *■„ 
greater  than  any  of  the  e.m.f.s  to  be  compared.     The  agents  /", 
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and  F^  whose  cm.f.s  ^,  and  "^^  are  to  be  compared  are  placed, 
one  at  a  time,  in  a  shunt  circuit  AGB,  containing  a  galvanometer 
G  and  a  key  KA,  in  such  a  direction  as  to  oppose  a  current 
through  the  shunt  due  to  D.  The  resistances  R  and  R'  are  then 
adjusted,  while  their  sum  ^  +  ^'  is  kept  constant  and  high,  until 
the  galvanometer  needle  remains  undeflected  whether  the  key 


KA  is  open  or  closed.  Then  *■,  the  c.m.f.  of  the  agent  F,  is 
equal  to  RI,  the  potential  difference  between  A  and  B  due  to  the 
field  of  the  current.  Hence,  if  R^  denotes  the  value  of  R  for  the 
balance  when  F^  is  in  the  circuit,  and  R^  the  corresponding  value 
when  F^  is  in  the  circuit, 

*,  =  RJ  and  *,  -  RJ 

and  *i/*i=  ^1/^,  (58) 

Slight  modifications  of  this  method  (potentiometer  methods) 
enable  comparisons  to  be  made  between  two  resistances  or  two 
currents,  and  are  extensively  used. 

36.  Tlie  Comparison  of  *.  Capaoit;  and  %  Resistuice  b;  the 
Method  of  Direct  Defleetiona.  A  constant  current  /  traverses  a 
circuit  of  high  resistance  including  in  series  the  resistance  R  under 
experiment.  The  plates  of  the  condenser,  of  capacity  S,  are  con- 
nected to  the  terminals  of  R,  thus  coming  to  a  difference  of  poten- 
tial RI  and  acquiring  a  charge  SRI.  The  condenser  is  then 
insulated  from  the  battery  circuit  and  dischat^ed  through  a 
ballistic  galvanometer  G,  producing  an  angular  deflection  Q  such 
that 

SRI  -HT/Gw sin  ^0  (a) 


izecy  Google 


33°         ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

The  galvanometer  is  then  disconnected  from  the  condenser  and 
its  terminals  connected  to  two  points  of  the  battery  circuit  be- 
tween which  the  resistance  is  r,  a  very  small  fraction  of  the  re- 
sistance Ji' (which  may  be  made  as  large  as  desired)  from  terminal 
to  terminal  through  the  galvanometer.  This  will  not  alter  the 
current  /  appreciably,  but  will  produce  in  the  galvanometer  a 
constant  current 

6'  being  the  corresponding  steady  deflection.     Eliminating  H/C/ 
from  (a)  by  means  of  {b),  we  obtain 

SR  =  [r/(r  +  ff )]  r/^  ■  sin  J^/fl;*?')  (59) 

The  ratio  r/(r  -(-  W).  T,  6,  and  F{9')  being  observed,  SR  is 
given  in  absolute  measure  by  (59). 

The  Determination  of  a  BaBiatance  in  Absolate  HeaioTe,  Since 
the  capacity  of  a  condenser  can  be  calculated  from  its  dimen- 
sions, the  method  aflbrds  an  absolute  determination  of  a 
resistance. 

The  Compariioa  of  CapaoitieB,  E.H  J.b,  etc.,  by  Direct  Defleo- 
tiou.  The  above  disposition  of  apparatus,  slightly  modified, 
enables  a  comparison  to  be  made  between  two  capacities,  two 
e.m.f.s,  two  resistances,  or  two  currents. 

Thus,  if  two  condensers  with  capacities  5,  and  5",  are  charged 
to  the  same  voltage  (as  RI^  and  then  discharged  separately 
through  the  same  ballistic  galvanometer,  producing  angular 
throws  of  the  needle  equal  to  9^  and  6^,  we  have,  from  {a), 

SJS,  =  sin  ^ejsin  J^,  (60) 

Or,  if  the  same  condenser  is  charged  to  different  voltages  f^ 
and  Vj  in  succession,  and  discharged  each  time  through  the  same 
ballistic  galvanometer, 

Vjy,  =  sin^0J^n^e^  (61) 
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37.  The  Bridgre  Hethod  of  Compuing  CapaoltieB.  The  conden- 
sers whose  capacities  S^  and  S^  are  to  be  compared  are  arranged 
as  shown  in  Fig.  107,  R,  and  R^  being  adjustable  resistances.  A", 
is  first  closed,  JC^  being  open.  The  condensers  are  now  charged 
to  voltages  V^  and  V^,  such  that  5, f'j  =  S^V^,  since  they  are 
connected  in  series.  K^  being  kept  closed,  K^  is  then  closed 
'dso.     If  f^  —  R^/  and  V^  =  RJ,  where  /  is  the  steady  current 


PW.  II 


through  .^i  and  R^,  the  needle  of  G  will  remain  undetected. 
Otherwise  it  will  be  deflected.  In  this  case  the  condensers  are 
discharged  by  opening  K^,  K^  being  still  closed,  and  the  process 
is  repeated  with  different  ratios  of  R^  to  R^  until  there  is  no  de- 
flection on  closing  K^  after  A",  (or  on  opening  K^  before  K^, 
Then  s^V^^  S^V^^  S^RJ  =  S^ 

SJS,  =  R,IR, 


whence 


(62) 

The  battery  and  galvanometer  may  be  interchanged  in  the 
above  arrangement  The  ratio  of  the  capacities  is  given  by  the 
same  formula,  (62). 
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CHAPTER  XIII, 
ELECTROMAGNETIC    INDUCTION. 

1.  Hagnetio  Flux  Through  a  Coil  Consider  a  thin  conductor 
in  the  form  of  a  coil  of  «  approximately  closed  turns,  i,  2,  ■  ■  ■ ,  «. 
Let  the  positive  direction  around  any  one  of  the  turns,  k,  be 
chosen  arbitrarily,  and  let  the  positive  direction  around  each  of 
the  others  be  chosen  to  coincide  with  the  direction  of  its  current 
■when  the  current  through  the  coil  traverses  turn  k  in  the  positive 
direction.  Let  the  magnetic  flux  through  each  turn  be  denoted 
by  4>  with  the  appropriate  subscript,  as  4>„  4>j,  ■  ■  ■ ,  or  4>^,  and 
let  •!>  denote  the  average  flux  through  a  single  turn.  Then  the 
magnetic  flux  through  the  coil,  or  the  coil  flux,  which  will  be  de- 
noted by  N,  is  defined  by  the  equation 

jV=Oi  +  4>j+ !-*,=  «*  (i) 

If  the  area  of  the  surface  mth  its  edge  in  any  turn  is  not  so 
great  in  comparison  with  the  width  of  the  conductor  that  the 
flux  across  the  conductor  itself  can  be  neglected  in  comparison 
with  the  flux  through  the  turn,  an  approximately  correct  result 
can  be  obtained  by  assuming  the  conductor  (supposed  circular) 
replaced  by  a  linear  conductor  coinciding  with  its  axis. 

2.  The  IndQCtance,  or  Coefficient  of  Self  Induotloo,  of  a  coil  or 

circuit  is  defined  to  be  the  quotient  of  the  coil  flux.  A'',  due  to  the 

coil's  own  magnetic  field  divided  by  the  current  /  in  the  coil, 

and  will  be  denoted  by  L.    Expressed  in  the  form  of  an  equation, 

this  relation  is  r       *ti  r  ,  \ 

L  =  Nil  (2) 

If  the  inductivity  ft.  is  constant  throughout  the  magnetic  field  (in- 
dependent of  /)  so  that  B  and  A''  are  proportional  to  the  current 
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/,  the  inductance  is  the  coil  flux  per  unit  current,  and  is  constant. 
If  the  coil  contains  iron,  L  is  far  from  constant. 

3.  Xatual  Indnotance  or  Coeffloient  of  Xntaftl  Indaotion. 
The  coefficient  of  induction  of  a  coil  I  with  respect  to  a  coil  2  is 
deiined  as  the  quotient  of  the  coil  flux  N^  through  coil  2  due  to 
the  magnetic  field  of  coil  I  divided  by  the  current  /,  of  coil  i, 
and  will  be  denoted  by  J/„.     Thus 

M^-NJI,  (3) 

which  is  constant,  for  a  fixed  configuration  of  the  conductors, 
when  p.  is  constant. 

It  will  be  shown  later  (§13)  that  when  ^  is  constant  the  coefli- 
dent  of  induction  of  coil  2  with  respect  to  coil  i  is  equal  to  that 
of  coil  I  with  respect  to  coil  2.     Hence  we  may  write 

J^j  =.  Af„  =.  M=NJI^  =  N^JI^  (4) 

This  relation  is  true  only  when  ^  is  constant.  M^  J/„  —  M^^ 
is  called  the  coefficient  of  mutual  induction,  or  the  mutual  induct- 
ance, of  the  two  coils  \  and  2. 

The  coefficients  of  self  and  mutual  induction  will  be  defined 
from  energy  considerations  in  §  17, 

4,  Electroma^etio  Indaotion.  Xotioaal  Eleotrio  Inteniity.  It 
follows  as  a  generalisation  from  experiment  that  whenever  a  con- 
ductor moves  in  a  medium  (aether  or  asther  permeated  by  mat- 
ter) supporting  a  magnetic  field  there  is  developed  at  every  point 
P  of  the  conductor  an  intrinsic  electric  intensity  (arising  from  the 
transformation  of  mechanical  energy  into  electrical  or  electrical 
into  mechanical)  equal  to 

e  —  Va5  sin  7  (S) 

where  B  denotes  the  magnetic  induction  at  P,  u  the  velocity  of 
the  point  P  of  the  conductor  with  respect  to  the  medium  (and 
the  fixed  magnetic  induction  at  /•),  and  7  the  angle  between  the 
directions  of  u  and  B. 

It  is  often  convenient  to  think  of  the  conductor  as  fixed  and 
the  medium  supporting  the  magnetic  field  as  moving,  together 
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with  the  field,  in  the  opposite  direction  with  the  velocity  u  at  the 
point  P.     In  this  case  we  must  replace  (5)  by 

e  —  Vifa  sin  7  (5a) 

This  will  be  done  in  what  follows. 

The  electric  intensity  e  is  called  a  motional  electric  intensity. 
It  is  also  very  generally  called  an  induced  intensity, 

A  motional  electric  intensity  in  insulators  has  not  yet  been 
observed.     See  Blondlot, /owrna/ </f  Physique,  Jan.,  1902. 

Kotionsl  B.K.7.     It  follows  from  (513)  that  the  component  of 
e  at  the  point  P  in  any  direction  is  equal  to  the  vector  product 


y' 

-- 

■0 

:^ 

v^^\ 

/ 

T--.,,  "1  >     ' 

Pie.  109. 
of  the  component  of  B  perpendicular  to  this  direction  and  the 
component  of  u  perpendicular  to  the  plane  containing  B  and  the 
given  direction. 

Hence  it  follows  also  that  whenever  an  element,  of  length  dL, 
of  a  line  in  any  conductor  is  moving  in  a  medium  supporting  a 
magnetic  field,  a  motional  electromotive  force  is  developed  along 
dL  equal  to  dL  multiplied  by  the  vector  product  of  the  com- 
ponent of  B  perpendicular  to  dL  and  the  component  of  u,  the 
velocity  of  the  medium  (and  tubes  of  induction)  relative  to  dL 
considered  as  fixed,  perpendicular  to  the  plane  containing  B  and 
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dL.  Thus,  if  6  denotes  the  angle  between  B  and  the  component 
of  e  parallel  to  dL,  and  j8  the  angle  between  »  and  the  plane 
containing  B  and  the  component  of  c  just  mentioned  (or  the  ele- 
ment dL),  the  e.m.f.  along  dL  is  given  in  magnitude  and  direction 
by  the  equation    ^^  _  ^iv(S  sin  «)(»  sin /S)  (6) 

The  relative  directions  of  the  quantities  occurring  in  this  equation 
are  shown  in  Fig.  1 09,  the  axis  of  Z  being  made  to  coincide  with 
the  direction  of  dL  and  d"^,  and  the  plane  of  XZ  with  the  plane 
containing  B  and  dL. 

The  second  member  of  (6)  is  evidently  the  time  rate  at  which 
magnetic  flux  sweeps  across  the  element  of  length  dL,  or,  nu- 
merically, the  number  of  unit  tubes  of  induction  moving  across 
dL  per  unit  time.  If  we  denote  this  rate,  per  unit  length  of  dL, 
by  d^jdt  (6)  may  be  written 

d-^~dL'd^ldt  (6fl) 

which,  however,  does  not  give  the  direction  of  rf^  (see  Lenx's 
law  below). 

From  the  two  preceding  equations  it  is  clear  that  the  motional 
electromotive  force  along  a  line  L  of  any  length  or  form  in  a 
conductor  moving  in  a  medium  supporting  a  magnetic  field  is 
■*  -  JdLy{B  sin  ff){u  sin  ^8)  =  JdL  ■  d^^jdt  =  d^/dt     (7) 

where  d^jdt  denotes  the  time  rate  at  which  magnetic  flux  sweeps 
in  the  same  general  direction  across  the  line  L,  or,  numerically, 
the  number  of  unit  tubes  of  magnetic  induction  moving  across  L 
per  unit  time,  the  last  two  expressions  not  giving  the  direction 
of  ^.     (See  Lem's  law  below.) 

Xotional  e.iiL£  and  Ampdr«'i  Law.  The  existence  of  a  mo- 
tional e.m.f.  and  its  origin  in  the  transformation  of  mechanical 
work  (in  moving  the  conductor  against  the  electromagnetic  forces 
of  §  4,  XII.)  into  electrical  energy  or  vice  versa  being  established 
by  experiment,  its  magnitude  and  direction  can  be  deduced  from 
Ampere's  law  if  we  assume  that  ail  the  work  done  in  moving  a 
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conductor  against  electromagnetic  forces  is  transformed  into 
electrical  energy,  and  that  all  the  energy  acquired  by  a  moving 
conductor  owing  to  the  action  of  electromagnetic  forces  is  trans- 
formed without  loss  from  the  enetgy  of  the  electromi^etic  field. 
Thus  suppose  dL  at  the  point  /*  to  be  the  element  of  length 
of  a  thin  wire  carrying  a  current  /  (due  wholly  or  in  part  to  the 
motional  e.m.f.).  The  force  upon  the  element,  as  given  by 
Ampere's  law,  %  4,  XII.,  is 

dF~  dL^IB  sin  e 
The  component  of  dF  in  the  direction  of  the  velocity  a  is  then 

dF'  =  dF  sin  ^  =  dL^n  ^  IB  ^ne 
and  if  the  element  is  moved  against  the  force  dF'  with  the 
velocity  —  u  work  will  be  done  upon  the  element  at  the  rate 

/>=  dF'u  =  dLu  sin  ^  IB  ^0 
Hence  the  intrinsic  e.m.f.   developed  in  the  length  dL  by  the 
relative  motion  of  conductor  and  field  is 

dV  =  P//=  dLu  sin  ffB^e 
in  magnitude,  and 

rf^  =.  dLV{B  sin  0)(u  sin  0) 
in  both  magnitude  and  direction,  since  d"^  must  have  the  same 
direction  as  /  when  energy  is  transformed  from  mechanical  to 
electrical  form. 

The  agreement  between  this  result  and  (6)  justifies  the  above 
assumption. 

6.  Induced  Eleotrlo  Intensity  aiul  E.H.F.  It  follows  from  ex- 
periment that  in  a  conductor  at  rest  in  the  surrounding  medium 
the  same  electric  intensities  (and  e.m.f.s)  are  developed  by  a 
given  motion  of  the  tubes  of  magnetic  induction  (without  motion 
of  the  medium)  relatively  to  the  conductor,  due  to  the  motion  in 
the  medium  of  the  magnets  or  electric  circuits  producing  the  field, 
as  by  the  same  relative  motion  of  the  conductor  with  reference  to 
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the  fixed  medium  and  field.  This  would  be  expected  from  the 
fact  that  the  motional  intensity  can  always  be  calculated  from  the 
motion  of  the  tubes  of  induction  with  reference  to  the  conductor, 
and  the  fact  that  the  forcive  upon  the  conductor  is  in  both  cases 
equal  and  opposite  to  the  fordve  upon  the  magnets  or  circuits 
producing  the  field,  so  that  the  work  done  by  or  against  the 
electromagnetic  forces  during  a  giv;en  relative  motion  of  the  con- 
ductor and  the  magnets  or  circuits  is  in  both  cases  the  same. 
These  intensities  and  e.m.f.s  are  not  intrinsic,  no  enei^y  being 
transformed  from  mechanical  to  electrical,  or  vice  versa,  in  the 
regions  which  are  their  seats,  since  the  conductor  does  not  move 
(appreciably)  against  or  under  the  action  of  any  force.  Through 
their  agency  electrical  energy  is  transferred  to  or  from  the  con- 
ductor at  rest,  the  transformation  taking  place  at  the  circuit  which 
moves  (in  which  there  is  a  motional  e.m.f). 

Also,  when  the  magnetic  Bux  through  a  circuit  changes  owing 
to  any  other  cause  than  the  relative  motion  of  the  circuit  and  a 
magnetic  field,  as  when  the  current  in  the  given  circuit  itself  (if 
a  conductor)  or  the  current  in  a  neighboring  circuit  varies,  the 
tubes  of  magnetic  induction  must  be  conceived  to  move  inward 
or  outward  across  the  circuit,  since  all  tubes  of  magnetic  induc- 
tion are  continuous  or  closed,  and  since  each  tube  has  the  same 
strength  throughout  its  length.  Hence  the  change  of  the  mag- 
netic field  in  this  manner  would  be  expected  to  develop  intensi- 
ties and  e.m.f  s  similar  to  those  developed  by  the  relative  mo- 
tion of  a  conductor  and  magnets  or  circuits  carrying  steady 
currents ;  and  this  expectation  is  fully  confirmed  by  experi- 
ment. These  e.m.f,3  are  not  intrinsic,  energy  being  merely 
transferred,  not  transformed,  through  their  agency,  and  all 
the  (electrical)  energy  so  transferred  coming  originally  (by  trans- 
formation) from  the  intrinsic  e.m.f  s  in  the  circuit,  or  one  of  the 
circuits. 

The  intensities  and  e.m.f  s  considered  in  this  section  are  called 
induced  ^ecXnc  intensities  and  e.m.f  s,  although,  as  stated  in  §4, 
the  same  term  is  very  generally  applied  to  the  motional  intensity 
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and  e,ni.f.  also.  When  the  intensity  is  not  intrinsic,  E  should 
be  substituted  for  e  in  (s)  and  {$a). 

Satisfactory  direct  experiments  upon  the  induced  intensity  in 
insulators  have  not  yet  been  made  ;  but  the  very  important  con- 
sequences of  assuming  that  the  results  established  by  experiment 
for  conductors  apply  to  insulators  as  well  are  justified  by  their 
agreement  with  experiment.     See  Chapter  XVI. 

Lenz's  ^aw.  The  general  form  of  Lens's  law,  which  is  only  a 
particular  case  of  the  law  of  the  conservation  of  energy,  is  as 
follows  :  Whenever  an  e.m.f  is  induced  in  any  body,  either  a  con- 
ductor or  a  dielectric,  by  a  variation  of  the  magnetic  field  or  by 
relative  motion  between  the  body  and  magnets  or  circuits  tra- 
versed by  electric  currents,  the  e.m.f.  has  such  a  direcdon  that 
in  the  resultant  magnetic  field  the  variation  of  the  field,  or  the 
motion,  which  produced  the  e.m.f.  is  opposed. 

Thus  when  a  wire  is  moved  in  a  magnetic  field,  the  field  is 
strengthened  on  the  side  toward  which  the  wire  is  moving  and 
weakened  on  the  otlier  side,  since  the  force  on  the  wire  is  from 
the  stronger  to  the  weaker  part  of  the  resultant  field  (§  3,  XII.). 
This  gives  the  direction  of  the  motional  e.m.f.  at  once ;  for  it 
gives  the  direction  around  the  wire  of  the  lines  of  intensity  it 
produces,  and  this  direction  bears  a  definite  relation  (§  i,  XIII.) 
to  the  direction  of  the  current  developed  by  the  motional  e.m.f., 
which  is  the  direction  of  the  e.m,f.  itself, 

S.  TIl«  Second  Law  of  Cironitation,  Integral  Fonn.  Consider 
any  closed  curve,  or  circuit,  in  a  conductor  or  dielectric  traversed 
by  a  magnetic  field.  Let  the  positive  direction  around  the  cir- 
cuit be  chosen  arbitrarily,  and  the  positive  direction  through  the 
circuit  according  to  the  convention  of  §  2,  XII.,  the  first  direc- 
tion being  related  to  the  second  as  the  direction  of  rotation  to 
the  direction  of  translation  of  a  right-handed  screw.  Then,  if  the 
circuit  moves  relatively  to  the  magnetic  field  in  any  manner,  or  if 
the  field  varies  in  any  manner,  or  if  both  changes  occur  together, 
fdLW{B  sin  0)  («  sin  0)  taken  in  the  positive  direction  once  around 
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the  circuit  evidently  denotes  the  rate  at  which  the  magnetic  flux 
in  the  positive  direction  through  the  circuit  is  Simmsking.  If  we 
assume  that  electromotive  forces  are  induced  in  insulators  accord- 
ing to  precisely  the  same  laws  as  in  conductors,  it  follows  that 
when  the  magnetic  flux  through  any  circuit  changes  owing  to 
any  causes  an  e.m.f.  is  induced  around  the  circuit  equal  to  the 
rate  at  which  the  magnetic  flux  through  the  circuit  is  decreasing. 
That  Is,  if  4»  denotes  the  magnetic  flux  through  the  circuit  (posi- 
tive when  in  the  positive  direction)  and  ^  the  e.m.f.  around  the 
circuit  (positive  when  in  the  positive  direction),  at  the  time  t 

1'  _  _  d^ldt  (8) 

which  is  the  second  law  of  drcuttation  (in  its  integral  form).  The 
e.ra.f.  may  be  wholly,  or  only  partially,  or  not  at  all,  intrinsic. 

As  an  immediate  deduction  from  (8)  it  follows  that  the  e.m.r. 
induced  in  a  coil  of  wire  through  which  the  coil  flux  changes  at 
the  rate  dNjdt  is 

^  _  _  dNjdi  (8«) 

The  relative  directions  of  induced  electromotive  force  and 
change  of  magnetic  flux,  as  given  by  (8)  and  (8a),  can  also  be 
obtained  immediately  from  Lenz's  law. 

E.H.F.  of  S«lf  Induction.  Thus  when  the  current  /  in  an  iso- 
lated coil,  of  inductance  L,  increases  at  the  rate  dijdt,  and  the 
coil  flux  therefore  at  the  rate  dNjdt  =  d{Lr)jdt,  an  e.m.f, 
—  d{LI^dt  is  induced  in  the  coil.  Thus  the  change  of  the  cur- 
rent or  of  the  magnetic  flux  is  opposed  by  the  induced  e.m.f 

S.IC.F.  of  HutDfil  Induction.  Abo,  if  the  current  /,  in  one  (i) 
of  two  cwls,  with  mutual  inductance  M,  increases  at  the  rate 
dIJdt,  and  therefore  the  coil  flux  N^^  =  MI^  through  the  other 
coil  (2)  due  to  the  first  coil  at  the  rate  dN^^jdi  «  d{MQ{dt,  an 
e.m.f.  —  t^Mf^jdl  is  induced,  owing  to  this  change  of  flux,  in 
coil  2  (in  addition  to  the  e.m.f.  —  d{L^^jdi).  At  the  same  time 
there  is  induced  in  coil  i  the  e.m.f.  —  \d{LJ^jdt  +  d{M/^)/df] . 


izecy  Google 


340  ELEMENTS  OF   ELECTROMAGNETIC   THEORY. 

7.  Bifierential  Form  of  Ulo  Seooud  Law  of  Cirovitatioii  for  Kedia 
at  Reat.  The  Curl  of  a  Vector.  Cnzl  E.  Consider  an  infinites- 
imal plane  circuit  of  area  dS  in  a  changing  magnetic  field  in  a 
medium  at  rest.  Let  B  denote  the  induction  at  dS  and  dB  its 
increase  (in  magnitude  and  direction)  in  the  time  a?/.  The  line 
integral  of  induced  electric  intensity,  £,  around  the  edge  of  dS, 
vis.,  \E  cos  6  dL,  is  evidently  a  maximum  when  dS  is  perpen- 
dicular to  dB,  in  which  case 

J*£  cos  edL=~  d^jdt  =  -  dBfdtdS 

Hence  the  maximum  e.m.f.  around  the  edge  of  dS  per  unit  area  is 

JE  cos  $  dLjdS  =  -  dBldt 

Now  the  maximum  line  integral  of  a  vector  per  unit  area 

around  the  edge  of  an  infinitesimal  circuit  at  a  point  is  called  the 

curl  of  the  vector  at  the  point.     Hence  the  above  equation  may 

be  written  ,  r-  jou.  ,  \ 

curl  E=  —  dBjdt  (9) 

Thus  curl  £  is  a  vector  with  the  magnitude  and  direction  of 
—  dBjdt.  The  three  components  of  curl  E  along  the  rect- 
angular coordinate  axes  of  X,  Y,  and  Z  are 

Qm\E=-dB,jdt\ 

cxxT\E=~dBJdt\  (10) 

cw\E~~  dBjdt] 

Cartesian  expressions  for  these  components  will  be  developed 
in  §4.  XVI. 

E  in  the  above  equations  denotes  the  (non-intrinsic)  induced 
electric  intensity,  and  does  not  include  the  motional  intensity  or 
any  other  intrinsic  intensity,  or  any  intensity  connected  with 
electric  charges,  true  or  fictitious,  if  present.  Since,  however, 
the  line  integral  of  the  latter  intensity  around  any  closed  circuit 
is  zero,  its  curl  is  zero,  and  (9)  will  remain  true  if  E  is  taken  to 
denote  the  vector  sum  of  the  induced  intensity  and  the  intensity 
(whose  curl  is  zero)  due  to   the  presence  of  charges,  true  or 
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fictitious.     The  second  law  of  circuitation  will  be  generalised  in 
Chapter  XV. 

8.  The  Absolvte  BeterminatioB  of  a  Besiatftuce  by  Lorens'i 
K«thi>d.  A  circular  coil  C,  Fig.  l  lO,  mounted  with  the  planes 
of  its  turns  in  the  magnetic  meridian,  is  traversed  by  a  constant 
current  /,  the  resistance  ^  to  be  determined  being  included  in 
the  circuit.  With  its  axis  coincident  with  that  of  the  coil,  a  cir- 
cular metallic  disc  D  rotates  with  a  constant  angular  velocity, 


making/  revolutions  per  second.  Wires  bearing  upon  the  edge 
and  axle  of  the  disc  connect  it  through  a  galvanometer  G  with 
the  terminals  of  the  resistance  R. 

Let  M  denote  the  magnetic  flux  across  the  disc  between  its 
edge  and  the  edge  of  its  axle  per  unit  current  in  the  coil.  Then 
the  magnetic  flux  cut  across  by  every  radius  of  the  disc,  between 
axle  and  circumference,  in  one  complete  revolution  is  MI  (pro- 
vided there  is  no  current  in  the  disc).  Hence  an  e.m.f.  is  devel- 
oped along  every  radius  of  the  disc  equal,  from  axle  to  circum- 
ference or  from  circumference  to  axle,  to  MpT.  The  connections 
from  the  disc  to  the  terminals  of  R,  for  a  given  direction  of  rota- 
tion of  the  disc,  are  so  arranged  that  the  induced  e.m.f.  Mpl  and 
the  e.m.f,  RT  are  in  opposition  through  the  galvanometer;  then 
the  resistance  or  the  speed  of  the  disc  is  adjusted  until  the  gal- 
vanometer shows  no  deflection  when  the  galvanometer  circuit  is 
either  open  or  closed.     Then 

MpI=RI 
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and  R^Mp  (n) 

/  can  be  measured  direcdy,  and  jWcan  be  calculated  from  the 
linear  dimensions  and  number  of  turns  of  the  coil.  Hence  R  can 
be  determined  in  absolute  measure. 

If  C"  is  a  long  solenoid,  and  if  D  is  placed  well  within  C, 

M=  Ttft  X  irH  —  «^  X  TiV*  =  nfifir(r'  —  r") 

where  n  denotes  the  number  of  turns  of  wire  per  cm.  upon  the 
solenoid,  and  r  and  r'  denote  the  radii  of  the  disc  and  its  axle. 

The  method  serves  also  for  the  comparison  of  low  resistances, 
in  which  case  M  need  not  be  known. 

S.  Induction  Duohai8:e  Through  a  Cfrouit.  When  the  coil  flux 
through  a  coil  of  resistance  R  changes  from  one  value  N^  to 
another  value  N^  as  the  time  changes  from  ?,  to  t^  an  electric 
chaise 

g=f/d/  =  f^lR-dt=f(-dNldt)/R-4it~-{N^-A^)/R  {12) 

due  to  electromagnetic  induction,  circulates  in  the  positive  direc- 
tion around  the  circuit.  Here  /  denotes  that  part  of  the  current, 
and  ■*  that  part  of  the  electromotive  force,  in  the  circuit  due  to 
the  change  of  flux. 

Thus  q  depends  wholly  upon  the  resbtance  and  the  total 
change  in  the  flux,  and  not  at  all  upon  the  time  or  the  way  in 
which  this  change  takes  place. 

10.  The  Elflotrokinetic  Energy  of  the  Field  of  an  Isolated 
Cirouit.  The  magnetic  energy  residing  in  the  fleld  of  a  single 
coil  or  circuit  whose  coil  flux  is  JV  when  its  current  is  /  is 

IV  =  \IN  =^LP  =  ^N*/L  (1 3) 

provided  that  i  —  A'^//— constant,  that  is,  provided  f*  is  con- 
stant. 

For,  if  no  energy  is  dis»pated,  the  energy  of  the  field  is  equal 
to  the  work  done  against  the  counter  e.m.f.  —  dNfdt  in  increas- 
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ing  the  current  from  o  to  /  or  the  coil  flux  from  o  to  N.  If  N 
and  /  denote  also  the  instantaneous  values  of  the  coil  flux  and 
current,  the  work  done  against  the  e.m.f.  —  dNfdt,  or  the  energy 
stored  in  the  field,  in  the  time  dt  is 

dW~  IdNjdt  dt  =  IdN  (14) 

Hence 

=  j"'/dN=  rL/dI=  ^W  =  J/iV=  JA^V^ 

which  is  identical  with  (13). 

The  same  result  follows  from  §  19,  XI.,  which  gives 

ff^  JOXl  =  \Njn-nT=  \NI=  etc. 

W  is  called  the  electrokinetic  energy  of  the  field.  A  mechan- 
ical conception  of  this  energy  is  given  in  g  11,  B. 

11.  A.  Keehanioal  Asftlognat  of  L,  I,  V,  ^,  dV/dt,  tuid  T. 
(1)  Let  L,  I,  and  7V=s*  LI  denote  the  moment  of  inertia,  angular 
velocity,  and  angular  momentum,  respectively,  of  a  rigid  body  B 
about  a  given  axis.  If  the  angular  velocity  /  is  increased  at 
the  rate  dijdt,  and  the  angular  momentum  at  the  rate  dNjdi 
=  d{L/)/dt,  the  increase  will  be  opposed  by  a  torque  of  inertia 
equal  to  ■*  =  —  dNjdt.  To  overcome  this  torque,  that  is  to  in- 
crease the  velocity  or  momentum,  an  equal  and  opposite  torque 
-f-  dNjdt  must  be  applied.  The  rate  at  which  work  is  done  in 
increasing  the  velocity  or  momentum  is  dWjdi  ™  IdNjdt^  and 
the  total  work  done  in  increasing  the  velocity  from  o  to  /,  or  the 
momentum  from  o  to  A'^=  LI,  is 

fr=  pdN=^LIdI^  \IN^  \LP 

which  is  the  Idnetic  energy  of  B  when  its  angular  velocity  is  /. 
(3)  Let  L,  I,  and  N 'm.  LI  denote  the  mass,  linear  velocity, 
and  momentum,  respectively,  of  an  incompressible  liquid  flowing 
in  a  closed  pipe  of  constant  cross-section.  If  the  velocity  /  is 
increased  at  the   rate  dIjdt,  and  the  momentum  at  the  rate 
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dNjdt,  the  increase  will  be  opposed  by  a  force  of  inertia  equal 
to  —  dNjdt  ™  ■*.  To  overcome  this  inertia,  that  is,  to  increase 
the  velocity  or  momentum,  an  equal  and  opposite  force  +  dNjdt 
must  be  applied.  The  rate  at  which  work  is  done  in  increasing 
the  momentum  is  dlVjdi  =  fdNfdt,  and  the  total  work  done  in 
increasing  the  momentum  from  o  to  TV  =  Z/  is 

W=:^jrdN=  \IN~.  iLP 

which  is  the  kinetic  energy  of  the  liquid  When  its  velocity  is  /. 

Neither  of  these  analogues  is  at  all  complete.  Thus  the 
energy  in  (i)  resides  wholly  in  the  rigid  body  and  the  energy 
in  (2)  resides  wholly  inside  the  pipe,  while  the  energy  of  an  elec- 
tromagnetic field  may  reside  almost  wholly  in  the  dielectric  sur- 
rounding the  conductor. 

B.  Mechanical  Conception  of  the  Xagnetic  Field.  Let  fi,  H, 
and  B  =  p-H  denote  the  moment  of  inertia  per  unit  volume,  angu- 
lar velocity,  and  angular  momentum  per  unit  volume,  respectively, 
at  a  point  /"  in  an  incompressible  medium  in  a  given  type  of  rota- 
tory motion.  If  the  angular  velocity  H  is  increased  at  the  rate 
dHfdt,  and  the  angular  momentum  per  unit  volume  therefore  at 
the  rate  dBjdt  =  fuiHjdt  the  increase  will  be  opposed  by  a  torque 
of  inertia  equal,  per  unit  volume  at  P,  to  curl  £=  —dBjdt  {E 
being  the  force  per  unit  area  acdng  tangential  to  the  surface  of 
the  rotating  element). 

Adhering  to  the  fundamental  conception  of  the  electric  field, 
§§  13-14.  ^t  according  to  which  £  is  a  kind  of  shearing  stress 
between  positive  and  negative  a;ther  cells,  we  shall  therefore 
assume  that  at  any  point  of  a  magnetic  field  in  free  sether  the 
positive  and  negative  cells  are  rotating  with  equal  angular  speeds 
in  opposite  directions  (unlike  cells  being  in  contact  or  geared  to- 
gether) the  axes  of  rotation  being  parallel  to  the  direction  of  the 
intensity  at  the  point,  and  the  direction  of  rotation  of  the  positive 
cells  being  related  to  the  direction  of  the  intensity  as  the  rotation 
to  the  translation  of  a  right-handed  screw.     We  shall  assume 
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the  magnetic  intensity  //■  to  be  the  angular  velocity  of  the  poa- 
tive  cells,  equal  and  opposite  to  the  angular  velocity  of  the 
negative  cells.  We  shall  further  assume  ;*  to  be  the  sum  per 
unit  volume  of  the  moments  of  inertia  of  the  cells.  Then  }B 
<B  ^^*ff  will  be  the  sum  of  the  angular  momenta  of  the  positive 
cells  per  unit  volume,  and  —  JS  =  —  IftH  will  be  the  sum  of 
the  angular  momenta  of  the  negative  cells  per  unit  volume.  The 
total  kinetic  energy  per  unit  volume  will  be  ^{^/tfi  X  H)  + 
J(—  i^ftH  X  —  H)  =■  Ja*^-  The  centrifugal  force  arising  from 
the  rotation  of  the  cells  will  account  for  the  pressure  normal  to 
the  lines  of  magnetic  intensity,  and  therefore  for  the  tension  along 
the  lines  of  intensity,  and  these  tensions  and  pressures  will  account 
for  the  mechanical  forces  upon  magnets,  for  Ampere's  law,  etc. 
For  a  fuller  account  of  this  conception  and  its  application  to  nu- 
merous electrical  phenomena  see  Lodge's  Modern  Views  ef  Elec- 
tricity, and  an  article  by  W.  S.  Franklin,  Physical  Review,  Vol.  4. 
12.  Eleotrokiiifltio  Energy  Deuiity  in  a  Hedinm  With  Oonrtant 
Indnotivity  (^).     Fig.  1 1 1  represents  a  plane  section  through  a 


coil  RR  with  n  turns  («  —  3  in  the  figure),  an  equipotential  sur- 
face S,  and  a  tube  of  induction  ABCDA  threading  the  circuit  RR 
and  cutting  out  from  the  equipotential  an  element  of  area  dS. 
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If  /  denotes  the  current  through  the  coil,  the  m.in.f  around 
the  tube  ABCDA  is 

nI=fHdL 

The  magnetic  flux  across  the  equipotential  S  is 

N{n  =.JBdS 

Hence  the  enei^y  of  the  magnetic  field  is 

W-  ITN~  \nINIn  =  \jHdLjBdS 

=  \SSBHdLdS=J\BHdT  =J\^H*dr 


(IS) 


the  integration  being  extended  throughout  the  magnetic  field. 
The  energy  per  unit  volume  is  therefore 

T=  dWjdr  =  \BH=  \^H'  =  \B'jp.  (i6) 

as  otherwise  proved  in  §  iS,  XI. 

For  the  work  done  during  the  process  of  magnetisation  when 
^  is  a  function  of  H  see  §  i8,  XI.,  or  §  29. 

13.  The  ElectrokiiLetio  Xn«rgy  of  the  Field  of  Two  or  More 
Circniti  in  a  Hedium  of  ConitBAt  Indnotivitr  {ji).  Consider  Brst 
two  circuits,  I  and  2,  Fig.  112,  with  n^  and  «,  turns  and  currents 
/j  and  I^,  respectively.  Let  L^,  L^,  M^^,  and  M^^  denote  the  self 
inductances  and  coefficients  of  induction  (§  3,  XIII.)  of  the  two 
circuits.  Let  H^  denote  the  magnetic  intensity  at  any  point  P 
due  to  the  current  I^  alone,  H^  that  due  to  the  current  /^  alone, 
and  H  the  resultant  intensity  due  to  /,  and  /^  together.     Then 

//*  =  H*  +  H^  +  2H,H^  cos  fl„ 

if  5j,  denotes  the  angle  between  //,  and  H^     The  total  energy 
in  the  magnetic  field  is,  by  §  12, 

W-J^fxH^dT  =  J/m//,Vt  +  ]  Sf^fi*dr  +JfiH,H^  cos  e^^r 

the  integrations  extending  throughout  the  magnetic  field. 
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The  first  and  second  integrals  are  equal,  respectively,  to 
JZ,/,*  and  K/j',  by  §§  lo  and  12. 

To  evaluate  the  third  integral,  consider  a  magnetic  equipoten- 
tial  surface  S  for  the  field  of  /,  alone  drawn  through  P,  and  T,  a 
tube  of  induction  of  this  field  enclosing  P  and  cutting  out  from  S 


an  element  of  area  dS.  With  JV,  the  normal  to  dS,  H^  and  B^ 
make  the  angle  Q^^  The  integral  f/i/T,/^,  cos  G^dr  may  evi- 
dently be  written 

jjttH^H^cose^dSdL~jH^dLjftH^cos  e„dS 

in  which  the  first  integration  extends  around  the  tube  T  and  the 
second  over  the  surface  S.     Now,  by  (22),  XII,, 

fN,dL  =  n/^ 

and,  by  the  definitions  of  magnetic  flux  and  coil  flux, 

ffiH^  cos  0^  =  JVJn^  =  M„/Jn^ 

Hence    fff^dtf/i//,  cos  6^^S  =  HJiAf„/Jn^  -=  J/„//, 

and  W-  /j/*/^rfr  _  ^i/,»  +  JZ/,*  +  J/„//,  (17) 
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If,  in  evaluating  the  third  integral,  we  interchange  the  roles  of 
circuits  i  and  2,  we  obtain 

fV~  fi^h'dT  =  ii/,'  +  J  Z/,»  +  M^/J,  (If) 

Since  the  two  expressions  for  Ware  equal, 

as  stated  in  §  3. 

The  term  M^^IJ^  =  ■^A^j  '^  t^l'ed  the  mutual  energy  of  the 
two  coils  or  fields.  In  the  same  way,  in  general,  the  expression 
A^„/,  denotes  the  mutual  energy  of  the  fields  r  and  2. 

In  exactly  the  same  manner  it  may  be  shown  that  if  we  have 
any  number  of  circuits  i,  2,  ■  -  ■ ,  a  with  currents  /,,  /^  ■  ■ ,  ^,, 
inductances  L^,  L^  ■  ■,  L^,  and  coefficients  of  mutual  induction 
M^,  M^y  ■■■,  M^  M^,  ■■■ ,  etc.,  then  the  electrokinetic  energy  is 

W~  ILJ*  +  ^  V,'  +  ■  ■■  +  K/n' 

+  MJJ^  +  >V.-^»  +  ■  ■  ■  +  ^aV,  +    ■  ■       (19) 

24.  The  Coefficieat  of  Self  ladnction  of  a  Coil  ii  Proportional 
to  the  Square  of  iti  Fumber  of  Toms,  the  dimensions  of  the  coil 
^dng  kept  constant.  For  if  $  denotes  the  average  flux  through 
a  single  turn  of  the  coil, 

^  =  knl 

where  *  is  a  constant.     Hence 

L  =  Njl=  n^ll=  M  (20) 

15.  The  Coeffioiest  of  Hutoal  Induction  of  Two  Coila  ii  Pro- 
portional to  the  Product  of  the  Hnmberi  of  Tnma  in  the  Two  Coila, 
the  dimensions  and  positions  of  the  coils  remaining  constant.  For 
if  4»,j  denotes  the  average  flux  through  a  single  turn  of  coil  2 
due  to  a  current  /[  in  coil  i, 

where  i  is  a  constant.     Hence 

'W;,- A',.//, -«,«„//. --So,.,  (21) 
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16.  The  Coeffloient  of  Self  Induction  of  a  Coil  ii  Proportional  to 
iti  Linear  Dimenaiona,  the  shape  of  the  coil  and  its  number  of 
turns  remaining  constant.  To  prove  this,  consider  a  coil  A,  and 
another  coil  A'  with  linear  dimensions  k  times  as  great.  If  P 
and  P'  are  corresponding  points,  5  and  S'  corresponding  equi- 
potential  surfaces,  i^^  and  dS'  corresponding  elements  of  area, 
B  and  B'  corresponding  inductions,  *  and  <^'  corresponding 
average  fluxes  through  a  single  turn  for  the  same  current  /,  and 
L  and  L'  the  corresponding  inductances  for  the  two  coils,  then 
B'=\jkB,  by  §  II,  XII.,  and  dS' ^  i^dS.     Hence 

*'  =^JB'dS'=kJBdS-  k^ 
and  L'  =  n^'jT=^kn^jI  =  kL  («) 

which  was  to  be  proved. 

In  like  manner  it  may  be  shown  that  the  coefficient  of  mutual 
induction  of  two  coils  is  proportional  to  the  linear  dimensions, 
the  relative  dimensions  and  distances  retaining  the  same  ratios. 

17.  Enei^  Deflnitioufl  of  Self  and  Mutnal  Inductance.  From 
(13),  §  10,  the  coefficient  of  self  induction  of  a  coil  or  other  con- 
ductor may  be  defined  as  the  ratio  of  twice  the  energy  of  its 
magnetic  field  to  the  square  of  its  current     Thus 

L=2WfP=ffxN^dr/P  (23) 

This  definition  is  not  identical  with  that  of  §  2  unless  ft  is  con- 
stant. It  is  often  more  convenient  than  the  previous  definition 
in  getting  the  inductance  of  non-linear  circuits  or  conductors. 

In  like  manner  the  coefficient  of  mutual  induction  of  two  cir- 
cuits or  conductors  may  be  defined  as  the  ratio  of  their  mutual 
magnetic  energy  to  the  product  of  their  currents,  by  §  13.    Thus 

■^j  =  (W^ii  =  ^JJ'M^Jt  -  {//*^i^i  cos  ^,/t)//,/,    (24) 

From  the  definitions  just  given  the  relations  proved  in  §§  14— 

16  on  the  basis  of  the  earlier  definitions  may  be  readily  estab- 
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lished.  Thus  if  the  number  of  turns  of  a  coil  is  altered  in  any 
mtio  n,  the  dimensions  and  the  current  remaining  unaltered,  the 
magnetic  intensity  H  in  every  element  of  volume  dr  will  be 
altered  in  the  same  ratio.  Hence  L  =JitIPdTJP  will  be  altered 
in  the  square  of  the  same  ratio.  The  other  relations  may  be 
established  in  like  manner. 

18.  The  Zndnctance  of  Any  Vninber  of  Coili  Connected  in  Beriei . 
If  all  the  coils  of  §  1 3  are  connected  in  series,  /,  =  /,—  ■■■  =  /. 
Hence,  if  L  denotes  the  inductance  of  the  system  in  series. 


L^2WIP-I^  +  L,+  ---+2M^^ 


+  2M^  +  ■  ■  ■  +  2M^  +  . 


(25) 


If  the  individual  coils  are  so  constructed  or  so  far  apart  that 
all  the  mutual  inductances  vanish, 

i  =  i,  +  i,  +  .  ■  ■  +  Z„  (26) 

The  principle  of  (26)  is  commonly  applied  in  the  construction 
of  standards  of  inductance  variable  by  fixed  amounts,  and  that 
of  (25)  in  the  construction  of  continuously  adjustable  standards 
of  inductance.  For  this  purpose  two  circular  coils  with  induc- 
tances i,  and  Zj  are  mounted  (i)  with  their  axes  coincident  and 
the  distance  between  their  centers  adjustable,  or  (2)  with  their 
centers  coincident  and  the  angle  between  the  planes  of  their  turns 
adjustable.  Thus  the  mutual  inductance  M  is  adjustable,  and 
therefore  the  resultant  self  inductance, 

L=L,  +  l^  +  2M  (27) 

M  is  positive  or  negative  according  as  the  magnetic  flux  due 

to  one  coil  threads  the  other  in  the  poative  or  negative  direction, 

the  direction  of  the  current  around  each  circuit  being  chosen  as 

the  positive  direction  around  the  circuit. 

It  will  be  shown  in  §  44,  that  a  condenser  of  capacity  5  con- 
nected in  series  with  a  coil  of  inductance  L  produces  the  same 
effect  in  the  case  of  harmonic  alternating  currents,  as  an  induc- 
tance L  —  I  jS^,  where  ^  =  27r  x  the  frequency  of  the  current. 
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19.  L,L,  —  X*  i«  not  Leu  than  Zero.  Let  Z,  and  Z,  denote 
the  self  inductances  of  two  coils,  and  Jf  their  mutual  inductance. 
Then 

Z.,Z,-Jr^o  (28) 

For  the  electrokinetic  energy  of  the  field,  given  by  (17),  is  a 
signless  or  positive  quantity,  whatever  the  values  of  the  currents  ; 
and  (28)  is  the  condition  that  this  expression  may  never  be  less 
than  zero,  whatever  the  values  of  the  currents. 

The  proposition  may  also  be  demonstrated  as  follows.  In  the 
nomenclature  of  §  i  J, 

i,  -  »,*,//„  i,  =i  »A/A.  and  M=  n^^JI^  =  tt,^J/j 
Hence 

£,Z,  -M*  =  «i«,//,/,  (*t*.  -  *M*ii) 

=  «,«,*,*,///,  (1  -  '^J^f  *„/*,) 

which  is  greater  than  zero,  or  equal  to  zero,  since  each  of  the 
last  fractions  is  less  than  unity,  or  unity. 

The  sign  of  equality  holds,  or  /.,/.,  =  JIP,  only  when  all  the 
magnetic  flux  threads  eveiy  turn  of  both  coils  (*,,  =  ^„  —  4», 
=  ^j),  as  when  the  coils  are  toroidal  and  uniformly  wound  on 
the  same  core. 

20.  The  IndnctaiiDA  of  a  Uniformly  Wound  Bolenoid  and  Its 
Eleotrokinetic  Energy.  The  flux  through  each  turn  of  the  infinite 
solenoid  of  §  19,  XII.,  is  4'^/t//5— ■  f-SnJ,  and  the  coil  flux 
through  the  nA  turns  in  a  length  A  of  the  solenoid  is  jV—  SftnlnA 
-•  liS/r^A.    Hence  the  inductance  of  a  length  A  of  the  solenoid  is 

L=N//=iiSr^A  (29) 

The  same  result  may  be  obtained  otherwise  thus  :  The  mag- 
netic energy  per  unit  volume  within  the  solenoid  is  \ttH*  >-»  \fi,^f*, 
and  there  is  no  enei^y  outside  the  coil.  The  volume  of  a  length 
A  of  the  solenoid  is  SA,  and  the  energy  contained  in  this  vol- 
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W=  it^H^SA  =  \is.tfPSA  (30) 

Hence  i  -  2  WjP  -  (iStt'A  {3 1 ) 

Since  the  magnetic  field  is  confined  wholly  to  the  region 
within  the  coil,  the  inductivity  of  the  surrounding  medium  does 
not  affect  the  inductance. 

If  the  length.  A,  of  a  finite  solenoid,  §  20,  XII.,  is  great  in 
comparison  with  its  cross-section  S,  the  intensity  within  the 
solenoid  is  sensibly  uniform  and  equal  to  H=nl  except  near  the 
ends,  where  it  b  weaker,  and  the  external  field,  except  near  the 
ends,  is  very  weak.  Hence  the  inductance  of  the  solenoid  is 
approximately  that  given  by  (31),  the  approximation  becoming 
more  exact  as  the  length  of  the  solenoid  increases,  since  the 
internal  energy  increases  almost  proportionally  to  the  length 
(slightly  faster)  and  the  external  energy  increases  but  slightly 
with  increase  of  length  (see  §  8,  VI.).  The  inductivity  of  the 
external  medium  affects  the  inductance  only  slightly,  inappreci- 
ably when  the  solenoid  is  very  long. 

The  permeance  of  the  solenoid  is  sensibly 

P^  */n  =  ^HSjHA  =./iS/A  (32) 

21.  The  Electrokinetic  Ener^  Contained  in  an  Isolated  Circular 
Cylindrical  Conductor.  (1)  Solid  Cylinder.  The  enei^  con- 
tained in  an  elementary  cylindrical  shell  of  length  A,  radius  r, 
and  thickness  dr  is 

(iW  =  ^fiI/^A2irrdr 

Within  the  conductor  at  a  distance  r  from  its  axis 

//=  rIl2wR' 
if  R  denotes  the  radius  of  the  wire  and  /  the  current.     Hence 


W: 


:   CdW=  p./'Al4.wJi*  C  r^dr—tiPAI\6:i         (33) 

Thus  the  energy  within  the  wire,  for  a  given  current,  is  inde- 
pendent of  the  radius  of  the  wire  and  is  proportional  to  its  induc- 
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tivity.     The  external  energy  is  less  the  greater  the  radius  of  the 
wire. 

(2)  Hollow  Cylinder.  Let  the  inner  and  outer  radii  be  denoted 
by  R,  and  R^,  respectively.  Then,  within  the  shell,  at  a  point 
distant  r  from  the  axis 

f/=  f/zirr  .(r'  -  R')l(Rt  -  R,*) 

Hence      H^=  ^/'A/4w{R,^  -  R^y  f   (r'  -  R.^drlr 

=  ;t/M/i69r  . [(^,»  -  3i?,')/(ye,' -  ^,») 

+  4R,y(R,*  -  R,y  ■  log  RJR,]         (34) 

In  this  case  the  electrokinetic  energy  depends  on  the  ratio  of 
R^  to  R,,  being  greater  the  greater  this  ratio,  and  approaching 
zero  as  the  ratio  approaches  unity.  The  correctness  of  the  last 
statement  is  easier  to  see  from  the  following  considerations  than 
from  (34).  For  a  given  value  of  the  current  and  R^,  the  external 
field  is  wholly  independent  of  the  magnitude  of  R^.  The  internal 
intensity  steadily  decreases  from  the  outer  to  the  inner  surface, 
being  equal  to  the  external  intensity  at  the  outer  surface  and  to 
zero  at  the  inner  surface.  The  volume  of  the  shell  approaches 
zero  3s  R^—  R^  approaches  zero.  Hence  the  internal  energy, 
which  is  equal  to  the  volume  of  the  shell  times  the  average 
energy  density,  approaches  zero  as  R^/Ri  approaches  unity  or  as 
R^  —  ^i  approaches  zero,  while  R^  or  R^  remains  constant. 

28.  The  ElectrokiiiAtio  Ener^  and  Induotance  of  a  Cable  con- 
sisting of  a  circular  cylindrical  core  of  inductivity  /*  and  radius 
R  and  a  coaxial  circular  cylindrical  shell  of  the  same  inductivity 
and  internal  and  external  radii  R^  and  R^  the  inductivity  of  the 
intervening  dielectric  being  /t. 

The  magnetic  energy  contained  in  a  length  A  of  the  core  (sup- 
posed solid)  is 
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The  magnetic  energy  in  a  length  A  of  the  dielectric  is 
(6)  =ji(i'H*A2nrrdr  =  ii'PAJ4,-jt  ■  log  RJR 
The  intensity  within  the  shell  at  a  point  distant  r  from  the 
''"''"  H-/l2^{_l-(,r'-R,')HR--X-)]  (3S) 

Hence  the  magnetic  energy  within  the  shell  is 
(c)  =  ^/M/ i67r  •  [(^.'  -  3R^')f(R*  -  R,") 

+  4Rt*KR*  - Rt")  ■  log  RJR, 
The  total  magnetic  enet^y  in  the  length  A  of  the  cable  is 

The  inductance  of  a  length  A  of  the  system  is  therefore 

i  =  2  IVfP  =  fi.A/8ir+ii'A/2ir  ■  log  RJR  +  ftA/Sir  ■  [(R* 

-  3^,')/W  -  -^,*)  +  4^,V(-^,*  -  ^')  ■  log  -ffJ^.]     ^^^' 
If  the  outer  shell  is  extremely  thin,  the  third  term  becomes 
negligible,  and  we  have,  very  approximately, 

L  =  fiA/Sir  +  ft'A/2ir  .  log  RJR  (37) 

If  the  core  of  the  cable  is  a  very  thin  hollow  cylinder,  instead  of 
a  solid  cylinder,  the  first  term  also  vanishes  approximately,  and 

L  -  ti'A/2-7r  ■  log  RJR  (38) 

(38)  is  rigorously  true  when  the  conducting  shells  are  infinitely 
thin,  or  when  the  conductors  are  perfect  conductors,  both  of 
course  ideal  cases. 

83.  The  Hagaetio  Ener^,  Indnctance,  etc,  of  a  Reotangrnlar 
ToToid  (Fig.  103,  5  22,  XII.).  Let  the  uniform  thickness  of  the 
toroid  parallel  to  the  axis  of  revolution  be  denoted  by  #,  and  the 
inner  and  outer  radii  by  R,  and  R^,  and  let  the  whole  number  of 
turns  in  the  coir  be  denoted  by  «. 

Then  the  m.m.f.  along  a  closed  line  of  intensity  is 
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The  intensity  at  a  distance  x  from  the  axis,  when  x  is  greater 
than  R^  and  less  than  Rp  is 

H-nIl2i,x  (39) 

and  the  induction  is 

B  »  nH™  itftl/z-rrx 

The  magnetic  flux  across  an  elementary  strip  of  length  * 
parallel  to  the  axis,  and  breadth  dx  perpendicular  to  the  axis  is 

d^  =  Bddx  —  ftit&//2w  ■  dx/x 

if  the  strip  is  distant  x  from  the  axis.     The  total  flux  through 
a  single  turn  of  the  coil  is  thus 

*  _  luniljztTjdxjx  —  ftniTjZtr  ■  log  RtfR-^  (40) 

and  the  coil  flux  is 

whence 

L  =~  Nj /- fii^d  /  27r- log  R J R,       .  (41) 

The  permeance  and  reluctance  of  the  m^netic  field  are  given 
by  the  equation 

/•  =  i/R^  0/a  —  fUr/z-n-  ■  log  RJR,  (42) 

The  electroldnetic  energy  within  the  tore  is 

W=.  Ji/'  =  jn*  =  ti>^i/*/2ir  ■  log  R^jRy         (43) 

84.  The  Induotanoe  and  EleotrokiiLetio  Energy  of  a  System  Cos- 
•isting  of  Two  Parallel  Ciroular  Cylindrical  Wires  traversed  by 
the  same  current  in  opposite  directions. 

Let  the  distance  d  between  the  axes  of  the  wires  be  great  in 
comparison  with  R,  the  common  radius  of  the  wires.  Then  the 
enei^  contained  in  a  length  A  of  each  wire  is  very  nearly  the 
same  as  if  the  wires  were  infinitely  remote  from  one  another, 
viz., 

(<j)=.^v4/'/i6jr 
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The  energy  within  a  length  A  of  the  dielectric  is  very  ap- 
proximately equal  to  J*/,  where  <I>  is  the  magnetic  flux  across 
the  rectangular  area  j4(d  —  iR)  connecting  a  length  A  of  the 
wires. 

The  magnetic  induction  B  at  every  point  of  the  area  A  x(d  — 
2R)  is  normal  thereto.  Let  x  denote  the  distance  of  a  point  in 
this  plane  from  one  of  the  wires,  and  fi'  the  inductivity  of  the 
dielectric ;  then  the  induction  at  the  point  is 

B  =  fi'Ijzirx  +  n' f j  2tr{d  ~  x) 
Hence  the  magnetic  flux  through  the  area  is 


-r 


B-Adx=it'A//w  .log  [(</-./?)/.ff] 

The  energy  contained  in  the  tubes  crossing  the  ATe3A(d  — 
^^'*  {b)  =  ^^I  =  ft/ AP 1 2ir\og  [{d-Ji)/R] 

The  total  energy  in  a  length  A  of  the  system  is 
IV~  2{a)  +  (*)  =  ^A/ySw  +  MM/V2ir  ■  log  l(ii-Ji)/R]   (44) 
and  the  inductance  of  a  length  A  is 

i  =  M/4T-f-/»M/,rlog  [id-R)/R]  (45) 

85.  Two  Standard  Mutaal  Inductances,  (a)  If  a  coil  (2)  of  »' 
turns  is  wound  around  the  endless  solenoid  (i)  of  §  20,  the  coil 
flux  through  this  outer  coil  (2)  will  be 

A'',,  =  fkSnn'I^ 

and  the  coefficient  of  mutual  induction  of  the  two  coils  will  be 

J/„  =  NJI,  =  fiSnn'  (46) 

If  the  solenoid  has  the  length  2Z  and  a  circular  cross-section 
of  radius  R,  small  in  comparison  with  2L,  the  field  at  all  points 
of  the  central  portion  is  very  nearly  uniform  and  equal  to  the 
intensity  at  the  center  of  the  axis,  viz., 

H=  «//(!  +  B?jLy 
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Hence  if  a  coil  of  »'  turns  is  wound  about  the  central  portion 
of  this  solenoid, 

and  the  coefficient  of  mutual  induction  is 

J/„  -  Njr^  irR^fintt' f{i  +  /f»/i')*  (47) 

which,  when  L  is  large  in  comparison  with  R,  becomes  practi- 
cally identical  with  (46),  S  being  put  equal  to  irl^. 

(i)  In  the  same  way,  if  a  coil  (2)  of  V  turns  is  wound  around 
thp  closed  coil  (i)  of  §  23,  the  coil  flux  through  this  outer  coil 

*^"  ^  N'n'  =  iV;,  =  /ia«'/,*/27r  log  RJR^ 

and  the  coefficient  of  mutual  induction  of  the  two  coils  wilt  be 

^n  "  ■^w/A  =  linn'6J2-ir  log  RJ  R^ 

26.  The  Work  Done  in  ZncreaBin;  the  Coil  Flux  TbroBgli  a  Coil 
with  a  Constant  Current  Let  the  constant  current  be  denoted 
by  /.  If  the  coil  flux  is  changing  at  the  rate  dNjdt,  an  e,m.f. 
—  dNjdt  is  developed  tending  to  diminish  the  current  To  keep 
the  current  constant,  enci^  must  be  supplied  (in  addition  to  that 
supplied  when  the  flux  remains  constant)  to  the  circuit  (by  in- 
creasing the  e.m.f.  of  the  battery  or  other  source)  at  the  rate 

dWldl=~IdNjdt 

just  sufficient  to  balance  this  induced  e.m.f  The  work  done  on 
the  circuit,  that  is  on  the  magnetic  field,  while  the  flux  increases 
by  dN  during  the  time  dt  will  be 

dWjdt  dt=dW=  IdNjdt  dt  =  IdN 

Hence  if  the  flux  changes  from  N^  to  N^,  the  magnetic  field 
must  receive  an  increment  of  energy  equal  to 

IV^-IV,=~  }{N^  -  N,)  (47) 

which  is  a  particular  case  of  the  equation  following  (14). 
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If  A*";  —  jV,  is  negative,  the  work  H^  —  W,  is  also  negative,  or 
the  work  is  done  by  the  magnetic  field,  and  its  energy  diminishes 
by  this  amount. 

27.  The  Firrt  Law  of  Circnltation.  The  Ka^etomotiTe  F<n«e 
Aronnd  a  Cloied  Path  Linkiiig  witli  an  Eleotrio  Cnrrent.  Consider 
an  ideal  permanent  flexible  *  magnet  with  concentrated  poles  in 
the  field  of  a  circuit  consisting  of  a  single  turn  of  a  conductor 
traversed  by  a  current  which  is  kept  constant.  Suppose  the 
negative  pole  of  the  magnet  to  remain  fixed  in  position  and  the 
positive  pole  to  be  moved  from  its  initial  position  along  a  closed 
path  linking  once  with  the  circuit  back  to  its  initial  position. 
During  this  process  the  flux  through  the  circuit  changes  by  the 
flux  passing  through  the  body  of  the  magnet  (equal  to  m,  the 
streng^  of  its  poles),  and  this  is  the  only  change  Jn  the  flux 
through  the  circuit  that  occurs.  Since  the  pole  is  in  its  initial 
.position,  and  the  current  is  unchanged,  the  energy  of  the  mag- 
netic field  is  unaltered.  Hence  the  work  done  by  the  magnetic 
field  on  the  pole  is  equal  to  the  work  done  upon  the  magnetic 
field  during  the  change  of  flux.  That  is,  if  H  denotes  the  inten- 
sity due  to  the  current  /, 

mfff  cos  0dL  =  I{N^~  N^  «  Im 
Hence 

il  -  Jh  cos  SdL  =  /  (48) 

If  there  are  n  turns  to  the  coil,  or  if  the  path  links  n  times  with 
a  coil  of  one  turn, 

il  =  nl 

Thus  the  m.m.f.  once  around  a  closed  path  in  the  positive 
direction  through  a  circuit,  or  in  the  direction  of  the  lines  of 
intensity,  is  equal  to  the  total  current  in  the  positive  direction 
around  the  circuit. 

•  Not  essential  bot  comrenlent.  See  Nichols  aod  Fi«nklin's  Elim/nis  ej  Fhyiics, 
Vol.  II.,  \  IZ4. 
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28.  Differential  Form  of  the  Fint  Law  of  Cironitation.  Con- 
sider an  infinitesimal  circuit  of  area  dS  in  a  conductor  traversed 
by  a  steady  current  whose  density  at  dS  is  /,  The  current 
across  dS  will  be  a  maximum,  idS,  when  dS  is  turned  with  its 
normal  pointing  in  the  direction  of  i.  In  this  case  the  m.m.r.  in 
the  positive  direction  around  the  circuit  is 

"        f  ff  cos  edL~  ids 

Hence  the  line  integral,  or  m.m.f.,  per  unit  area  is 

curl  //■—  i  (49) 

In  the  above  equations  If  denotes  the  magnetic  intensity  of 
the  current,  and  does  not  include  the  field  intensity,  or  intrinsic 
intensity,  connected  with  magnets.  Inasmuch,  however,  as  the 
former  intensity  has  no  curl  (m.m.f.  around  a  closed  path  zero), 
(49)  will  remain  true  if  //  is  taken  to  denote  the  total  intensity 
exclusive  of  the  intrinsic  intensity. 

The  above  relation,  (48)  or  (49),  established  here  for  £o>t- 
duction  currents,  is  true  for  the  general  electric  current  (§  7, 
XV.),  and  is  called  the_firsi  law  of  circuitation. 

2d.  Qeaersl  Ezpreaiion  for  the  Work  Done  in  Kagnetitation. 
The  work  per  unit  volume  done  in  chai^^g  the  magnetic  induc- 
tion at  any  point  of  any  medium  from  B^  to  B^  was  shown  in 
§  18,  XL,  to  be 

dlV/dT=f'l/dB  (so) 

The  same  result  will  now  be  deduced  by  a  different  process. 

For  convenience  we  shall  make  use  of  a  vety  long  solenoid  of 
cross-section  5  uniformly  wound  with  n  turns  per  cm.,  and  we 
shall  suppose  the  space  within  the  coil  completely  filled  with  a 
homogeneous  isotropic  material. 

The  work  done  in  magnetising  the  core,  in  which  we  shall  first 
suppose  that  no  currents  are  induced  during  the  change  of  mag- 
netisation, is  equal  to  the  work  done  against  the  counter  e.m.f. 
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developed  in  the  coil  by  the  changing  induction.  The  rate  at 
which  work  is  thus  done  upon  a  portion  of  the  core  of  length  L 
and  volume  t  =  SX  is 

dWjdl^IdNjdt 

where  N  denotes  the  coil  flux  through  the  portion  of  the  sole- 
noid surrounding  the  volume  considered.  Hence  the  work  done 
in  changing  the  flux  from  N^  to  N^,  or  in  changing  the  induction 
from  B^  to  B^  is 

W=  I     IdN=r\     HdB 


IdN=T\    h 


since  hI ^  H  aqA  N  =  nLBS.  From  this  equation  (50)  follows 
immediately. 

If  the  core  is  conducting,  currents  (called  eddy  currents  or 
Foucault  currents)  will  be  induced  in  the  core  itself  during  the 
change  of  the  induction,  and  more  work  than  that  given  by  {50) 
will  be  done,  the  extra  energy  going  to  Joulean  heat.  These 
currents  and  the  consequent  dissipation  of  energy  can  be  greatly 
reduced  by  going  through  the  process  slowly,  or  by  dividing  the 
substance  up  into  parts  insulated  from  one  another  in  the  direc- 
tion of  flow  of  the  eddy  currents. 

(50)  gives  the  change  in  magnetic  energy  during  the  change 
of  induction  only  when  there  is  no  dissipation  arising  from  any 
cause. 

(50)  has  been  derived  with  the  aid  of  the  uniform  field  of  a 
very  long  solenoid,  but  since  all  fields  are  uniform  in  their 
infinitesimal  parts,  the  result  is  perfectly  general. 

When  /i  is  independent  of  H  or  B,  (50)  reduces  to  (16). 

30.  Electrokinetio  Ener^,  Mechanical  Energy,  and  Change  of 
Configuration  of  Circuit*.  First  consider  two  circuits,  i  and  3. 
For  the  electrokinetic  energy  we  have 

W=  \LJ^  +  \LJ^  +  MTJ^ 

If,  while  the  currents  are  kept  constant,  the  circuits  so  move 
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(or  one  of  the  circuits)  that  M  is  altered  by  an  inBnitesintal 
amount  dM,  Wis  altered  by  an  amount 

dlV=  IJ^M 

During  this  motion  the  coil  flux  through  circuit  i  is  increased 
by  the  amount  ,,.        .  ,,, 

Hence  an  amount  of  work 

I^dN,  -  IJ^ 

is  done  upon  the  magnetic  field. 

In  like  manner,  the  coil  flux  of  circuit  2  is  increased  by  the 
amount 

^a;  =  I^dM 

and  a  second  amount  of  work 

//a;  =  I^^dM 

is  done  upon  the  magnetic  field. 

Hence  the  total  work  done  upon  the  magnetic  field  (by  the 
batteries,  in  keeping  the  currents  constant)  is 

while  the  increase  in  its  energy  is  only 

Hence  the  additional  energy  I^I^M  has  gone  to  increase  the 
mechanical  energy  of  the  system.  If  F  denotes  the  force  acting 
upon  either  circuit  and  tending  to  increase  the  distance  x  between 
the  circuits,  measured  in  its  line  of  action,  the  increase  of  me- 
chanical  energy  is  -  Fdx  -  IJ^M 

the  negative  sign  being  chosen  because  dMis  negative  when  dx 
is  positive.  Hence  the  force  tending  to  increase  the  distance 
between  the  circuits  is 

F^-!J^Mldx  (SI) 
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If  the  forcive  between  two  circuits  is  a  torque,  instead  of  a 
simple  force,  we  have  for  the  torque  tending  to  increase  the 
angle  0  between  the  planes  of  the  two  circuits, 

T=-r^I^MjdB  (S2) 

31.  The  proposition  of  the  last  article  is  a  particular  case  of 
the  following  more  general  theorem  :  If  any  number  of  circuits 
suffer  any  infinitesimal  change  of  configuration,  both  L's  and  M's 
varying  in  the  general  case,  while  the  currents  are  kept  constant, 
the  increase  in  the  electrokinetic  energy,  dW,  is  equal  to  the  in- 
crease in  the  mechanical  energy,  dW;  while  the  work  done  by  the 
batteries  (over  and  above  that  expended  in  overcoming  resistance 
and  dissipated  in  heat),  dW",  is  equal  to 

dW"  =  dlV+  dW  =  2dW  -  zdW  (53) 

We  proceed  to  establish  this  proposition.  When  the  most 
general  infinitesimal  change  of  configuration  occurs,  the  increase 
in  the  electrokinetic  enei^  is,  when  the  currents  are  kept  con- 
stant, 

rfW-  J/,V/:,  +  {I*dL^  +  -  ■  ■  +  If^dL^ 

+  7,//^,  +  ///^„  ■¥■■■  +  Jyh^M^  +  . . . 

The  work  done  upon  the  magnetic  field  by  the  batteries  is 

dW"  =  I^dN^  +  I^N^  +  •  ■  ■  +  I^dN^ 
Now 

dN^  =  /,flX,  +  //J/„  +  . .  ■  +  I^dM^^ 

dN^  =  lydM^^  +  I^L^  +  ■  •  ■  +  /.(^ 

dN^  -  I,dM„  +  I^M^  +  -  ■  ■  +  I,dL^ 
Hence 

dW>'  =  IX^,dL,  +  /,^M„  +  ■■■+  TJATJ 

+  Il!,dM,^  +  Vi,  +  ■  ■  ■  +  KdM^ 

+  . . .  +  I^I^dM^^  +  l^M^  +  •  ■  ■  +  /.rfi J 
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-  d[LJ*  +  i/,»  +  ■  ■  •  +  -t/.'  +  2{MJJ^  +  M„f,I^  +•■•)] 

The  difference  between  dW"  ==■  2dW,  the  energy  supplied  to 
the  magnetic  field,  and  dW,  the  increase  in  its  eneigy,  must 
equal  the  mechanical  work  dW  done  by  the  field  on  the  circuits, 
or  the  increase  in  the  mechanical  energy.  Hence  equation  (53) 
immediately  follows, 

32.  The  Electrodynamic  Balance.  As  an  example  of  (5 1)  we 
shall  find  the  forcive  upon  a  circular  coil  (2)  of  n  turns  and  radius 
r  placed  with  its  center  in  the  axis  of  a  much  larger  circular  coil 
(i)  of  A'^ turns  and  radius  R,  the  planes  of  the  coils  being  parallel. 
Let  the  currents  of  the  larger  and  smaller  coils  be  denoted  by  /, 
and  /,  respectively,  and  the  distance  between  them  by  d.     Then 

N„  -  y.Hirr'^n  =  irr']^fLnmj2{]^  +  d^ 
^^  M-NJI,^irT'F?linNJ2{I^-\-dy  (54) 

H  being  practically  uniform  in  the  small  region  occupied  by  the 
small  coil,  and  /i  (for  air)  being  sensibly  equal  to  unity.  The 
force  tending  to  increase  the  distance  d  is,  by  (5 1), 

F=  -~  I,I^Mjdd=  -  iirr'JPfinI^drjj2{J?  +  d*)t     (55) 

If  /,  and  /,  have  the  same  direction,  F  is  attractive,  otherwise 
repulsive.  If  the  same  current  /  is  caused  to  flow  through  the 
two  coils  in  series  in  the  same  direction,  the  force  is 

F=  -  iirf'I?tinNdr*J2{F?  +  d*)*  (56) 

If  a  third  coil  C,  exactly  similar  to  the  larger  coil  A  is  placed 
with  its  plane  parallel  to  that  of  A  and  distant  therefrom  2d, 
with  B  half  way  between  the  centers  of  A  and  C,  and  if  the  same 
current  lis  made  to  flow  through  A  and  C  in  opposite  directions, 
and  also  through  B,  the  force  Fv/i\\  be  twice  as  great  as  that 
given  by  (56);  or,  in  magnitude, 


F^  im^B}n.nNdPI{F*  +  dy  (57) 
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If  the  coils  are  mounted  with  their  planes  horizontal,  and  if  the 
small  coil  B  is  connected  with  one  end  of  the  beam  of  a  balance, 
the  force  F  can  be  easily  measured,  and  /  determined  in  absolute 
measure.     We  have  in  this  case 

/  -  (^  +  dyF^lrRizir^nN)^  (58) 

Since  F  is  proportional  to  the  square  of  /,  alternating  as  well 
as  direct  currents  can  be  measured.  The  instrument  is  known 
as  an  eUctrodynamu  balance. 

For  descriptions  of  two  electrodynamic  balances  by  which  cur- 
rents have  been  determined  in  absolute  measure  with  great  pre- 
cision, see  Lord  Kayleigh,  Phil.  Trans.,  Part  II.,  1884,  and  H, 
Pellat,  CompUs  Rendus,No\.  103,  1886.  The  most  recent  of 
electrodynamic  balances,  that  of  von  Helmholz,  is  described  by 
Kahle,  ZetUckrift  fur  Instrumentenkunde,  Vol.  17,  1897, 

S3.  The  Torsion  EXectrodynamometer.  If  the  planes  of  the 
coils  A  and  B  of  the  last  article  make  with  one  another  an 
angle  d, 

M=  Tt^I^nN  y.  cos  (J/2(ff"  +  d'f  (59) 

and  there  is,  in  addition  to  the  force 

F^~  fJ^Mjde  =  zm^R'nNd  ,i.IJ^ cos  ^/2(^  -».  d*)^  (60) 

a  torque  in  the  direction  of  increase  of  the  angle  6  equal  to 

T=  -  IJ^Mjde  =  wr'JPnN/^/^  sin  0/2(Ji'  +  d^   (61) 

If  the  smallest  coil  is  at  the  center  of  the  two  coils  A  and  C, 
§  32,  we  have 

F=  -!/^Mfdd=^o 
and 

T I^r^MjdB 

=  -  IJ^fde  ■  [ir^K'nNfJ.  cos  ^/(^  +  rf»)l]  (62) 

=-  fil/^TTT'I^nN  ^  OjiF?  +  dy 
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from  which  the  equations  for  the  Weber  and  Siemens  forms 
of  electrodynamometer  immediately  follow,  as  in  §  34,  Chap- 
ter XII. 

For  a  description  of  one  of  the  most  recent  and  accurate  of 
torsion  electrodynamometers  see  Patterson  and  Guthe,  I^ysua/ 
Review,  Vol.  7,  1898. 

34.  General  Seflultions  of  B  and  ^.  In  XI.  ft  was  defined  by 
(2),  and  B  by  (5).  These  definitions  are  not  valid,  however,  in 
flieir  unmodified  form  without  qualification  when  the  magneti- 
sation is  wholly  or  partially  intrinsic  (§  22,  XI.),  We  shall  now 
redefine  B  by  (9).     Thus 

I  curl  E^t  (63) 

the  substance  considered  being  in  its  neutral  state  at  the  time 
/=o. 

Consistently  with  the  preceding  definition  of  B  and  XL,  we 
shall  redefine  *  by  the  equation 

*  -  f^  cos  flfl'5  =  -  r  *(A  (64) 

the  substance  being  in  its  neutral  state  at  the  time  /  —  o. 

4>  and  B,  defined  by  these  equations,  can  evidently  be  deter- 
mined experimentally  (by  the  ballistic  methods  referred  to  be- 
low). Starting  with  these  definitions  it  can  be  shown  by  experi- 
ment that  tubes  of  magnetic  induction  are  always  closed,  as 
assumed  in  §  14,  XI.  These  definitions  are  perfectly  consistent 
with  the  earlier  definitions,  and  are  more  general,  including  all 
cases  of  intrinsic  as  well  as  elastic  magnetisation. 

36.  Magnetiiation  Cnrre.  Kedeflnition  of  ft.  Permeability. 
If  we  start  with  a  substance  in  a  neutral  state  and  increase  the 
magnetic  intensity  //  from  zero  in  a  scries  of  steps,  observing 
the  corresponding  values  of  B,  we  obtain,  on  platting  the  results 
graphically,  a  curve  showing  the  relation  between  B  and  H  and 
called  the  magmtisatiim  curve  of  the  Substance. 
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We  shall  now  redefine  ft;  for  any  given  value  of  f/,  as  the  ratio 
of  B  to  H  for  the  given  point  on  the  mi^fnetisation  curve.  The 
relation  B  =>  tiH  thus  holds  for  the  process  of  magnetisation  rep- 
resented by  the  curve. 

The  curve  showing  the  relation  between  J=  B{  =  nH)  —  /*,// 
and  H  is  also  called  the  magnetisation  curve  of  the  substance. 
Either  curve  can  of  course  be  readily  obtained  from  the  other. 

The  permeability  of  a  substance  is  the  ratio  of  its  inductivity  to 
the  inductivity  of  the  standard  medium.  If,  as  in  this  book,  free 
asther  is  chosen  as  the  standard  medium,  the  permeability  ^/^o 
of  a  substance  is  numerically  equal  to  its  inductivity.  The  in- 
ductivity of  air  is  only  slightly  greater  than  unity,  being  equal,  at 
ordinary  temperatures  and  pressures,  to  about  fij^i  +  3  x  lo~*). 

36.  Siamagnetio  and  PanuDagnetic  Sobatanees.  The  inductivity 
H  of  nearly  every  substance  is  independent  of  the  value  of  H  and 
is  very  nearly  equal  to  fi^-=  i .  Thus  the  magnetisation  curve 
of  such  a  substance  is  a  straight  line,  and,  if  B  and  H  are  platted 
to  the  same  scale,  makes  an  angle  of  very  nearly  45°  with  the 
axis  of  H. 

A  substance  whose  inductivity  is  less  than  n^,  or  whose  per- 
meability is  less  than  i,  is  called  a  diamagneti^  substance ;  and 
a  substance  whose  inductivity  is  greater  than  fi^  is  called  a  ntag- 
netic,  a  paramagnetic,  or,  if  its  inductivity  is  great  and  its  mag- 
netic properties  resemble  those  of  iron,  a  ferromagnetic  sub- 
stance. The  inductivity  of  every  diamagnetic  substance  is  very 
nearly  equal  to  unity,  water  being  the  commonest  example. 
The  inductivity  of  a  diamagnetic  or  weakly  magnetic  substance 
is  best  investigated  by  methods  analogous  to  those  of  §§  3  and 
4,  VII.  (see  A.  P.  Wills,  Physical  Review,  6,  1898;  Jager  u. 
Meyer,  Wied.  Ann.,  67,  1900;  Du  Bois,  The  Magnetic  Circuit). 
In  §§37  and  38  are  described  two  methods  commonly  applied  to 
iron,  nickel,  and  cobalt,  in  which  (*■  reaches  great  magnitudes. 

For  detailed  information  on  the  magnetic  properties  of  iron 
and  other  ferromagnetic  suTistances,  together  with  the  methods 
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of  experimental  investigation,  reference  may  be  made  to  Ewing's 
Magnetic  Induction  in  Iron  and  Other  Metals  and  to  Du  Bcris's 
The  Magnetic  Circuit.  The  more  important  magnetic  properties 
of  iron  are  briefly  described  in  Ch.  Maurain's  recent  Le  Magnet- 
isms du  Fer.  A  resume  of  the  magnetic  properties  of  matter 
generally,  with  abundant  references,  is  given  by  Du  Bois  in  Vol. 
II.  of  the  i?a/>/orii  of  the  International  Congress  of  Physics,  1900. 

37.  The  Determination  of  B,  /*,  and  3  (Intenaity  of  Hagnetiaa- 
tion)  by  tlu  Kf^netometrio  Ketliod.  A  very  long  solenoid, 
similar  to  that  of  §  20  B,  XII.,  is  mounted  with  its  axis  vertical, 
and  a  magnetometer  (§  26,  XI.)  is  mounted  with  its  needle  in 
vertical  plane  passing  through  the  solenoid  perpendicular  to  the 
magnetic  meridian  and  in  a  horizontal  plane  passing  through  the 
upper  part  of  the  solenoid.  The  solenoid  is  connected  in  series 
with  another  coil,  called  a  compensating  coil,  so  arranged  that 
both  coils  together  produce  no  deflection  of  the  needle  when 
traversed  by  a  current. 

The  iron  or  other  substance  whose  magnetisation  is  to  be 
investigated,  in  the  form  of  a  long  cylindrical  rod  similar  to  that 
of  §  20  B,  XII.,  is  then  placed  vertically  in  the  solenoid  traversed 
by  a  steady  current  with  its  axis  in  the  vertical  plane  perpen- 
dicular to  the  meridian  passing  through  the  needle,  and  its 
height  is  adjusted  until  a  position  is  reached  in  which  the  deflection 
of  the  needle  is  a  maximum.  In  this  position  the  upper  resultant 
pole  of  the  rod  is  approximately  in  the  horizontal  plane  passing 
through  the  magnetometer  needle.  Let  Ji  denote  the  distance 
from  this  plane  to  the  center  of  the  rod.  Then  the  other  result- 
ant pole  is,  by  symmetry,  distant  approximately  Ji  from  the 
center  on  its  other  side.  Let  R  denote  the  distance  from  the 
center  of  the  magnetometer  to  the  axis  of  the  rod. 

The  circuit  is  broken,  and  the  rod  b  demagnetised  (if  this  is 
necessary  for  the  purpose  in  view)  and  left,  or  reinserted,  in  the 
position  already  determined  for  maximum  deflection.  The  demag- 
netisation can  be  accomplished  by  heating  the  rod  to  redness,  or 
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by  sending  a  current,  gradua.lly  diminished  to  zero  while  its 
direction  is  rai^dly  reversed,  through  the  soloioid  with  the  rod 
in  place,  or  by  other  means. 

The  circuit  is  now  closed  and  the  current  increased  to  produce 
the  desired  value  of  H  •=  nl  (§  20  B,  Xll.),  thus  developing 
poles  of  strengths  +  m  and  —  m  in  the  rod,  and  the  quantities 
under  investigation  are  determined  as  follows. 

The  magnetic  intensity  at  the  magnetometer  needle  due  to  the 
two  poles  of  the  rod  is 

H  =  f«/47r;i,  ■  [  i  /^  -  .ff/(^  +  i')«] 

perpendicular  to  the  meridian. 

If  H  denotes  the  horizontal  component  of  the  earth's  mag- 
netic field  at  the  needle,  the  needle  will  be  deflected  through  an 
angle  0  such  that 

//=  H  tan^ 

By  measuring  0,  H,  L,  J?,  and  S,  n,  and  the  current  /,  the 
quantities  B,J=B  —  i>.yH,  n  ~  ft^  can  then  be  calculated  from 
the  above  equations  and  those  of  g  20  B,  XII. 

If  the  experiments  are  not  performed  at  the  earth's  magnetic 
equator,  where  the  total  intensity  is  horizontal,  the  intensity 
parallel  to  the  rod  will  not  be  given  completely  hy  H  =  nJ  on 
account  of  the  vertical  component  of  the  earth's  intensity.  This 
component  can  be  neutralised  by  winding  another  coil  in  the 
solenoid  and  passing  through  it  a  suitable  current. 

If  after  adjusting  the  apparatus  we  start  with  the  current  zero 
and  the  rod  in  a  neutral  state,  and  then  increase  the  current  by 
steps,  observing  both  currents  and  corresponding  deflections,  we 
obtain,  on  platting  the  results  graphically,  the  magnetisation 
curve  of  the  substance.  The  magnetisation  curve,  and  the  curve 
showing  the  relation  between  fi.  —  BjH  and  H  obtained  there- 
from, are  shown  in  Fig.  1 1 3  for  a  particular  sample  of  wrought  iron. 

When  great  accuracy  is  essential,  an  ellipsoid,  instead  of  a 
cylinder,  of  the  substance  under  investigation  must  be  used. 
See  Ewing's  treatise  above  referred  to. 
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38.  The  Setormmatioa  of  B,  /i,  etc.,  by  the  Ballistic  Kethod 
(Eowlaod's  Tonn).  The  substance  to  be  investigated,  in  the  form 
of  a  rectangular  tore,  §23,  whose  thickness  ^^  —  J?,  =  n  is  small 
in  comparison  with  /^,  is  wound  with  a  toroidal  coil  of  »  turns. 

This  coil  is  connected  in  circuit  through  a  reversing  key  with 
a  battery  of  constant  e.m.f.,  a  current  meter,  and  a  rheostat 
whose  resistance  can  be  suddenly  varied. 
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A  secondary  coil  of  «'  turns  is  wound  around  the  toroidal  coil 
and  connected  in  circuit  with  the  coil  of  a  ballistic  galvanometer. 
Let  the  resistance  of  this  secondary  circuit  be  denoted  by  R. 

The  relation  between  the  deflection  of  the  galvanometer  and 
the  charge  q  circulated  through  its  coils  is  supposed  known  from 
direct  experiment. 

Since  R^  —  R^  =  a'\s  small  in  comparison  with  ^„  the  mag- 
netic intensity,  given  accurately  by  (39),  is  nearly  constant 
throughout  the  tore  and  sensibly  equal  to 

H==  nIjir{R^  +  ^ 
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The  magnetic  flux  across  every  section  of  the  tore  is  Bab,  and 
the  coil  flux  through  the  secondary  is  n'Bab. 

If,  by  altering  the  resistance  of  the  circuit,  the  current  is  sud- 
denly changed  from  a  value  /^  to  a  value  /,  the  magnetic  inten- 
sity will  be  increased  by 

U-M^=  t^I-  Qlir{R,  +  R^  (65) 

and  the  magnetic  induction  will  be  increased  by 

B~B^=qRjn'ab  (66) 

where  q  is  the  charge  sent  through  the  galvanometer  circuit 
when  the  coil  flux  through  the  secondary  changes  from  n'B^ab 
to  n'Bab  (§  9),  and  is  known  from  the  observed  galvanometer 
throw. 

AH  the  quantities  in  the  second  members  of  (65)  and  (66) 
being  determined  by  experiment,  H  —  H^and  B—  B^  are  known. 

Starting  with  any  value  of  //^  and  the  corresponding  value 
of  Bip  and  increasing  or  decreasing  the  current  suddenly  in  a 
series  of  steps,  current  and  galvanometer  throw  being  read  at 
each  step,  the  relation  between  if  —  5^  and /T  — /T,  can  thus 
be  obtained  for  as  wide  a  range  of  ff —  -^0  as  desired. 

If  we  start  with  the  current  zero,  and  the  substance  under  in- 
vestigation in  a  neutral  state,  //j^and  B^  are  zero,  and  if  we  increase 
//*  in  a  series  of  steps,  we  get  the  magnetisation  curve  of  the 
substance.  From  corresponding  values  of  B  and  //  on  this 
curve  ^  can  be  found  by  division. 

For  additional  ballistic  and  other  methods,  see  the  references 
given  above.  See  Du  Bois,  Zeitscltrift  fur  Instrumattenkunde, 
Vol.  30,  1900,  for  a  description  of  his  latest  m^netic  balance 
and  its  theory, 

S9.  Hagsetio  Hyatenris.  If  a  sample  of  iron,  nickel,  or 
cobalt  is  carried  repeatedly  through  a  given  magnetising  cycle, 
the  intensity  being  increased  to  GB,  Fig.  1 14,  then  reversed  to 
HE=  —  GB,  then  reversed  to  GB,  then  reversed  again  to  HE, 
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and  so  on  for  a  number  of  cycles,  and  the  relation  between  B  and 
H  then  investigated  for  a  complete  cycle  by  the  magnetometric 
or  ballistic  method,  a  closed  symmetrical  curve  with  general 
characteristics  similar  to  those  of  the  figure  will  result.  The 
arrow  heads  indicate  the  direction  in  which  the  cycle  is  traversed. 
Thus  the  magnetisation  is  in  part  intrinsic.  The  induction 
OC  or  OF'is  called  the  residual  or  remanent  induction,  and  is  the 
maximum  value  of  the  intrinsic  induction.  The  t^tio  of  the 
remanent  induction  OC  or  OF  to  the  maximum  induction  OG  or 


OH  is  called  the  retentiveness  of  the  substance  for  the  given 
cycle.  The  reversed  intensity  OD  or  OA  necessary  to  reduce 
the  intrinsic  induction  to  zero  is  called  the  coercive  force  or  coer- 
cwe  intensity  of  the  substance  for  the  given  cycle. 

The  closed  curve  is  called  a  hysteresis  cycle  since,  as  it  is  de- 
scribed, the  induction  always  lags  behind  the  intensity. 

The  area  of  the  curve,  viz.,  J HdB  from  any  point  such  as  B 
around  the  cycle  once  to  the  same  point  again,  represents  the 
work  per  unit  volume  done  in  carrying  the  substance  from  the 
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State  denoted  by  B  (or  the  state  denoted  by  any  other  point  on 
the  curve)  through  the  complete  magnetising  and  demagiKtising 
processes  indicated  by  the  cycle  to  the  same  state  again.  Hence 
jHdB  for  the  complete  cycle,  or  the  area  of  the  cycle,  represents 
the  energy  dissipated  in  heat  per  unit  volume  per  cycle  by 
hysteresis. 

The  area  of  the  cycle  is  the  same  or  very  nearly  the  same  when 
the  cycle  is  traversed  very  slowly  and  when  it  is  traversed  very 
rapidly  (see  references  given  below  and  Comptes  Rendus,  April 
20,  1903).  Thus  the  phenomenon  of  magnetic  hysteresis  is  not 
due,  except  perhaps  to  a  slight  extent,  to  anything  akin  to  vis- 
cosity (Cf.  I  2,  VI.). 

For  references  to  the  literature  on  magnetie  hysteresis,  see 
Chapter  IV.  of  Maurain's  Le  Magnetisnu  du  Fer  and  the  resume 
by  Warbui^  in  Vol.  II,  of  the  Rapports  presented  to  the  Inter- 
national Congress  of  Physics,  1900. 

If  we  assume  the  relation  B  =  fi-H  to  hold  for  the  hysteresis 
cycle,  as  it  holds,  by  definition  of  /*,  for  the  magnetisation 
curve,  ^  goes  through  all  values  from  +  coat  £7  to  —  eo  at  /^dur- 
ing the  cyclic  process.  By  introducing  the  intrinsic  intensity,  k, 
however,  always  acting  in  the  direction  of  the  induction,  and  by 
writing  H  for  the  vector  sum  of  k  and  the  field  intensity  IT , 
which  we  have  hitherto  denoted  by  H,  we  may  so  define  h  that 
the  relation  B  =  ft.fl  =  fji{k  +  H')  (vector  sum)  holds  univer- 
sally, and  leads  to  no  impossible  values  of  ft  (cf.  §  4,  VI.), 

The  m^netic  phenomena  of  iron,  nickel,  cobalt,  etc.,  includ- 
ing the  trend  of  the  magnetisation  curves,  hysteresis,  the  relation 
of  the  magnetic  phenomena  to  temperature,  etc.,  have  been 
lai^ely  explained  by  the  molecular  theory  developed  by  Weber, 
Maxwell,  and  Ewing.  For  an  extended  treatment  of  the  molec- 
ular theory  and  a  discussion  of  its  experimental  confirmation 
reference  must  be  made  to  Ewing's  MagneHc  Induction  in  Iron 
and  Other  Metals,  Chapter  XI. 

40-44,  The  Cnrrent,  etc,,  in  an  Electrical  System  Containing, 
in  the  General  Caae,  &ealatanoe.  Inductance,  and  Capacity,  Immened 
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ta  a  Kediun,  or  Hedia,  of  Coutant  Zndnotinty  uid  Femiittinty, 
Let  a  condenser  AB,  Fig.  1 1 5,  of  capacity  S  be  connected  in 
series  with  a  conductor  CDF  whose  inductance  is  L  and  whose 
capacity  is  negligible  in  comparison  with  that  of  the  condenser, 
and  an  agent  with  an  intrinsic  e.m.f.  ^,  the  total  resistance  of 
the  circuit  being  R.  Let  the  e.m.f,  ^  be  reckoned  positive  when 
directed  around  the  circuit  in  the  direction  CDP.  The  agent 
containing  the  e.m.f.  is  supposed  to  be  capable  of  being  instan- 


Isms. 


taneously  inserted  in  or  removed  from  the  circuit,  the  resistance 
being  kept  constant,  by  suitable  switches.  Let  the  time,  /,  be 
reckoned  from  the  instant  at  which  "9  is  inserted  or  cut  out 
Let  g  denote  the  chaise  of  the  plate  A,  !~  dqjdt  the  current  in 
the  conductor  in  the  direction  CDF,  V  the  voltage  from  A  to  B, 
at  the  time  / ;  and  let  q^,  I^  and  V^  denote  the  initial  values  of 
q,  1,  and  V. 

At  the  time  t  the  electric  energy  of  the  system  is 

the  electrokinetic  enei^  is 

T^\LP  =  \L{dqjdff 
die  rate  of  dissipation  of  energy  in  heat  is 
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F=RI*=uR{dqjdff 

and  the  rate  at  which  enet^  is  supplied  to  the  system  by  the 
agent  with  the  intrinsic  e.m.f.  is 

P='ifl—'9dqjdt 

41.  Non-InduotiTe  Circait.  Caw  I.  Let  "9  —  constant,  Z. »  o, 
sensibly,  and  therefore  7"=o. 

A.  Let  "9  be  suddenly  cut  out  of  the  circuit,  the  initial  chatge 
of  A,  fi,,  being  equal  to  S'9,  By  the  principle  of  the  conversa- 
tion of  energy,  we  have  at  the  time  / 


d(\flS)ldt~R(d,ldit 
Rdgjdt+qlS—o 


(66) 


a  relation  which  might  have  been  written  down  at  once  from 
Ohm's  law  [dqjdt ^  I  =^  {Vg  -  V^)IR  =-VjR~-  9/SR} . 
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The  solution  of  (66),  with  the  condition  ^  =  j^  =  39  when 
/  —  o,  is 

?  =  ?^'/"'  =  ^Yr-"**-'  (67) 

whence 

V=  qjS  =  *(.-"«»■'  =  f^r-"***  (68) 

and 

7=  dqjdi  =  -  •fjRr-"^-*  =«  //-'^■'  (69) 
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The  relation  between  g,  f,  and  /  is  shown  graphically  for  a 
particular  case  in  Fig.  1 16,  Curve  I. 

The  time  SR  in  which  f/g^—  fV^e  —  ^/^e  becomes  i/e  is 
called  the  time  cimstant  of  the  system. 

B.  Let  "9  be  suddenly  inserted  into  the  circuit.     In  this  case 

By  the  ptjnaple  of  the  conservation  of  enef^ 

-Vdqldt-Ridqldtf  +  d{\^IS)jdt 
or 

^~qlS-\-RdqlUt  (70) 

another   equation   which    can    be    obtained   immediately   from 
Ohm's  law. 

To  solve  {70),  put  q  —  St  —  q',  and  the  equation  becomes 

Rd^jdt+^jS^o 

the  solution  of  which,  with  the  condition  g^o  when  f  ~  o,  is 

^  ^  —  S^f^^"' 
whence 

y  =  5*(i-r-'/»*-*)  (71) 

K--*(i-^^'«')  (72) 

I^t/R-r-'^'''  (73) 

The  relations  between  q,  I,  and  /  are  shown  in  Fig.  116, 
Curve  11.,  for  the  same  ^stem  whose  discharge  is  illustrated  in 
Curve  I. 

tt.  CauIL  IndoctlTe  Circuit  Without  Capacity.  Let  7=  con- 
stant, 5=  infinity  (condenser  short-circuited),  and  therefore  W=o. 

A.  Let  ^  be  suddenly  cut  out  of  the  circuit,  the  initial  value 
of  the  current  being  /„  -•  "VjR.  In  this  case  we  have,  by  the 
principle  of  the  conservation  of  energy, 

-d{\LP)!dt^RP 
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Ldlldt-VRI'-.Q  (74) 

which    also    follows    immediately   from   Ohm's    law    [/—  ( — 
LdIldt)lR\ 

The  solution  of  this  equation,  with  the  condition  /^  =  '^\R,  is 

!=I^-'"'-'~-9jR-e-^^-'  (75) 

The  relation  between  /  and  /  is  shown  for  a  particular  system 
in  Fig.  117,  Scale  A. 

The  time  LjR  in  which  /  falls  to  1  je  of  its  initial  value  is 
called  the  time  constant  of  the  circuit. 
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The  total  electric  discharge  in  the  positive  direction  an>und 
the  circuit  after  the  time  r  =  o  is 

g—(ldl-  t/R  f  <-«"■  VI  -  LV/J?  -  L/JR     (76) 

The  same  result  follows  from  (12): 

f (N,-  N,)IR (o  -  L/J/R 


.  L/JR  -  Lt/R' 


^77) 


B.  Let  the  agent  with  e.m.f.  ^  be  suddenly  inserted  into  the 
circuit,  the  initial  value  of  the  current  being  /„  =  o.  In  this  case 
the  principle  of  the  conservation  of  energy  gives 
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or 

■9^R!-\.Ldl{di  (78) 

which  may  be  obtained  from  Ohm's  law  directly   [/=  (^ — 
LdIjdt)}R]. 

The  solution  of  this  equation  is 

/_*/je.(i-^'-")  (79) 

Thus  /  may  be  regarded  as  the  sum  of  a  steady  current  "9  jR 
and  an  induced  current 

-•'ifjR-e-'^^-' 

The  relation  between  /  and  t  for  the  same  system  illustrated 
in  Case  II.  is  shown  in  Fig.  117,  Scale  B. 

The  total  electric  charge  traversing  the  coil  in  the  positive 
direction  due  to  the  induced  current  is 

9=~  L9(R'  (80) 

43.  Can  m.  Cirout  Contamin^  Both  Capacity  and  Indnctance. 
Let  *  be  cut  out  of  the  circuit  at  the  time  ^  =  o.  In  this  case 
the  principle  of  the  conservation  of  enei^  gives 

-  '^U^'/S  +  \L{dqldtf\  jdt  -  Ridgjdff 
or 

Ld*qjd^  +  Rdqjdt  +  y/5  =  o  (81) 

which,  like  equations  (66),  (78),  etc.,  also  follows  immediately 
from  Ohm's  law. 

To  solve  (81),  assume  q  -■  constant  x  f"  and  substitute  in  the 
equation.     Thus  we  obtain 

LfK'+  Rm+  ifS~o  (82) 

The  values  of  m  which  satisfy  this  equation  are 

«,  _  -  RfzL  +  iR*/4L*  -  ifSrfi  =  _  a  +  (a*  _  *»)! 
and 
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m^-~- RjzL - {F?J4L* -  ifSL)i  «  _ « _  (a* - ^t 

if  we  put  RJ2L  =  a3nA  i/SL  =  ^. 

If  m,  is  not  equal  to  ftt^,  the  general  solution  of  (8i)  is  there- 
fore 

9~A,e-''  +  A/-^  (83) 

in  which  A^  and  A^  are  constants  to  be  determined  by  the  initial 
conditions  of  the  problem. 

When  Mj  BE  Mj  K  m  a>  —  d,  the  solution  of  (8 1)  is 

,-(B,  +  B/)>-'  (84) 

where  B^  and  B^  are  constants  to  be  determined  by  the  initial 
conditions. 

Three  cases  are  to  be  considered  :  A,  when  a*  ^  i" ;  £,  when 
<i»>^;  C,  whena»<^. 


Fi«.  11 


h..c?  —  ^.    Since?,=.5*and/,==o,  (84)  gives 

q^qll  +  .ff/2Z-/)r-«'"'=:  5M'(i  +  R/2lt)r-«"'    (85) 

r-  *(i  +  J?f2Lt)r-'"^'  (86) 

and 

/=  -  SVR?l^*te-^'^*  (87) 

The  relations  between  q,  I,  and  the  time  for  a  particular  ^'stem 
are  shown  in  Fig.  ii 8,  I.  and  II.  (Scale  A). 
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B,  «■  >  ^.  To  determine  the  constants  A^  and  j4,  we  have, 
when  /  =  o, 

y^  _  5-*  -  .^,  +  A, 
and 

Hence  (83)  becomes 

?  "  yo/C'".  -  «!)  ■  i»'i^  -  'V^')  -  ,gg. 

from  which  we  obtain 

f'^  y/5  =  */(«,  -  «J  ■  {m,^  -  «,0  (89) 

and 

/  =  dqfdt  =  S-^m^mJ{m,  -m^{f^-^')  (90) 

The  curves  showing  the  relation  between  g  and  t  and  the 
relation  between  /  and  /  are  very  similar  to  the  corresponding 
curves  of  Fig.  118.     Their  drawing  is  left  to  the  reader, 

C.  OuiIlatoT7  Diioliug*.  a*  <  ^.  Equation  (83)  may  be 
written 

where  i  denotes  {—  if.     This  equation  is  equivalent  to 

g^^e-^lA  cos  (^ -«»)*/  + 5  sin  (i*  —  a*)*/]  {91) 

where  A  and  B  are  real  constants  to  be  determined  by  the  initial 
conditions.     From  (91) 

/_  d,ldl  -  «-{  [£(«■  -  a^l  _  Aa]  cos  (S-  -  a^H  -  . 

[A{/f  -  »^l  +  Ba]  sin  (4"  -  ..^1/} 

From  the  initial  conditions  g  aq^^  S'V,  and  /=e  ^  =  o,  when 
f  B  o,  the  above  equations  may  be  written 

q  -  5*»-"[cos(4'  -  o^;  +  «/(«■  -  0^1  •  sin  (4"  -  o^/]  (93) 
and 

/^-SV?/(lf-iffi-'sa(lf-iff»  (94) 

We  have  also 

r=j/^-etc 
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The  relations  between  g,  I,  and  t  are  shown  for  a  particular 
case  in  Fig.  1 19.     (See  the  data  given  in  the  figure.) 
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The  discharge  is  seen  to  be  oscillatory,  as  well  as  damped,  the 
charge  of  the  condenser  and  the  current  in  the  wire  each  revers- 
ing its  sign  at  intervals  of  \  T,  where  T  is  the  period  of  the  oscil- 
lation and  is  given  by  the  equation 

or 

r_  »/(i/5Z  -  ^z+t-)!  (95) 

and  the  amplitude  of  the  oscillation  being  gradually  reduced 
to  zero. 

The  charge  q  is  zero  at  times  /  such  that 

t  -  Tj  2tr  ■  [it  -  tan-'{^  -  «')*/«] 

and  /  is  zero  at  times  f  such  that 

f  =  \Tn 

where  n  is  zero  or  any  integer. 

Each  quantity  reaches  a  maximum  c 
between  two  successive  zero  values. 


minimum  value  half  way 
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The  current  reaches  a  maximum,  minimum,  or  zero  value  ahead 
of  the  charge  by  the  interval 

—  ( ir  -  tan-'  ^^ -^  1  =       r 

2ir\  a       /      2ir 

0/2tr-  7"  is  called  ihc  phase  difference  between  the  current  and  the 
charge,  and  8  the  angle  of  lag  of  the  charge  behind  the  current, 
or  the  angle  0/  lead  of  the  current  over  the  charge. 

The  ratio  of  the  magnitude  of  a  maximum  or  minimum  value 
of  the  current  or  charge  to  the  magnitude  of  the  next  following 
minimum  or  maximum,  occurring  J  7"  later,  is 

g-allg-ail+ir-j  ^  ^ir 

The  natural  logarithm  of  this  ratio  is  called  the  logarilkmic 
decrement  of  the  oscillation  and  is  denoted  by  \.     Thus 

\=laT=iT/{4L/R'S~  i)t  (96) 

If  ^  =  o,  a  =■  o,  no  energy  is  dissipated,  and  the  oscillation 
takes  place  without  damping  (energy  radiated  being  assumed 
zero).     The  period  when  ^  =  o  is 

r.-2H5i)i  (97) 

By  (95),  {g6),  and  (97)  we  have 

T-  r,(l  +  \'f-n')l  -  7-.(l  +  i\'/„'  +■■■)  (98) 

Hence  the  effect  of  a  small  decrement  on  the  period  is  propor- 
tional to  the  square  of  the  decrement  See  Fig.  1 19  for  the  rela- 
tion between  7"  and  7"^  for  the  circuit  whose  discharge  is  there 
illustrated. 

If  R  is  increased  while  L  and  .9  remain  constant,  the  period 
of  the  oscillation,  as  well  as  the  damping,  is  increased  until,  when 
a*  =  d^,  the  oscillatory  character  of  the  dischai^  disappears.  As 
the  resistance  is  still  further  increased,  the  discharge  assumes 
more  and  more  nearly  the  character  of  the  dischai^e  of  a  con- 
denser through  a  non-inductive  resistance  (Case  I.,  A). 
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The  maximum  and  minimum  ordinates  of  the  current  curve 
are  equal  to  the  corresponding  (to  the  same  time)  ordinates  of 
the  logarithmic  curves  +  S^e""  and  —  SVf^,  or  the  logarith- 
mic curves  are  tangential  to  the  current  curve  at  the  maximum 
and  minimum  points. 

The  maximum  and  minimum  ordinates  of  the  chaise  curve 
exceed  the  corresponding  ordinates  of  the  logarithmic  curves, 
which  are  therefore  not  tangential  to  the  charge  curve.  The 
ratio  of  a  maximum  or  minimum  ordinate  of  the  chaise  curve 
to  the  corresponding  ordinate  of  the  logarithmic  curves  is 
if{^  —  *!*)*,  which  is  nearly  unity  when  afi  is  small.  For  the 
case  illustrated  in  the  figure  this  ratio  is  about  1000  to  995,  a 
difference  scarcely  perceptible  in  the  drawing. 

For  one  of  the  most  recent  and  accurate  experimental  investi- 
gations confirming  the  above  theory,  which  is  due  to  Lord  Kelvin 
(1853),  the  reader  is  referred  to  a  memoir  by  Webster  (Physical 
Review,  6,  p.  297,  1898),  where  references  to  the  earlier  literature 
will  be  found. 

44  Caie  IV.  Periodic  E.1I.F.  Let  the  electromotive  force  be  a 
simple  harmonic  function  of  the  time,  ^  =  ^^  cos  pt,  where  /  =— 
2tTJT='  2irn,  T  being  the  time  of  one  complete  period,  and  w 
the  number  of  periods  per  second,  or  the  frequency,  of  the  elec- 
tromotive force. 

In  thb  case  we  have,  by  either  of  the  methods  already  fre- 
quently employed, 

Ld*qjdt*  +  Rdqidt  +  qjS  =  *,,  Cos  pt  (99) 

The  general  solution  of  this  equadon  is  the  general  solution 
of  (81)  already  obtained,  viz.  (83),  -J-  a  particular  solution  of 
(99).     To  obtain  a  particular  solution  of  (99),  assume 

q  =A  cos  {pt  —  9) 

substitute  in  (99),  and  equate  to  zero  the  coeflidents  of  sin  pt 
and  cos  //  separately  (ance  the  resulting  equadon  must  be  true 
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for  all  values  of  /}.     In  this  way  we  find  that  the  above  equation 
is  a  particular  solution  of  (99)  if 

A  =  ^Jp  [J?  +f{L~i  fS/f]  i 

=  %/pJi[i  +  L/SJ?(TJT~  TfT^f\i  (100) 

and 

e  =-  tanr'pRf^ilS  ~  Lf) 
Hence 

Since  the  last  two  terms  become  sensibly  zero  a  very  short  time 
after  closing  the  circuit  we  may  write,  except  during  this  interval, 

,  =  *,  cos  (/;-«)//[«■+/(£-  ilSff]t      (102) 

and 

V=qlS=^^co^{pt-e)jSp\_R^+f{L-  i/5/)*]l   (104) 

The  angle  d  is  called  the  phase  difference  (a  term  more  properly 
applied  to  Bjzir-  T)  between  q  and  ^,  or  the  angle  of  lag  of  q 
behind  SC.orthe  angle  of  lead  oi  "^  overy.  Similarly  5  — Jir=  5' 
is  the  angle  of  lag  of  /  behind  ■*■,  or  the  angle  of  lead  of  "9  over  /. 

The  quantity  [^  +  f{L  —  l/^/)"]*  is  called  the  impedance 
of  the  circuit  (or  portion  of  the  circuit  considered),  the  quantity 
p{L  —  ijS^  \ts  reactance,  and  the  quantity  i/5^its  condensance. 

From  the  way  in  which  S  and  L  enter  into  the  above  equa- 
tions it  is  evident  that  a  condenser  of  capacity  5  in  series  in  the 
circuit  has  the  same  effect  upon  a  simple  harmonic  current  as 
would  a  negative  inductance  equal  to  i  fS^.  Thus  condensance 
and  inductance  can  be  made  to  neutralise  one  another's  effects. 

For  given  values  of  ^  and  R  the  amplitude  of  /  reaches  a 
maximum  when  L~  \ jS/^  =  o,  that  is  when  f^p^=  2x/ T^, 
where  7^  =  2ir{LS)^  is  the  natural  period  in  which  the  system 
would  execute  oscillations  if  its  resistance  were  zero.     In  this 
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case  6'  <=  o,  the  current  is  in  phase  with  the  e.in.f.,  and  has  at 
al[  times  the  same  value  as  if  there  were  no  inductance  or  con- 
densance  in  the  circuit.  In  this  case  the  circuit  is  said  to  be  in 
TisonaHcf  with  the  e.m.f.  The  relation  between  the  maximum 
value,  or  amplitude, /j4,  of  the  current  and  TjT^  for  a  given  value 
oi  LjSF?  [see  equation  (lOo)]  is  shown  in  Fig.  120. 
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Equation  (104)  may  be  written 


r=  ^;cos(//-^ 


C105) 


V^  being  the  amplitude  of  V.  If  the  denominator  in  this  equa- 
tion is  less  than  unity,  which  is  easily  possible,  V^  will  be  greater 
than  SP|^  the  amplitude  of  the  applied  e.m.f.  Differentiation  of 
(105)  shows  that  for  given  values  of  S,  L,  and  .ff  the  amplitude 
V^  will  be  a  maximum  when 

p^  =  {2L  ~  SK')l2SD 

\i  SF?  is  small  in  comparison  with  zL,  this  expression  gives, 
approximately, /■  =  ijSL,  or 
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T^T„~  2w{SL)i 
the  natural  period  of  the  system  without  damping.     In  this  case 

which,  in  accordance  with  the  above  assumption  {2L/JPS  lar^e), 
is  much  greater  than  unity.  This  is  another  illustration  of  the 
efl^cts  of  resottancf. 

Equation  (103)  may  be  written 

/— /,  cos  (/*  —  !?') 

The  power  supplied  to  the  circuit  by  the  e.m,f,  "9  at  the  time  /  is 

p„-Vr  =  "9^1,  cos  {pt  ~0')  cos  pt  (106) 

It  is  easy  to  show,  either  graphically  or  by  means  of  (106), 
that  when  $'  s=o,  P  is  always  positive ;  that  when  0'  is  equal  to 
±7r/2  (its  limiting  values  in  the  system  considered),  Pis  posi- 
tive during  half  the  period  and  negative  during  half  the  period, 
no  power  on  the  whole  being  developed  by  the  e.m.f.  (to  make 
$'  K  ±irJ2,  ^must  be  zero  and  either  the  inductance  or  thecon- 
densance  must  be  zero);  and  that  when  6'  is  less  than  ±irJ2 
and  greater  than  zero,  P  is  positive  during  more  than  half  the 
period, 

45.  Dynunlcal  Analognei.  Consider  the  angular  motion  of  a 
cylinder  C  about  the  vertical  axis  of  a  suspending  wire  AB, 
Let  the  moment  of  inertia  of  C  about  this  axis  be  denoted  by  L, 
and  suppose  the  inertia  of  the  wire  n^ligible.  When  the  cylin- 
der is  turned  through  an  angle  q,  the  twist  of  the  wire  gives  rise 
to  a  return  torque  K™  gjS,  ijS  being  a  constant  of  the  wire 
depending  upon  its  rigidity  and  dimensions  and  called  its  elas- 
tatue  or  the  reciprocal  of  its  permittance,  tending  to  diminish  q. 
Let  the  motion  of  the  cylinder  be  resisted  by  a  frictional  torque 
proportional  to  its  angular  velocity  dqidt  -.  /,  that  is  by  a 
torque  —  ^/™  —  Rdqjdt,  where  ^  is  a  constant.     At  the  time 


izecy  Google 


386  ELEMENTS  OF   ELECTROMAGNETIC   THEORY. 

/  SB  o,  let  a  torque  ^,  capable  of  producing  a  final  angular  dis- 
placement y^  —  S^,  be  applied  to  the  system,  or  removed  after 
having  been  applied  sufficiently  long  to  produce  the  maximum 
displacement  g^.  Then  the  equation  of  motion  of  the  cylinder 
after  ^  has  been  applied  or  removed  may  be  found  as  follows  : 
The  potential  energy  of  the  system  is 

the  kinetic  energy  of  the  system  is 

the  rate  of  dissipation  of  energy  in  heat  is 

the  rate  at  which  energy  is  supplied  to  the  system  is 

SP/  =  -^dqldt 

By  the  principle  of  the  conservation  of  enei^ 

*/=  dWIdt  +  dTldt  +  F 
whence 

Wqjdt*  +  Rdqjdt  +  glS^-V 

which  is  the  equation  of  motion  sought. 

The  equation  may  be  obtained  also  by  the  direct  application 
of  the  second  law  of  motion.  Thus,  ^,  the  total  torque  acting 
upon  the  cylinder,  consists  of  three  parts :  A  torque  V=^  gfS  to 
balance  the  counter  torque  due  to  the  torsion  of  the  wire,  a 
torque  RI=  Rdgfdl  to  balance  the  torque  —  RI  dac  to  friction, 
asi6  3.  torqat: Ldl f dt  =  Ld^gjdi*  to  ha\sn<x\\xc  torque  ~  Ldlfdt 
due  to  the  inertia  of  the  cylinder,  or  to  produce  the  angular 
acceleration  dijdt.     Hence 

■9  =  Ld^gjdt*  +  Rdg(dl  +  gjS 

The  equation  of  motion  after  the  removal  of  is '? 

U^gldt""  +  Rdgjdt  +  gfS=^o 
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In  the  same  way,  if  a  periodic  torque  7  k  ^^  cos  pt  acts  upon 
the  cylinder,  the  equation  of  motion  is 

Ld*qjdt^  +  Rdqjdt  +  qfS  =■  ^^  co&  pt 

The  solutions  of  these  equations  are  given  above. 

I.  Let  the  inertia  of  the  cylinder  be  negligible  {TjW sensibly 
zero).  A.  The  cylinder  is  displaced  initially  through  the  angle 
q^,  and  the  wire  possesses  the  potential  enei^  \9nl^-  ^^  *^ 
cylinder  is  suddenly  released,  it  will  begin  to  move  with  the 
angular  velocity  /—  q„fSR,  which  gradually  diminishes  toward 
zero  as  y,  diminishes.  The  potential  energy  is  dissipated  by 
friction  during  the  process.  The  relation  between  q,  I,  and  t  is 
shown  in  Fig,  1 16,  I. 

B.  If  a  constant  torque  ^  is  applied  to  the  cylinder  at  rest  in 
its  equilibrium  position,  it  will  suddenly  acquire  an  angular  ve- 
locity /=  "^IR,  which  will  decrease  toward  zero,  owing  to  the 
return  torque  exerted  by  the  wire,  as  the  angular  displacement 
increases  toward  the  limiting  value  q^S"^.  The  potential  energy 
will  increase  during  the  process  toward  the  limiting  value  ^q*/S, 
and  an  equal  quantity  of  energy  will  be  dissipated  by  friction. 
The  relations  between  q,  I,  and  t  are  shown  in  Fig.  1 16,  II, 

II.  Let  the  elastance  of  the  wire  be  negligible,  or  let  the  wire 
be  removed  and  let  the  cylinder  be  supported  on  pivots  {WjT 
sensibly  zero).  A.  If  a  constant  torque  ■*■  is  applied  to  the  cylin- 
der, its  velocity  and  kinetic  energy  will  increase  from  zero  toward 
the  limiting  values  /='V/R  and  T=\LP.  The  torque  will 
continue  to  dissipate  energy,  the  limiting  rate  being  "^jR. 

B.  If  the  torque  is  suddenly  removed,  the  cylinder  will  con- 
tinue to  rotate  with  continually  diminishing  velocity  and  enei^ 
until  the  enei^  is  wholly  dissipated  in  heat  by  friction. 

The  relations  between  /  and  t  for  the  two  cases  are  given  in 
Fig.  117. 

III.  Let  both  the  elastance  of  the  wire  and  the  inertia  of  the 
cylinder  be  noticeable  {W  and  T  both  appreciable).  A  and  B. 
Let  R?I^I^  be  equal  to  or  greater  than  \(SL.     If  the  cylinder. 
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initially  displaced  though  an  angle  q,,,  the  potential  energy  being 
^q^jS,  is  suddenly  released,  the  potential  energy  will  decrease, 
the  velocity  and  kinetic  energy  will  increase,  reach  a  maximum, 
and  decrease,  with  q,  indefinitely  toward  zero,  all  the  enei^  be- 
ing finally  converted  into  heat 

If  the  torque  is  suddenly  applied  to  the  cylinder  at  rest  in  its 
equilibrium  position,  the  velocity  and  kinetic  enei^  increase 
gradually  from  zero  to  a  maximum,  decrease,  and  approach  zero 
as  the  displacement  and  potential  enei^  approach  thdr  limiting 
values  q^  and  \q*jS.  During  the  process  an  amount  of  enei^y 
^q^jS  is  dissipated  in  heat. 

The  relations  between  q,  I,  and  t  for  the  first  case  are  shown 
in  Fig.  1 1 8. 

C.  Let  ijSL  be  greater  than  I^j^*.  First  assume  ^  to  be 
zero.  The  initial  displacement  q^  and  potential  eneigy  ^*/S 
will  decrease  to  zero  as  the  velocity  /and  the  kinetic  energy  7" 
increase  to  maxima  when  the  cylinder  is  in  the  equihbrium  posi- 
tion. The  kinetic  enei^y  will  carry  the  cylinder  beyond  this  posi- 
tion until  the  displacement  is  —  q^,  when  the  kinetic  energy  and 
velocity  will  be  zero  and  the  potential  enei^  equal  to  its  initial 
value.  The  same  phenomena  will  then  recur  in  inverse  order, 
and  so  on  indefinitely,  the  time  of  a  complete  oscillation  being 
r,  =  2-!r{Sl)K 

When  I^j^l}  is  not  zero,  the  phenomena  will  be  similar  ex- 
cept that  the  motion  will  be  damped,  each  elongation  being  less 
than  that  immediately  preceding,  since  energy  b  continually  dis- 
sipated by  friction.  The  time  of  an  oscillation  will  be  increased, 
and  the  time  between  zero  elongation  and  zero  velocity  will  not 
be  exactly  one  quarter  of  a  period. 

The  relations  between  q,  /,  and  t  are  shown  in  Fig.  1 19. 

IV.  If  an  alternating  torque  ■*  =  '^^  cos  pi  is  applied  to  the 
cylinder,  it  will  make  simple  harmonic  vibrations,  ^fter  the 
motion  has  become  steady,  with  the  period  7"=  ^irjp  of  the 
applied  e.m.f     {99)  may  be  written 

qjS=^  f— %cos//—  Ld^qjd^  —  Rdqjdt 
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If  TfT^  is  very  great,  the  velocity  /—  dqjdt,  tiie  acceleration 
iPgjd^,  and  the  second  and  third  terms  of  the  second  member, 
which  are  the  counter  torques  of  inertia  and  friction,  are  very 
small,  so  that  V=  qjS,  the  return  torque  of  the  twisted  wire,  is 
approximately  equal  to  ^,  the  applied  e.m.f.,  and  its  maximum 
value  V^  is  approidmately  equal  to  ^,,  while  the  maximum 
elongation  is  approximately  equal  to  S9^. 

If  Tj  T^  is  very  small,  or  pjp^  very  great,  the  counter  torque 
of  inertia  —  Ld^qjd^  is  great ;  for  the  acceleration  d^gjd^  is 
proportional  to  p  and  to  the  amplitude  of  the  velocity  dgjdt  and 
is  therefore  great  even  if  this  amplitude  is  small.  Hence  the 
maximum  values  of  q  and  V,  the  twist  and  torque  of  the  wire, 
are  small.     The  velocity  dqfdt  is  also  small. 

If  7"=s  7^,  the  torque  of  inertia  is  just  balanced  by  the  return 
torque  of  the  wire,  or  the  first  member  of  the  above  equation 
and  the  second  term  of  the  second  member  cancel.  Hence  the 
velocity  reaches  its  maximum  value,  the  whole  torque  '9^  cos  pt 
being  applied  to  keeping  up  the  velocity  or  overcoming  friction. 
The  amplitude  of  the  velocity,  and  therewith  the  maximum 
elongation  of  the  cylinder  and  return  torque  of  the  wire,  increase 
until  the  rate  of  dissipation  of  energy  by  friction  is  equal  to  the 
rate  at  which  energy  is  supplied  by  the  e.m.f.  "V.  If  the  friction 
is  small,  the  maximum  elongation  and  return  torque  may  be 
much  greater  than  59',  and  "*,,  which  would  be  produced  by  a 
steady  torque  ^,. 

16.  The  E.1I.F.  I)«T«loped  by  Rotating  a  Coil  iu  the  Earth'i 
Xagoatio  Field.  One  of  the  most  obvious  ways  of  developing  a 
simple  harmonic  e.m.f.  of  known  period  and  amplitude  is  to 
rotate  with  constant  angular  velocity  about  a  vertical  axis  in  the 
earth's  magnetic  field  a  coil  of  insulated  wire  wound  upon  a 
r^d  frame  with  the  planes  of  its  turns  parallel  and  vertical,  the 
ends  of  the  coil  being  connected  to  conducting  rings  revolving 
on  the  same  axis,  the  springs  bearing  on  these  rings,  connecting 
tlie  terminals  of  the  coil  with  the  rest  of  the  circuit 
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Let  M  denote  the  number  of  turns  in  the  coil,  ^  the  average 
area  enclosed  by  a  single  turn,  p  the  angular  velocity,  6  sapt  the 
angle  made  by  the  planes  of  the  turns  with  the  magnetic 
meridian  at  the  time  /,  and  B  ^  fiH  the  horizontal  component  of 
the  earth's  magnetic  induction  (sensibly  equal  in  magnitude  to 
H,  the  horizontal  component  of  the  intensity)  in  the  region 
occupied  by  the  coil. 

Then  at  the  time  /  the  coil  flux  due  to  the  earth's  field  is 

A^=  a5B  sin  6 
and  the  intrinsic  e.m.f.  developed  in  the  coil  by  its  rotation  is 


^  =  -  dNjdt  -.  -  k5B  c 


=  — /«5B  cos//=  *o  cos^ 


(107) 


For  an  accurate  determination  of  a  resistance  in  absolute 
measure  by  a  method  involving  essentially  the  use  of  such  a  coil 
with  known  constants,  see  Lord  Rayldgh,  Pkil.  Trans.,  1882, 
Part  II. 

47.  A  Simple  Harmonie  X.1C.7.  Aetiog  on  Two  Condaoton  Witb- 
ont   Xntaal   Indnetanee   Connected  in   Hnltiple.     If  an   e.m.f. 


Y,  cos  pt  is  applied  to  the  terminals  of  the  conductors,  i  and  2,  it 
is  clear  from  §  44  that  the  currents  /,  and  /,  in  the  conductors 
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will  be  simple  hannonic  with  the  period  T=  zvjp  of  the  e.in.f., 
and  that  thdr  amplitudes  A^  and  A^  will  be  in  the  inverse  ratio  of 
the  impedances.     Thus 

Suppose  L^=  Sj  =  R^  =  R^=  o,  approximately  (Fig.  121). 
Then 

AJA,~,lfS,L,  (109) 

approximately. 

When  /  is  such  that  />*5/,  =  i,  or  T=  2ir(5,Zi)'  ='^a>*^ 
natural  period  in  which  the  system  12  would  execute  electrical 
oscillations  if  isolated  and  without  resistance,  etc.,  A^^m  A^^  A. 
The  currents  in  the  two  branches  have  in  this  case  the  same 
direction  around  the  circuit  12,  and  the  e.m.f,  1'  cos  //  can  be 
removed  after  the  oscillations  are  started  without  affecting  the 
phenomena  (dissipation  and  radiation  of  enei^  being  supposed 
zero).  That  I^  and  /,  are  in  this  case  opposite  when  measured 
iromA  to.£,or  have  the  same  direction  around  the  circuit  12,  is 
clear  from  (100).     For  in  this  case  we  have 

fl,  —  tan-'(  —RJpL^  =  tt  -  Un-^RJfiL^  =  tt 
and  tf,  =  tan-'fR^S,  —  o 

so  that 

/^^Acoa(pt—e^  +  Jw)  =  .^  cos  (pt  —  ^ir) 

=  —  ^  cos  (//  +^ir)  ^—Acos  {pt  —  ^j  4.  Jtt)  =  —  /, 

Since  the  current  in  the  external  circuit  connected  at  A  and  B 
is  /,  +  /,=  o,  no  power  is  supplied  by  the  external  e.m.f.  This 
also  follows  from  the  consideration  that  /,  lags  90°  behind  "f 
and  T^  is  in  the  lead  of  "9  by  90*. 

This  is  another  example  of  electrical  resonance. 

48.  Diitribntion  of  the  Total  Disoharge  Through  Tro  Coils  in 
Koltlplft.     Let  the  terminals  of  the  two  coils,  i  and  2,  be  joined 
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at  A  and  B,  Fig.  122,  and  let  the  e.m.f.  from  AtaBAtthe  time 
/  be  denoted  by  ^.  The  discharge  may  be  that  from  a  condenser, 
as  shown  in  the  figure,  or  any  other  form  of  discharge,  and  the 


Fic-  122. 

circuits  may  have  any  inductances  and  mutual  inductance  what- 
ever.    The  capacity  in  each  coil  is  supposed  negligible,  so  that 
the  current  is  the  same  across  every  section  of  each  conductor, 
no  chaise  accumulating  at  any  point. 
The  total  charge  traversing  coil  i  is 

?■  -P.d'  -ffl^.  dt  -  ■  IRj-V  d, 
and  the  total  charge  traversing  circuit  2  is 

"9,  /,,  and  /,  being  considered  positive  when  directed  from  AtoB. 
Thus  the  total  discharge  y  =  ?,  +  ?,  is  divided  between  the 
two  coils  in  the  ratio 

Sj9,-J?j^,  (iio) 

that  is,  in  the  inverse  ratio  of  their  resistances.  Thus  the  total 
discharge  (considered  positive  when  in  one  direction,  negative 
when  in  the  other)  does  not  depend  upon  the  inductances,  but 
only  upon  the  resistances. 

49.  An  Elflotrical  System  (Tranifonner)  Consisting  of  Two  Cir- 
cuit!, One  of  Which  Contains  an  Intrinsic  E.H.F.  "9.  We  shall 
consider  only  the  case  in  which  the  capacities  of  both  circuits  are 
negligible.     Let  the  resistances  and  inductances  of  the  two  dr- 
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cuits  be  denoted  by  R^,  R^  Z,,  Z,,  respectively,  and  their  mutual 
inductance  by  M;  and  let  the  time  be  reckoned  from  the  instant 
.at  which  the  e,m.f.  is  applied  (to  circuit  i),  or  removed,  or  the 
resistance  of  circuit  i  suddenly  altered. 

Caw  I.  'V  —  Conrtutt.  The  total  enet^  of  the  system  is 
electro-kinetic  and  equal  to 

W-  ^L^P  +  MIJ^  +  Ji/,= 
The  rate  at  which  enei^y  is  dissipated  in  heat  in  the  two  circuits  is 

F^F^  +  F^~  RJ*  +  R^f* 

The  rate  at  which  power  is  supplied  to  the  two  circuits  is 

/'-*/, 

Therefore,  by  the  principle  of  the  conservation  of  enei^y, 

P~dWjdt+  F 
or 

I^{L^dIJdt  +  MdTJdt  +  R^I^  -  *) 

+  Jj^L^IJdt  +  Mdljdt  +  J?/^  =  o 

We  proceed  to  show,  quite  independently  of  what  precedes, 
that  each  of  the  expressions  within  parentheses  in  this  equation 
vanishes  separately ;   that  is,  that 

L^dljdt  +  Mdfjdt  +  ie/,  —  *  —  o  (11 1) 

and 

L^ljdt  +  Mdr.jdt  +  ^/,  -  o  (n  2) 

equations  from  which  /j  and  /,  are  detennined  below. 

The  validity  of  these  equations  can  be  established  in  several 
ways.  Thus  the  rate  at  which  electromagnetic  energy  is  gener- 
ated in  circuit  i  plus  the  rate  at  which  energy  is  transferred  from 
circuit  2  to  circuit  r  is  (*  —  Mdljdi)!^,  while  the  rate  at  which 
the  electromagnetic  energy  of  circuit  i  increases  plus  the  rate  at 
which  energy  is  dissipated  by  its  resistance  is  d(^L,/^/dt  +  Ri^^. 
Hence 
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(*  -  Mdl^jdty^  »  i^L^l*)  jdi  +  J?/> 

from  which  (i  1 1)  results  immediately. 

(i  1 1)  also  follows  immediately  from  Ohm's  law,  the  impressed 
e.m.f.  in  the  circuit  being  *  —  L^dljdt  —  Mdf^jdt. 

(112)  is  obtained  in  exactly  the  same  way  as  (m),  the  intrin- 
sic e.m.f.  in  circuit  2  being  put  equal  to  zero. 

If  we  place 

/,  -  */7?,  =  // 

(ill)  and  (i  12)  may  be  written 

L^dl^'jdt  +  Mdl^jdt  +  RJ^'  =  o  {a) 

and 

L^I^jdt  +  Mdl.'jdt  +  /e/,  =  o  {&) 

To  solve  these  equations,  put 

/,'  =  Atr*  and  /,  .=  S^^  {c) 

where  A,  B,  and  m  are  constants  to  be  determined,  and  substi- 
tute in  (a)  and  (ff).  On  dividing  the  resulting  equations  by  ^, 
we  obtain,  as  the  conditions  which  the  constants  must  satisfy  in 
order  that  (f)  may  give  the  solution, 

{L^m  +  R^iA  +  MmB  —  o  (d) 

MmA  +  (L^  +  R^B  =  o  (<r) 

Eliminating  A  and  B,  we  obtain,  to  determine  m,  the  equation 
(£,£,  -  M^tt^  +  {R^l^  +  R^I^m  +  R,R^  =0         {/) 

whose  roots  are 

-  ( V,  +  RA)  +  [(^.  -  "A)'  +  4^,.g.^'  ,  , 

"■ 2(Z,Z,  -  AT)  «  ' 

and 

-  (Rj^  +  /e,io  -  URj.,  -  R,L,f + ^RJt,^p\  > 
"■ ^(L^L.'^mpj — 


(*) 
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Since  {R^  ~  R^L^^  ==  {RJ^  +  i?,Z,)»  -  ^R^R^L^  and  since 
ijij  —  M^  =  o,  the  quantity  under  the  radical  is  positive  and 
numerically  less  than,  or  equal  to,  the  first  term  of  the  numera- 
tor, and  the  denominators  are  positive  ;  hence  both  m^  and  m,  are 
real  and  negative. 

Making  use  of  (f )  and  {K),  we  can  now  obtain  from  (i^)  and  {e) 
the  values  o^  AjB  satisfying  (a)  and  {6).  Thus,  putting  m  =  m^ 
in  ((f)  and  {e),  and  denoting  the  resulting  value  of  AjB  by  AJB^, 
we  obtain 

AJB,  ~  -  MmJ{L,m^  +  /?,)=-  (i^,  +  R^jMm,      (i) 

and  similarly,  putting  m~  m^ 

AJB^  =.  -  MmJ{L,m^  +  R^)^-  (/.^  +  R^jMm,     (j) 

Thus  the  general  solutions  of  (ill),  (112),  (a),  and  (^)  are 

//  =-  /,  -  */.R,  «  A^^'  +  A^  (^> 

and 

L  =  B,e-"  +  BjT^ 

--  iA,(L,M,  +  R,)/Mm,-  ^'  +  AJiL,»i^  +  R,)/Mmte^    ^  ' 

where  A,  and  j4,  are  to  be  determined  from  the  initial  conditions. 
A.  The  circuit  containing  Y  is  suddenly  closed.     The  initial 
conditions  are  /j  —  /,  ™  o  when  /  =-  o.     Hence,  from  {(),  (_/')» 
(i),  and  (/),  we  obtain 

("3> 

+  *  j  [(/e,i,  -  R,L,f  +  45,/!,AH'  ~     I  ^ 
and 

The  relations  between  /,  and  I^  and  the  time  after  closing  the 
circuit  I  are  shown  approximately  for  the  general  case  in  Fig. 


izecy  Google 


30         ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

123.     /,  approaches  asymptoticaUy  a  final  value  '*'/^i>  and  /, 
has  a  maximum  at  the  time  given  by  df^fdt  =  o. 

The  total  chaise  traversing  circuit  2,  obtained  either  by  inte- 
grating (i  14)  from  the  time  t  =  o  ba  the  time  t »  infinity,  or 
from  (12)  directly,  is 


J  -///«  -  -  W  -  N,)IR,  -  -  MiV/R, . 
if /denotes  the  final  current  ^/^,  in  circuit  I. 


■o)/-^ 


(I  IS) 


Fit.  133. 

B.  The  electromotive  force  ■*■  is  suddenly  cut  out  of  circuit  1 
(without  opening  the  circuit).  The  values  of  the  currents,  in 
terms  of/,  and  /^  given  in  (113)  and  (114),  are 

/,"  =  ■*/.«,-/, //  (ii6) 

and  ^'  =  —  h  (*'7) 

/  now  denoting  the  time  reckoned  from  the  instant  of  cutting  out 
the  electromotive  force. 

SO.  Caae  II.  The  Electromotive  Force  is  a  Simple  Harmoaie 
Toaotioii  of  the  Time,  ^,  coi  pt     In  this  case  we  have 

L^dl^\dt  +  Mdl^ldt  +  RJ^  =  *,  cos  //  (118) 

and  I^hl^t  +  Mdl^ldt  +  .S,/,  -  o  (i  19) 
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The  general  solution  of  these  equations  is  that  given  in  (k) 
(for  //)  and  (/)  added  to  a  particular  solution  now  to  be  obtained. 

Since  the  applied  e.m.f.  is  harmonic,  we  may  assume  that  the 
currents  to  which  it  gives  rise  will  also  be  harmonic  in  the  same 
period.     Haice  we  put 

/,=.  A  cos  {ft  -  dj)  (120) 

and 

/,  =  5  cos  (/^  -  d,)  (121) 

where  A,  B,  ff,  and  6^  are  constants  to  be  determined.  To  deter- 
mine these  constants,  substitute  (120)  and  (121)  in  (118)  and 
(119),  and  equate  to  zero  the  coefficients  of  cos  pi  and  sin  pi 
separately,  since  the  resulting  equations  are  true  for  all  values 
of  t.     Thus,  putting 

i'  -  £,  -  fJ^I^IiR^  +  f?L^*)  (122) 

and 

R'^R,  -\-fM*R,KR*-\-fL^  (123) 

we  find,  as  conditions  that  (120)  and  (121)  may  be  solutions  of 
(118)  and  (119), 

A~-VJ{R''+fl'L'y  (124) 

B^MpAliR^-^-fL^  (12s) 

l9,  =  Xzir^pL'  fR'  (126) 

e,^0,  +  tan-'{-RJpI^  (127) 

which,  inserted  in  (120)  and  (121),  give  the  particular  solution 
sought. 

The  terms  given  by  (-t)  and  (/)  become  n^ligible  in  a  very  short 
time,  hence  alter  this  time  (120)  and  (121)  are  the  complete  solu- 
tion of  (118)  and  (i  19). 

On  comparing  (120)  and  (124)  with  (103),  we  see  that  the 
current  in  circuit  i  is  the  same  as  it  would  be  if  circuit  2  were 
not  present  and  the  resistance  of  circuit  i  were  increased  from 
R.  to  R',  and  its  inductance  diminished  from  i,  to  L'. 
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When  /^i,  is  great  in  comparison  with  R^,  (122)  and  (123) 
become  approximately 

i'  -  Z,  -  JiP/L^    and  Ji'  =  R^+  RJtf^jL* 

If  in  addition  the  coils  are  wound  together  so  that  the  mag- 
netic leakage  is  zero,  or  i,i,  -1  M*,  approximately,  J.'  becomes 
approximately  zero.  In  this  case,  tf,  ^  o,  the  current  in  circuit 
I  being  in  phase  with  the  e,m,f.,  and  6^  =  w,  so  that  the  current 
in  circuit  2  lags  behind  the  current  (and  e.m.f.)  in  circuit  i  by 
half  a  period. 

If  either  circuit  contains  in  series  a  condenser  of  capacity  S, 
the  solution  is  obtained,  as  follows  from  §  44,  by  writing  in  place 
of  L^  or  L^,  Ly  —  I  jS^  or  L^—  1  (S/^,  in  the  expressions  for  A, 
B,  tf,,  and  6^ 

If  the  magnetic  field  contains  iron,  or  other  substance  in  which 
hysteresis  occurs,  a  simple  harmonic  applied  e.m.f.  will  not  de- 
velop a  simple  harmonic  current  For  the  current  is  propor- 
tional to  the  magnetic  intensity  H,  by  the  first  law  of  circuita- 
tion,  and  the  induced  part  of  the  total  e.m.f.  is  proportional 
to  the  rate  of  change  dBjdt  of  the  magnetic  induction  B.  But 
if  dBjdi  is  a  simple  harmonic  function  of  the  time,  then,  if  there 
is  hysteresis,  H  cannot  be,  as  is  evident  from  Fig,  1 14.  This  of 
course  applies  to  single  circuits  as  well. 

51.  The  Satio  of  TraiufomwtioB  of  Two  Coils  for  Whioh  Z,Z,  — 
M*  and  ^,  =  ^,  —  o,  approximately.  Let  two  coils  i  and  2  be 
so  wound  that  all  the  magnetic  flux  4>  threads  every  turn  of  both 
coils  {magnetic  leakage  =  o).  Let  coil  I  contain  »,  turns  and 
coil  2  «,  turns ;  then  the  flux  through  coil  1  will  he  N^•^  »,* 
and  the  flux  through  coil  2  will  be  JV,  =t  «j4>. 

The  e.m,f.  applied  between  the  terminals  of  coil  i  will  be 
*,  .  R^/^  +  dNJdl 
and  the  e.m.f.  between  the  terminals  of  coU  2  will  be 
■9^^-dNJdt-R^^ 
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the  same  direction  being  chosen  as  positive  around  both  circuits. 
Hence  if  R^l^  and  RJ^  are  negligible  in  comparison  with  the 
electromotive  forces  of  induction,  we  have,  in  magnitude, 

*,/*,  =  n^d<i>jdtjn^<bjdt=  n,ln,  (138) 

which  is  called  the  ratio  of  transforviation  of  e.m.f.s  of  the  two 
coils. 

Ry  and  R^  above  denote  only  the  resistance  of  the  coUs,  or 
those  parts  of  circuits  i  and  2  threaded  by  the  tubes  of  magnetic 
induction  common  to  both  circuits. 

The  power  supplied  to  the  system  by  the  e.m.f.  ■*,  is  ■*,/„  and 
the  power  supplied  to  that  part  of  circuit  2  outside  the  coil  is 
*j/.     When  no  energy  is  dissipated  in  the  coils  we  have 

whence  /,//,  =  *,/*i  =  «,/«i  ('29) 

which  is  the  r^io  of  transformatiffn  of  currents  for  the  case  con- 
sidered. 

52.  Electromagnetio  BepnUion  Betvten  Two  Cirositi.  When 
an  alternating  current  is  induced  in  a  circuit  (2)  owing  to  the 
circulation  of  an  alternating  current  in  a  neighboring  circuit  (i) 
connected  with  an  alternating  current  generator,  a  force  is 
developed  between  tKe  two  circuits,  positive  or  repulsive  when 
the  two  currents  have  opposite  directions,  and  negative  or 
attractive  when  the  two  currents  have  the  same  direction.  We 
proceed  to  show  that  the  average  force  is  one  of  repulsion. 

For  the  sake  of  simphdty  let  the  two  circuits  be  circular  with 
their  a*es  coincident,  and  let  circuit  (2)  consist  of  a  single  turn 
of  wire.  Let  the  magnetic  flux  through  circuit  (2)  be  a  har- 
monic function  of  the  time, 

N-M^A  cos  nt 

Then  the  outward  radial  component  of  the  magnetic  induction  at 
all  points  of  circuit  (2)  will  be 
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B^™a  cos  nt 
where  a  is  a  constant 

The  e.ni.f.  induced  in  circuit  (2)  will  be 

•9=-dN}dt=nAsiafa 
and  the  current  in  circuit  (2), 

/—  C  sin  {nt—O) 
where  C  and  6  are  positive  constants  {B  <;  90"). 

The  force  upon  circuit  (2)  in  the  direction  i  2  is  therefore 
F^  —  V/5,  X  length  of  circuit  (2) 
—  —  cos  nl  sinint—S)  X  positive  constant 
When  cos  nt  and  sin  {nt  —  0)  have  the  same  sign,  or  opposite 
signs,  the  force  upon  coil  (2)  is  thus  an  attraction  toward  (1), 
or  a    repulsion   from   (i),    respectively.      On   platting   cos   nt, 
sin(»/  —  0),  and  their  product,  which  is  proportional  to  —  /)  as 
functions  of  the  time,  it  will  be  seen  that,  owing  to  the  lag  of  the 
current,  the  average  force  is  a  repulsion  between  the  circuits. 
The  same  result  follows  from  integrating  Fdt  throughout  a 
complete  period,  the  averse  force  being 

,    /»r  1    Z"" 

=  I    Fdt  ™  —      j    cos  nt  son  {nt  —  6)  ■  dt  y.  positive  constant 

Analogous  theory  applies  to  a  great  variety  of  cases,  one  of 
the  simplest  being  that  of  a  light  coil,  or  disc,  of  copper,  alu- 
minium, or  other  good  conductor  placed  horizontally  over  an 
electromagnet  with  coils  horizontal.  When  the  magnet  is  power- 
fully excited  by  an  alternating  current  the  disc  or  coil  is  thrown 
_  violently  up  into  the  air.  Another  interesting  case  is  that  of  a 
horizontal  copper  disc  mounted  on  a  pivot  and  placed  eccentric- 
ally over  the  electromagnet,  with  a  second  disc,  held  likewise 
horizontal,  near  by.  Owing  to  the  asymmetry  thus  introduced, 
the  pivoted  disc  rotates  continuously  while  the  magnet  is  power- 
fully excited. 

63.  The  Compariaon  of  a  Kutaal  Inductenoe  and  a  Reiistance 
One  (l)  of  the  two  coils,  of  mutual  inductance  M,  is  connected 
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in  circuit  with  a  constant  battery  B  through  a  key  K,  while  the 
other  (2)  is  connected  in  circuit  with  a  ballistic  galvanometer,  the 
total  resistance  of  circuit  (2)  being  R. 

When  a  current  /is  suddenly  started  or  stopped  in  coil  (i) 
by  closing  or  opening  the  key  K,  a  charge  q  =  MIjR  circulates 
through  coil  (2)  and  produces  an  angular  throw  6  of  the  needle 
such  that  Mf/R=HT/G-7r-3in  JC 

or  M/R  =-  H/GI-  Tjir-sm  \e  (130) 

Circuit  (2)  is  now  cut  at  some  point  and  the  resulting  ter- 
minals connected  to  two  points  on  circuit  (i)  with  a  resistance  r, 
very  small  in  comparison  with  the  total  resistance  of  circuit  (l), 
between  them.  This  will  not  sensibly  ailect  the  current  in  cir- 
cuit (l),  but  will  cause  a  steady  current 

rlir+E)  I-  H/GJXe')  (>ee  §  33,  XII.)  (131) 
to  traverse  the  galvanometer,  producing  the  steady  deflection  $'. 
Eliminating  H/G/from  (130)  by  (131),  we  obtain,  finally, 

MfR=r/(r+R)-T/-,r  sin  Jtf//=(^')  (132) 

0,  F{0'),  T,  and  the  ratio  oi  r  to  r  +  R  being  observed,  MjR  is 
given  in  absolute  measure  by  (132), 

Absolute  Determuution  of  a  Resistanee.  From  the  dimensions 
of  the  coils,  if  circular,  toroidal,  or  rectangular,  M  C3J\  be  calcu- 
lated ;  hence  the  method  affords  an  absolute  determination  of  a 
resistance.  See  Glazebrook,  Mul.  Trans.,  1883,  for  an  important 
investigation  in  which  this  method  was  adopted. 

The  Compariaon  of  Two  Mutual  luductances.  By  sending  the 
same  current  in  succession  through  the  primaries  of  two  coils 
and  connecting  the  secondaries  in  succession  through  the  same 
galvanometer,  the  total  resistances  of  the  secondary  circuits  in 
the  two  cases  being  R^  and  R^,  the  two  mutual  inductances  M^ 
and  My  and  the  two  deflections  0^  and  0^,  the  ratio  of  the  two 
mutual  inductances  can  be  obtained  from  the  relation 

MJJ\f^=R,  sin  ^0jRt  sin  ^0^  (133) 
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By  putting  an  at^ustable  resistance  in  one  circuit,  or  in  each 
circuit,  and  changing  the  resistance  until  6,  =  0^  we  have 

MJM^~RJR^  (134) 

By  connecting  the  two  secondaries  in  series  with  the  galvano- 
meter permanently,  and  passing  the  same  current  in  succession 
through  the  two  primaries,  we  have 

MJM^  =  £n\ej^Ti\e^  (13s) 

The  Comparison  of  Reairtaaeei.  The  method  can  also  be  em- 
ployed for  the  comparison  of  two  resistances  in  the  secondary 
circuits.     In  this  case 

^,/if,=  smj«,/sin}(P,  (136) 

54.  The  XeaaiiTeme&t  of  Ka^etio  Indnction  liy  the  BsUiitio 
Xethod.  A  small  coil  consisting  of  n  turns  of  fine  insulated  wire 
uniformly  wound  in  parallel  planes,  the  mean  area  enclosed  by 
a  single  turn  being  S,  is  connected  by  twisted  wires  to  the  ter- 
minals of  a  ballistic  galvanometer.  The  coil  is  introduced  into 
the  magnetic  field  at  the  place  where  the  induction  is  to  be  de- 
termined with  the  planes  of  its  turns  perpendicular  to  the  induc- 
tion, and  the  galvanometer  needle  is  brought  to  rest  Then  the 
coil  is  suddenly  jerked  out  of  the  magnetic  field,  and  the  result- 
ing deflection  0  of  the  galvanometer  needle  is  read.  Let  B 
denote  the  mean  induction  perpendicular  to  the  planes  of  the 
coil's  turns  in  the  part  of  the  field  in  which  the  coil  was  placed, 
and  let  R  denote  the  resistance  of  the  circuit.  Then,  by  (12), 
and  (49)  XII,,  the  chat^e  traversing  the  circuit  and  producing 
the  deflection  0  is 

g  «  nSBjR  =  H  TjirG  ■  sin  Jtf 
from  which 

S=  RHTjmtSG'sm  \e  (137) 

If  11  (sensibly  equal  to  unity  in  nearly  all  cases)  is  known,  the 
magnetic  intensity  can  be  found  by  dividing  B  by  /*, 
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65.  Xftzwdl'a  Ketitod  of  Compuiuff  Two  Kntaal  Iitditotanoai. 

In  the  practise  of  this  method  (Fig.  124)  two  of  the  coils  (the 
primaries),  one  from  each  pair,  are  connected  in  series  with  the 
battery  through  a  key  K,  and  the  tenninals  of  each  of  the  other 
coils  (the  secondaries)  are  connected  to  the  terminals  of  a 
galvanometer  G  through  an  adjustable  resistance,  connections 
being  so  arranged  that  the  discharges  of  the  two  secondaries,  on 


opening  or  on  closing  JC,  when  tested  separately,  traverse  the 
galvanometer  in  opposite  directions.  Then  the  resistances  in  the 
secondaries  are  adjusted  until  the  galvanometer  needle  remains 
undeflected,  t.  ^.,  until  the  total  discharge  through  the  galvanome- 
ter reckoned  in  one  direction  is  zero,  when  ^  is  opened  or  closed. 
Then,  if  J?,  and  R^  denote  the  adjusted  resistances  from  A  to  B 
through  C  and  from  A  to  B  through  D,  respectively, 

M,IM^-R,IR,  (138) 

To  prove  this,  let  /  denote  the  current  through  the  battery  and 
primaries,  /,,  /^  and  /,—  /,  —  ^  the  currents  from  AtoB  through 
C  from  A  to  B  through  D,  and  from  A  to  B  through  the  gal- 
vanometer, at  the  time  /;  and  let  £„  I^  and  Z,  denote  the  in- 
ductances of  ACB,  ADB,  and  AGB,  and  R^  the  resistance  of 
AGB.     Then  the  impressed  e.m.f.  from  .^  to  ^  at  the  time  t  is 

M^dlldt  -  L,df^jdt  -  ^,7,  -  L^{I,  -  I^ldt  +  Rll^  -  Q 
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and  the  impressed  cmS.  from  B  to  A  at  the  time  /  is 

Multiplying  each  equation  by  dt  and  integrating  from  the  time 
of  closing  the  circuit  (/  =  o)  to  the  time  at  which  the  battery 
current  becomes  steady  (/  —  f),  remembering  that  the  initial 
and  final  values  of  /,  and  /,  are  zero  and  that  I  (/j  —  f^di,  the 
total  discharge  through  the  galvanometer,  is  zero,  and  denoting 
the  steady  value  of  the  battery  current  by  /^  we  have 

from  which  (138)  immediately  follows,  since 

Thfl  Comparuon  of  £«iiitanoas.  We  can  vary  the  method 
slightly  for  the  comparison  of  two  resistances.  Suppose  the 
balance  given  by  (138)  effected.  Introduce  an  unknown  re- 
sistance X  into  the  branch  ADB,  and  balance  by  adding  a 
known  resistance  R^  to  J?,.     Then 

Combining  this  equation  with  (138)  we  find 

XIR(  =  R^IR^  =  MJM^  {139) 

If  X  and  R^  are  both  known,  (139)  gives  MJM^  without  a 
knowledge  of  RJ^i- 

56.  If  axwell'a  Kethod  of  Comparing  an  Indnotanoe  and  a  Capac- 
ity. The  given  coil,  with  inductance  L  and  resbtance  R,  is  con- 
nected  up  in  a  Wheatstone's  bridge  with   three  non-inductive 
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resistances  P,  Q,  T,  Fig,  125,  and  a  resistance  balance  for  steady- 
currents  is  obtained  in  the  usual  way  by  adjusting  the  resistances 
until  the  galvanometer  needle  remains  undeflected  when  K^  is 


closed  after  K^.     Then,  if  V^  denotes  the  fall  of  potential  from 
A  to  B,  etc.,  and  /  the  current  through  ABC, 

^J  K  =  RIl7f~  RIT=  VJ  V^  =  PjQ 
During  the  variable  state  of  the  currents  just  after  closing  or 
opening  K^,  however,  K^  being  open, 

VJV^  =  {Rr+UIjdt)ITI%R{T~  VJV^ 

Hence,  if  K^  is  opened  or  closed  while  K^  is  closed,  the  gal- 
vanometer needle  will  be  deflected. 

tf,  however,  a  condenser  is  introduced  as  a  shunt  to  DC,  as 
shown  by  the  dotted  lines,  a  part  of  the  current  through  P  will 
be  shunted  into  this  condenser  during  the  rise  of  the  current  after 
the  closing  of  K^,  thus  reducing  the  current  through  Q  and 
increasing  the  ratio  V^j  V^^ ;  and  during  the  decrease  of  the  cur- 
rent after  the  opening  of  K^  the  dischat|;e  of  the  condenser  will 
increase  the  current  through  Q  and  decrease  the  current  through 
P,  thus  diminishing  the  ratio  V^j  V^.  Hence,  since  the  law  of 
the  increase  or  decrease  of  the  induced  current  in  an  inductive 
resistance  with  the  time,  and  the  law  of  the  increase  or  decrease 
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of  the  chatting  current  of  a  condenser  with  the  time,  are  identi- 
cal, §§41-42,  an  exact  balance  for  both  transient  and  steady 
currents  can  be  obtained  by  using,  with  given  inductance  and 
resistances,  a  condenser  of  a  particular  capacity.  By  readjusting 
the  non-inductive  resistances,  however,  a  balance  for  both  steady 
and  transient  currents  may  be  obtained  for  any  inductance  and 
capacity.  Thus,  if  R  and  Pare  fixed,  the  ratio  of  the  effect  of 
the  inductance  to  that  of  the  capacity  is  decreased  by  increasing 
Q  and  T  and  keeping  always  QjT=  PjR.  When  this  double 
balance  has  been  attained,  then,  as  shown  below, 

LjS~RQ=PT  (140) 

Andenon't  Xodifieation.    To  avoid  the  necessity  of  this  tedious 

process  of  readjustment  and    trial,  an  additional  non-inductive 

resistance  W  may  be  inserted  between  D  and  the  condenser  and 

galvanometer,  Fig.   126.     This  will  not  affect  the  balance  for 


steady  currents,  but  will  enable  the  effect  of  the  condenser  on 
the  balance  for  variable  currents  to  be  altered.  After  the  balance 
for  steady  currents  has  been  attained,  the  resistance  Wis  altered 
until  the  balance  is  good  for  transient  currents  also.     Then 

LIS-W(R+T)  +  PT  (141) 

W  thus  increases  the  effect  of  the  condenser.  If  the  condenser 
has  too  great  an  effect  when  W  =  o,  PT(or  QR)  must  be  de- 
creased in  the  balance  for  steady  currents. 

To  establish  (141),  let  x,  x,y  +  s,7,and  s  denote  the  currente 
in  the  branches  R,  T,  P,  Q,  and  W,  respectively,  at  the  time  /  after 
closing  or  opening  K^,  the  double  balance  having  been  attained. 
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Then,  since  the  fall  of  potential  along  the  path  ABE  is  equal 
to  that  along  the  path  ADE,  we  have 

Rx+Ldxjdt^P{y  +  z)+  iVs  (a) 

In  the  same  way  the  fall  of  potential  from  D  to  C  through  Q 
is  equal  to  that  from  D  to  C  through  W  and  the  condenser ; 
that  is 

Qy=m  +  L^  +  fsdtj/S  (*) 

where  y,  denotes  the  initial  chaise  of  the  condenser. 

Likewise,  the  fall  of  potential  from  E  io  C  through  the  con- 
denser is  equal  to  that  from  E  to  C  through  the  galvanometer 
and  T;  or 


Uo+f^Ai^~^^ 


Eliminating  x  and  /  from  (a)  by  {*)  and  (c),  differentiating 
with  respect  to  i,  and  equating  to  zero  separately  the  coefficients 
of  3  and  dsfdt  (since  the  equation  holds  for  all  values  of  z  and 
dgjdt,  including  zero),  we  obtain  the  conditions  of  a  doubt? 
balance : 

RjT^PQ  (rf) 

the  condition  for  a  balance  for  steady  currents  ;  and  (141),  vis.^ 

L{S~{R+  T)W+PT 
which  reduces  to  (140)  when  W=  o. 

Bttisell'B  HodiflcatioiL  If  a  given  inductance  is  to  be  com- 
pared with  an  adjustable  standard  capacity,  or  if  a  capacity  is  to 
be  compared  with  a  standard  inductance  which  can  be  adjusted 
to  different  values  without  an  alteration  of  resistance,  the  balance 
for  steady  currents  is  first  effected,  then  the  galvanometer  circuit 
is  closed  and  the  standard  capacity  or  inductance  altered  until 
the  galvanometer  needle  remains  undeflected  when  the  battery 
key  is  opened  or  closed. 
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57.  Xazwell'i  Kethod  of  Comparing  ladiiotanoM.  The  two 
coils  whose  inductances  Z,  and  Z,  are  to  be  compared  are  joined 
up  with  four,  non-inductive  adjustable  resistances  and  a  battery 
and  galvanometer  as  shown  in  Fig.  127.     (The  connections  of 


the  battery  and  galvanometer  may  be  interchanged.)  H^,  Ji^ 
etc.,  denote  the  total  resistances  in  the  branches  AB,  BC,  etc. 
The  resistances  are  varied  until  the  galvanometer  shows  no  deflec- 
tion for  steady  currents  (K^  closed  after  K^  or  for  transient  or 
variable  currents  (^,  closed  after  A",  or  opened  before  K^.    Then 

Zj/i,  =  Je,/^,  =  R^jR^  (142) 

For,  when  such  a  double  balance  has  been  effected,  the  voltage 
from  AXo  B  \s  equal  to  the  voltage  from  AtoD^X.  any  time  t ; 

**"**  '*'  S/i  +  L^dljdt  =  R/^ 

where  /,  and  7,  denote  the  currents  through  ABC  and  ADC  re- 
spectively. In  like  manner  the  voltage  from  B  to  C  is  equal  to 
the  voltage  from  D  to  C,  that  is 

R^I^  +  L^I^jdt=RJ^ 

Combining  these  two  equations  and  dividing  the  resulting  equa- 
tion by  /,,  we  obtain 

R^RJ^  -f-  L,R^dlJdt  =  R^^,  +  LJi^l^jdt 
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Since  this  equation  ia  true  for  all  values  of  the  current  /^  and 
its  rate  of  change,  including  zero,  we  have 

R,/i^  =  Ji^^  (a) 

which  is  the  condition  for  a  balance  with  steady  currents,  and 

L^R^  =  Z^,  (*) 

which  is  the  additional  condition  for  a  balance  for  variable  cur- 
rents.    From  these  equations  (142)  follows  immediately. 

Standard  coils  are  constructed  whose  inductances  can  be  varied 
within  wide  limits  without  an  alteration  of  resistance.  If  one  of 
the  coils  to  be  compared  is  a  standard  of  this  kind,  a  balance  for 
steady  currents  is  first  obtained  in  the  ordinary  way ;  then,  with- 
out altering  the  resistance  in  any  part  of  the  network,  a  balance 
for  transient  currents  is  made  by  altering  the  inductance  of  the 
standard.     See  g  18. 

88.  Car7  Foiter'i  Hethodi  of  Comparing  a  Kstnal  Indaotanoe 
and  a  Capacity.    Let  connections  be  made  as  in  Fig.  128,  S  and 


M  denoting  the  capacity  and  mutual  inductance,  R^  the  total  re- 
sistance from  A  through  K^  to  B,  and  R,  the  resistance  between 
the  points  A  and  C,  both  resbtances  being,  at  least  in  part,  ad- 
justable. If  /C^  is  open  and  JC^  closed,  then  when  K  is  opened 
or  closed  a  chaise  SR^l  will  traverse  the  galvanometer,  /  de- 
noting the  steady  value  of  the  current  in  the  battery  circuit.  If 
ATj  is  open  and  K^  closed,  a  charge  Mfj{R^  +  g),  where  ^  de- 
notes the  galvanometer  resistance,  will  traverse  the  galvanometer. 
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By  reading  the  two  galvanometer  deflections  the  ratio  o(  Mto  S 
may  therefore  be  obtained. 

In  Caiy  Foster's  null  method  connections  are  so- made  that 
on  closing  IC  or  on  opening  /C  the  capacity  and  inductance  dis- 
charges are  in  opposite  directions  through  the  galvanometer. 
Then  JC^  and  JC,  are  both  closed,  and  the  resistances  R^  and  i?, 
are  adjusted  until  on  opening  or  closing  A!"  there  is  no  deflection 
of  the  galvanometer  needle,  showing  that  the  total  discharge 
through  the  galvanometer  is  zero.     Then 

M//R,  -  RJS 
g  not  entering  the  expression.     Hence 

MIS=R^R^  (143) 

The  demonstration  is  left  to  the  reader,  who  should  refer  to 
§55- 

69.  BriUoBin'a  H odifieation  of  Kaxwell'i  Hethod  of  Comparin; 
th«  Xntaal  IndvotanM,  K,  of  Tro  Cofli  with  the  SelMndaotance, 
L,  of  One  of  Th«m.     The  coil  with  inductance  L  and  resistance  R 


is  connected  up  with  three  non-inductive  resistances  P,  Q,  T  in 
a  Wheatstone's  bridge,  F%.  129,  and  the  other  coil  is  connected 
through  an  adjustable  resistance  to  the  points  A  and  C.  Balance 
is  first  obtained  for  steady  currents  in  the  usual  way,  then  the 
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resistance  5'of  the  branch  .(45Cis  adjusted  until  the  galvanometer 
shows  no  deflection  when  the  galvanometer  circuit  is  closed  and 
the  battery  key  is  opened  or  closed.  In  order  that  the  mutual 
inductance  of  the  two  coils  may  thus  neutralise  the  effect  of  the 
self-inductance  of  one  of  them,  the  two  coils  must  be  so  con- 
nected that  their  currents  flow  always  in  opposite  directions 
around  the  tubes  of  induction  which  thread  them.     Then 

LIM-{R+T)IS  (144) 

For  the  increase  of  voltage  from  A  to  B  due  to  the  self-induc- 
tance is  L  dxjdl,  and  the  decrease  in  the  voltage  due  to  the 
mutual  inductance  is  Mdsjdt,  where  x  and  z  denote  the  currents 
through  ABC  and  ASC  respectively.  Hence,  when  the  balance 
for  transient  currents  is  attained, 

Ldx{dt=^Mdeldt 

Integrating  through  the  time  /  in  which  the  currents  rise  from 
zero  to  their  steady  values  x,  and  z^,  or  in  which  they  drop  from 
their  steady  values  to  zero,  we  have 

Lfdxjdt dt-Lx^^  Mfdsfdidi  =  Ms, 

Hence  L/M—  zjx^  =  (-ff  +  T)lS 

60.  Th«  Oomparison  of  a  Capacity  vith  a  Esiiitanoe.  A  ca- 
pacity may  be  compared  with  a  resistance  by  a  method  exactly 
analogous  to  that  of  §  53,  as  shown  in  §  36,  XII.  The  following 
null  method,  due  to  Maxwell,  is,  however,  much  to  be  preferred. 

One  branch  of  the  Wheatstone's  bridge,  as  the  branch  23,  Fig. 
76  is  cut  and  a  condenser  AB  inserted,  the  plate  B  being  con- 
nected by  a  wire  of  negligible  resistance  to  the  point  3,  and  the 
plate  A  being  connected  in  the  same  way  with  a  rapidly  and 
uniformly  moving  commutator,  which  puts  it  alternately  into 
electrical  contact  with  the  p<ant  3  and  the  point  2.  When  A  is 
connected  to  3  the  condenser  is  short-circuited  and  the  galvanom- 
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eter  is  traversed  by  a  current  in  the  direction  24 ;  while  during 
a  part  of  the  time  the  plate  A  is  connected  with  2  the  galvanom- 
eter is  traversed  by  a  current  in  the  opposite  direction  42,  the 
plate  A  being  chained  through  the  galvanometer  and  the  branch 
1 2.  If  the  period  of  the  galvanometer  needle  (or  coil)  is  great  in 
comparison  with  the  period  of  the  commutator,  a  steady  deflec- 
tion will,  in  general,  result.  By  suitably  adjusting  the  resistances 
a,  b,  and  d,  however,  the  average  current  through  the  galvanom- 
eter, reckoned  as  positive  in  one  direction  and  negative  in  the 
other,  may  be  made  zero,  when  the  galvanometer  will  show  no 
deflection  whether  the  battery  is  connected  to  the  bridge  or 
not  This  is  the  only  adjustment  to  be  made  in  the  practise  of 
the  method. 

When  this  balance  has  been  effected,  the  average  voltage 
from  I  to  2  is  equal  to  the  average  voltage  from  i  to  4,  i.  e.,  to 

b-^lid^h) 

if  ■'I'  denotes  the  e.m.f.  of  the  battery,  and  if  the  battery  resistance 
is  negligible  (a  condition  easy  to  attain)  in  comparison  with  that 
of  the  bri^e  (from  point  I  to  point  3),  Hence  the  average  value 
of  the  current  in  the  branch  12  is 

and  this  is  equal  to  the  average  chat^g  current  of  the  con- 
denser, since  the  average  current  through  the  galvanometer  is 

The  volt^e  of  the  condenser  when  fully  charged  is  the  volt- 
age between  the  points  i  and  2  when  the  current  in  every  part  of 
the  bridge  has  reached  its  steady  state.  This  voltage  is  readily 
seen  to  be 

^      bg-\-d[a^b^-  g)__ 
b{aJrg')^d{a  ■\^b\g) 

Hence,  if  n  denotes  the  frequency  of  the  commutator,  or  the 
number  of  times  the  condenser  is  charged  per  second,  and  6'  the 
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capacity  of  the  condenser,  the  average  value  of  the  chai^g  cur- 
rent of  the  condenser  is 


Equating  the  two  expressions  for  /  and  solving  for  S,  we 
obtain 

^  "  »«(*  +  d)ld£-  +  d(a  +  A+g)]  ^'45) 

When  the  condenser  has  a  guard  ring,  this  method  cannot  be 
used  without  an  inconvenient  modification,  f  A  much  simpler 
method,  however,  equal  in  accuracy,  can  be  used  in  all  cases.  A 
galvanometer  with  two  independent  coils  acting  on  the  same 
needle  (differential  galvanometer)  has  the  intermittent  condenser 
current  sent  through  one  coil  and  a  steady  current  from  the 
battery  in  the  opposite  direction  through  the  other.  The  deflec- 
tion is  reduced  to  zero  by  suitably  adjusting  the  resistance  con- 
nected with  this  second  coil.  This  method,  due  to  Klemencic, 
has  been  used  with  great  precision  by  Himstedtt  and  by  H. 
Abraham  §  in  the  detennination  of  a  (XIV.,  §  4). 

CompariBOn  of  Capa«itiei.  These  methods  also  serve  admira- 
bly for  the  comparison  of  capacities,  only  the  ratios  of  the  re- 
sistances being  necessarily  known. 

61.  Th«  Compariaon  of  an  Indnctanoe  with  a  Benstanee.  The 
coil  AB,  with  inductance  L,  is  connected  up  with  three  non-in- 
ductive resistances  P,  Q,  and  T,  a  galvanometer,  and  a  constant 
battery,  as  shown  in  Fig.  125  (the  dotted  lines  being  annulled), 
and  a  balance  for  steady  currents  is  effected  in  the  usual  way. 
With  the  key  K^  closed,  K^  is  then  either  opened  or  closed,  when 
the  flux  through  the  coil  wilt  change  from  LI  to  o  or  from  o  to 

*H.  Abrahun,  Ann.  de  CAim.  et  dt  Phyt.,  Vol.  37,  1S9?. 
fFor  an  important  invutigatkni  in  which  (lie  metbod  was  modified  and  nsed  with 
n  guard  ring  amdcnser.  Bee  Thomsoa  and  Searle,  Pkil.  Trans.,  A,  189a 
X  Wild,  Ann.,  Vol.  35,  1888. 
|Loa  dt 
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LI,  I  denoting  the  steady  value  of  the  current  in  AB.  Owing 
to  the  change  of  flux  and  the  e.m.f.  developed  thereby  in  the 
coil  AB,  a  charge  q  proportional  to  /./will  traverse  the  galva- 
nometer, producing  an  angular  throw  6,  such  that 

q~KU^  -^     sinj^ 

where  A!"  is  a  constant  depending  on  the  resistances. 

The  balance  for  steady  currents  is  then  disturbed  by  increasing 
or  decreasing  the  resistance  R  of  the  branch  AB  by  a  very  small 
quantity  A^.  If  /'  denotes  the  new  value  of  the  steady  current 
in  AB,  an  e.m.f.  I'^R  will  thus  exist  in  the  branch  during  the 
steady  state,  and  a  steady  deflection  Q'  of  the  galvanometer 
needle  will  result,  such  that 

K/'t^R-  "/^(«') 

Khan:g  the  same  constant  occurring  in  the  previous  equation. 

Eliminating  K  from  the  two  equations  and  solving  for  /,  we 
have 

-  =  ^7'^i^  (-46) 

The  ratio  f  jf  of  ,the  final  and  initial  values  of  the  steady 
current  in  AB  can  be  calculated  from  the  resistances  in  the 
bridge.  It  is  obvious  that  ordinarily  the  ratio  will  be  sensibly 
equal  to 

/'  R^T 


I  ~  R  +  ^R+T 

which  is  very  nearly  unity. 

The  method  was  originated  by  Maxwell,  and  was  first  used 
with  precision  in  an  important  investigation  by  Lord  Rayleigh 
(P&il.  Trans.,  Part  II.,  1882). 
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CHAPTER   XIV. 

UNITS  AND   DIMENSIONS. 

1.  The  Eleotrostatic  fiyitemi  of  TTnita.  (l)  The  rational  electro- 
static system.  The  rational  electrostatic  unit  charge,  fully  dis- 
cussed in  Chapter  I.,  is  defined  by  the  equation 

q~{l(^cL'Ff  (I) 

where  L  and  /"are  expressed  in  c.g.s.  units  and  c  is  expressed 
in  tenns  of  the  pennittivity  of  free  sether  (i:,,)  as  unit  permittivity. 

From  this  fundamental  definition  and  the  further  defimtion  that 
all  the  equations  hitherto  developed  (except  those  specified  as 
belonging  to  irrational  systems)  hold  good  for  all  rational  systems 
of  units  (electromagnetic  as  well  as  electrostatic),  the  definitions 
of  the  rational  electrostatic  units  of  all  the  other  electrical  quan- 
tities follow.  Thus  the  definition  of  the  RES  unit  current  is 
given  by  the  equation  /=  qjt,  /being  expressed  in  RES  unit 
current  when  q  is  expressed  in  the  RES  unit  charge  and  /  in  the 
cg.s.  unit  time ;  similarly,  the  definition  of  the  RES  unit  mag- 
netic intensity  then  follows  from  the  relation  Q.  =  m.m.f,  =  H 
X  2»r(f—  /(§  14  or  IS,  XII.) ;  the  defimtion  of  the  RES  unit 
magnetic  pole  strength  then  follows  from  the  equation  m  =  F{H\ 
and  then  the  definition  of  the  ^£^5  unit  magnetic  inductivity  from 
the  equation  ft  =  n^j^irUF;  etc. 

(2)  The  common  or  irrational  electrostatic  system.  If,  however, 
while  the  units  of  permittivity,  force,  and  length  reoiain  un- 
changed, A,  equation  (i'),  I.,  is  put  equal  to  unity  instead  of  ^v, 
we  obtain,  as  the  definition  of  the  (irrational  or  common)  electro- 
static unit  charge,  the  equation 

q-(cL'F).  (2) 

41S 


,1.0,  Google 


4l6         ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

On  comparing  this  equation  with  (i)  we  see  that  the  electro- 
static unit  just  defined  is  equal  to  (4ir)l  times  the  rational  unit. 

The  system  of  electrical  units  built  up  from  this  unit  chaise 
as  fundamental  unit  in  a  manner  exactly  similar  to  that  in  which 
the  rational  system  is  built  up  from  the  Ii£S  unit  charge,  with 
the  exception  of  a  few  units,  such  as  intensity  of  electrisation  or 
m^;netisation,  which,  as  stated  in  appropriate  places  in  the  text, 
are  differently  defined,  is  called  the  eltctrostatic  {ES)  system  of 
units. 

3.  The  Electroms^etia  Sytt«mfl  of  TTnita.  (i)  TTu  rational 
eUctrontagTutic  system.  The  rational  electromagnetic  unit  mag- 
netic pole  strength  is  defined  by  the  equation 

m  ~  (4w^LV)i  (3) 

where  L  and  /"are  expressed  in  cg.s.  units  and  /*  is  expressed 
in  terms  of  the  inductivity  of  free  sether  (/i„)  as  unit  inductivity. 

From  this  fundamental  definition  and  the  general  equations 
already  developed  for  systems  defined  as  rational,  the  definitions 
of  the  rational  electromagnetic  units  of  all  the  other  electrical 
quantities  follow.  Thus  the  REM  unit  magnetic  intensity  is 
defined  by  the  equation  ff=  F/m,  H  being  expressed  in  the 
REM  unit  magnetic  intensity  by  definition,  when  m  is  expressed 
in  the  REM\mit  pole  strength  and  Fin  cg.s.  units  ;  the  REM 
unit  current  is  defined  by  the  relation  /=  FjBL  or  /=  2iTd  x  H; 
the  REM  unit  electric  charge  from  the  relation  q  =  It;  the  REM 
unit  electric  permittivity  from  the  equation  i7  =  ^/47rZ'/^;   etc. 

(2)  The  common  {or  irrational)  system.  If,  without  changing 
the  units  of  inductivity,  force,  or  length,  we  put  -^,  (i),  XL,  equal 
to  unity  instead  of  4ir,  we  obtain,  as  the  definition  of  the  electro- 
magnetic (EM)  unit  pole  strength,  the  relation 

m-(jiL'F^  (4) 

On  comparing  this  equation  with  (3)  we  see  that  the  electro- 
magnetic unit  just  defined  is  equal  to  (4Jr)i  times  the  electromag- 
netic rational  unit  pole  strength. 
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The  system  of  electrical  units  built  up  from  this  unit  pole 
strength  as  fundamental  unit  in  a  manner  exactly  similar  to  that 
in  which  the  rational  system  is  built  up  from  the  REST  unit  pole 
strength,  with  the  exceptions  referred  to  in  the  closing  para- 
graph of  §1,  is  called  the  electromagnetic  system  of  units. 

3.  Relations  Between  the  Unita  of  Different  Systenu.  Every 
equation  developed  tn  the-  preceding  chapters  holds  good,  as 
already  stated,  by  definition,  when  every  electrical  quantity  oc- 
curring therein  is  expressed  in  its  rational  electrostatic  unit,  or 
when  every  electrical  quantity  is  expressed  in  its  rational  electro- 
magnetic unit,  all  other  quantities  being  expressed  in  c.g.s.  units. 
Every  one  of  these  equations  that  contains  the  definition  of  a 
unit,  moreover,  except  those  defining  unit  chaise,  unit  pole 
strength,  and  the  other  units  referred  to  in  the  closing  paragraph 
of  §  1  and  mentioned  in  the  appropriate  places  in  the  text,  is 
valid  also  when  expressed  in  irrational  units  throughout,  either 
all  electrostatic  or  all  electromagnetic.  Thus,  on  any  system 
of  units,  electric  intensity  is  defined  as  the  force  per  unit  charge, 
magnetic  intensity  as  the  force  per  unit  pole  strength,  electric 
displacement  as  permittivity  x  intensity,  capacity  as  chat^e  per 
unit  voltage,  etc  The  following  definitional  equations,  in  which 
plain  letters  denote  quantities  expressed  in  rational  units  and 
primed  letters  quantities  expressed  in  irrational  units,  will  serve 


mples : 


F=Eq=  E^ 
F^Hm^  H'm' 

c^DlE^iyiE 

FjL=IB=I'B' 
dHfdt-RP~R'r* 
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S-glV,    S'-q'IV 
(but  .$■  -  jDdSj  Kand  5"  -fZ/dSjiir  V ) 

p-^/a,  i»_*7n' 

J—  A  -  't^v   vf  =  ^1-  'A 

J-B,-li,H^    /t^f  -  B,- ii^H, 
L  -  If//,  v  -N'lr 

etc.,  nearly  all  the  equations  being  identical  on  the  two  systems. 
On  the  other  hand,  while  some  of  the  derived  equations  are 
identical  in  the  rational  and  irrational  systems,  many  art  not 
identical.  Thus,  for  example,  on  developing  the  equations  for 
the  irrational  systems,  we  find  that 

n'  =  4T^,  while  n  =  ^ 

S  -  n'lt,TV,    while  5-  n/K 
V  —  ^jcL,         while  V—  qj^fcL 
U'  -  ieE"l47',    while  I/—  icP 
T>  -  iii-H'l^r,  while  T~  \ii.H' 
turl  IV  —  4iri',   while  curl  H  =i 
while  ajso 

W=  \S'V*^y'lS'-\q'V'-\SV^=  ^^fS=  \qV 

curl  B  =■  —  dB'Jdt,  curl  .£—  —  dBjdt     etc.,  etc. 

The  ratio  of  the  rational  electrostatic  unit  of  a  given  quantity 
to  the  irrational  electrostatic  unit  of  n^e  same  quantity  is  always 
equal  to  the  ratio  of  the  corresponding  rational  electromagnetic 
unit  to  the  irrational  electromagnetic  unit.  This  ratio  for  each 
of  the  principal  electrical  quantities  is  given  in  Table  TI, 
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If 


?l 


Practical  uoit  of  work  =  JoaU  - 
lo'  ergs.     Pracdcol  u  *     " 


t-      i      O        *''^'y  ^  ^""  =  J"*'*  per  sec-    |^  | 
'        -        ^       i>nd=  lo' ergs  per  second. 


It 
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/     The   ratio  of  the   rational   electrostatic  unit  to  the  rational 
I   electromagnetic  unit  of  a  given  quantity  is  always  equal  to  the 
\ratio  of  the  irrational  electrostatic  unit  to  the  irrational  electro- 
magnetic unit  of  the  same  quantity.     This  ratio  can  easily  be 
found  in  any  case  from  the  equations  defining  and  connecting  the 
units,  and  the  relation  given  in  §  4,  XII.,  between  the  electro- 
0   magnetic  and  electrostatic  unit  current.     Thus  the  electromag- 
lOy   netic  unit  chaise  or  current  is  a  times  as  great  as  the  corre- 
^  "^     I    sponding  electrostatic  unit ;  the  electrostatic  unit  magnetic  pole 
■^  y  strength   is  a  times  as  great  as  the  electromagnetic  unit  pole 

strength ;  the  electromagnetic  unit  permittivity  is  u*  times  as 
great  as  the  electrostatic  unit  permittivity ;  the  electrostatic  unit 
inductivity  is  n*  times  as  great  as  the  electromagnetic  unit  in- 
ductivity,  etc,  etc.;  the  ratio  of  the  electrostatic  to  the  electro- 
magnetic unit  bdng  always  a,  e^,  a~^,  or  a~*. 

The  ratio  of  the  electrostatic  to  the  electrom^netic  unit  of 
each  principal  electrical  quantity  is  given  in  Table  II.  The  table 
also  contains  the  ratio  of  the  rational  electrostatic  unit  of  each 
quantity  to  the  irrational  electromagnetic  unit. 

As  shown  by  the  table,  or  by  the  preceding  statement,  the  per- 
mittivity of  free  sether,  which  is  unity  on  the  electrostatic  systems, 
is  I  /ii*  X  unity  on  the  electromagnetic  systems.  Also,  the  in- 
ductivity of  free  aether,  which  is  unity  on  the  electromagnetic 
systems,  is  i/a*  x  unity  on  the  electrostatic  systems.  Thus  the 
product  of  the  permittivity  of  free  zether  by  its  induclavity,  both 
measured  on  the  same  system  of  units,  is  equal,  numerically, 
to  l/a*. 

Of  the  dimensions  (§  6)  of  a  nothing  is  known.  In  all  that 
precedes  we  have  assumed  its  dimensions  to  be  zero,  and  we 
shall  adhere  to  this  assumption  in  what  follows,  that  is  we  shall 
treat  (i  as  a  mere  number,  except  where  the  contrary  is  stated. 

4.  Experimental  Determination  of  the  Ha^tode  of  a.  To  de- 
termine the  value  of  a  experimentally,  it  is  necessary  only  to  find 
the  ratio  between  the  electrostatic  and  electromagnetic  measures 
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of  any  one  electrical  quantity.  This  will  furnish  a  or  a  known 
power  of  a  according  to  what  precedes.  Hence  the  ratio  a  can 
be  determined  in  a  great  variety  of  ways.  For  example,  the 
capacity  of  a  standard  condenser  can  be  determined  in  absolute 
electrostatic  measure  from  the  measurement  of  its  geometrical 
dimensions  (§§l-2.  III.),  and  can  be  determined  in  absolute  elec- 
tromagnetic measure  by  comparison  with  a  resistance  (§60,  XIII.), 
or  a  mutual  inductance  (§58,  XIII.),  or  other  electrical  quantity, 
independently  determined  in  absolute  measure  according  to  the 
methods  described  above,  or  other  methods.  By  such  methods, 
and  a  number  of  others,  some  of  which  will  be  apparent  from 
the  methods  of  measurement  previously  discussed  in  this  book, 
a  has  been  determined  with  considerable  precision.  The  best 
results  all  lie  close  (within  a  few  tenths  per  cent)  to  3  x  10". 

For  some  of  the  most  recent  and  best  determinations,  see 
Thomson  and  Searle,  Phil.  Trans.,  A,  1890 ;  H.  Abraham,  Ann. 
de  Od»t.  et  de  Phyi.,  Vol.  27,  1892 ;  and  D.  Hermuzescu,  Ann. 
de  Chim.  et  de  Pkys.,  Vol.  10,  1897. 

According  to  the  theory  developed  in  Chapter  XVI,,  electro- 
magnetic waves  are  propagated  in  free  sether  with  the  veloci^ 
V  —  ^/('^oMo)')  which  is  equal  to  a  numerically.  This  velocity  has 
been  determined  approximately  for  long  waves,  and  very  accu- 
rately for  extremely  short  waves  (light),  and  found  to  agree  with 
a  as  otherwise  determined  within  the  limits  of  error  of  experiment. 

fi.  Fractieal  Uniti.  The  rational  systems  of  units  are  at  present 
unfortunately  but  little  used,  and  the  irrational  electrostatic  system 
is  used  only  in  pure  science  and  mostly  for  theoretical  purposes. 
The  irrational  electromagnetic  system,  on  the  other  hand,  is  more 
extensively  used.  For  the  purposes  of  ordinary  experimental 
work,  however,  especially  for  the  purposes  of  electrical  engi- 
neering, many  of  the  electromagnetic  units,  as  well  as  many  of 
the  c.g.s.  mechanical  units,  are  inconveniently  large  or  small. 
Hence  a  practical  system  of  units,  each  a  decimal  multiple  or 
submultiple  of  the  corresponding  (irrational)  electromagnetic  unit. 
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or  the  cg.s.  mechanical  unit,  has  been  developed  in  which  each 
of  the  units  most  frequently  employed  in  practice  has  a  magni- 
tude of  the  same  order  as  that,  of  the  quantities  with  which  it  is 
ordinarily  to  be  compared.  These  units  are  so  chosen  as  to  form 
a  self-consistent  system  satisfying  all  the  equations  satisfied  by 
the  electromagnetic  system,  except  those  equations  which  are  not 
wholly  made  up  of  quantities  whose  units  are  defined  in  the  prac- 
tical system.  The  units  of  mass,  length,  pcrmittwity,  and  indue- 
tivity  are  the  same  in  both  systems.  The  relations  between  the 
other  practical  units  and  the  electromagnetic  units  are  given  in 
Table  II.  together  with  the  names  of  the  practical  units. 

A  unit  one  million  (lo")  times  as  great  as  any  one  of  these 
units  is  designated  by  the  name  of  the  unit  with  the  prefix  mega 
or  m(g.     Thus  a  megohm  is  one  million  okms. 

A  unit  one  millionth  (lo~*)  as  great  as  any  one  of  these  units 
is  designated  by  the  name  of  the  unit  with  the  prefix  micro. 
Thus  a  micrmiolt  or  microfarad  is  one  millionth  of  a  volt  or  a 
farad. 

In  hke  manner  the  prefixes  deka,  ded,  cenH,  etc.,  are  attached 
to  the  names  of  the  units  with  the  same  effects  as  they  have  upon 
the  common  units  of  the  metric  system. 

6.  The  Dimenaious  of  Electrical  Quantitiea.*  As  already  stated, 
nothing  is  known  of  the  physical  nature,  or  dimensions  in  mass, 
length,  and  time,  of  the  quantities  c,  fi,  and  a.     Hence,  since 

"'Vector  IHlneilBionB.  In  the  syslem  of  dtmeosions  iidii^led  here  do  account  has 
been  taken  of  the  fact  that  a  length,  unlike  a  mass  or  a  time,  is  a  i-ector,  or  directed 
quantity.  Thas,  on  this  system,  the  dimensions  of  a  plane  angle,  which  is  a  length 
divided  by  a  length,  at«  lero  ia  [./)/],  [Z],  and  [7'],  although  one  of  Ihe  lengths  is 
perpendicular  to  the  other ;  the  dimensions  of  a  solid  angle  aie  zero,  although  it  is  a 
surface  divided  by  the  square  of  a  length  perpendicular  thereto ;  the  dtmensiona  of 
work  (force  X  distance  in  direction  of  force)  are  equal  to  the  dimensions  of  torque 
(force  X  distance  perpendicular  to  force),  etc.,  etc.  Yet  there  is  an  essential  diSerence 
between  a  mere  number,  which  of  course  has  no  dimensions,  and  a  plane  or  solid 
angle,  and  there  is  an  essential  difference  between  the  phy«cal  nature  of  a  quantily  of 
work  and  a  torque. 

These  anomalies  vanish,  however,  if  we  express  all  dimensions  in  terms  of  [J/"]. 
£7"],  and  [X],  [r],  and  [Z],  three  lengths  at  right  angles  to  one  another,  thus 
taking  account  of  the  vector  nature  of  Z.     On  this  system,  a  plane  angle  has  such 
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every  electrical  unit  involves  one  or  more  of  these  quantities,  the 
complete  dimensions  of  every  electrical  quantity  are  unknown. 
If,  however,  [r],  [>(],  and  [a]  are  written  for  the  unknown 
dimensions  in  mass,  length,  and  time  of  c,  ft.,  and  a,  respectively, 
a  complete  expressitm  for  the  dimensions  of  every  electrical  quan- 
tity can  be  written  down.  Thus,  if  the  dimensions  of  any  quan- 
tity are  obtained  from  the  equations  of  either  of  the  electrostatic 
systems,  they  will  be  expressed  in  terms  of  [jW],  [Z,],  [7"],  ani 
[a]  and  [r]  ;  if  they  are  obtained  from  the  equations  of  either 
electromagnetic  system,  they  will  be  expressed  in  terms  of  [jI^J  , 
[Z-],  [7"],  [a],  and  [>t].  The  dimensions  of  all  the  principal 
electrical  quantities,  both  in  terms  of  [u]  and  [c]  and  in  terms 
of  [d]  and  [;*],  are  given  in  Table  II. 

Since  the  actual  dimensions  in  \M'\,  [/^],  and  [7^]  of  any 
electrical  quantity  must  be  the  same  whether  expressed  in  terms 
of  [a]  and  [c]  or  in  terms  of  [a]  and  [^] ,  the  dimensions  of 
any  quantity  in  terms  of  [a]  and  [r]  may  be  equated  to  its  di- 
mensions in  terms  of  [a\  and  [^].  Thus,  equating  the  dimen- 
sions of  electric  charge  in  terms  of  [a]  and  [c]  to  its  dimensions 
in  terms  of  [«]  and  [/i] ,  we  obtain 

[mDT-'t^]  =  {MtLifi-ia} 

[^/^M*]  -  [Z/r]  (5) 

That  is,  the  quantity  ajc^fiS  is  a  linear  velocity.  Exactly  the  same 
relation,  (5),  and  only  this  relation,  follows  from  equating  the  two 
expressions  for  the  dimensions  of  any  other  electrical  quantity. 

The  velocity  of  electromagnetic  waves  as  determined  from  the 
equations  of  Chapter  XVI.  is  l/(^)'.  In  these  equations,  how- 
ever, as  stated  above,  the  dimensions  of  a  are  ignored.  If  this 
is  not  done,  it  is  easy  to  see  that  the  velocity  comesout  equal 
to  i/(^)*  X  [«],  which  is  numerically  equal  to  i{(cfi)i  and  is 
dimensionally  correct  by  (S). 

dimensions  as  [XV-'}  or  [  rZ-'];  a  solid  angle  such  dimensions  >s  [r>2-']  or 
(  yZX-');  ■qoantitjofwork  such  dimensions  BS  f  .l/.V 7"-'] ;  n  torque  such  dimen- 
sions as  [''/-irKT'-'];  etc.  This  is  Iherefore  a  r.7//BB«/ system  of  dimeosions.  This 
lystem  of  dimensions,  as  applied  lo  mechanical  end  electriciil  i|uantilic!,  is  diseased 
at  length  by  W.  Williams  •»  *^'  PhihsopkUal  Masaiine,  .Seplerabcr,  iSgi. 
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CHAPTER  XV. 
THE  GENERAL   ELECTRIC  CURRENT. 

1.  Dliplacement  Cnrrent  and  Hagnetic  Intensity.  It  has  been 
shown  in  S  27,  XIII.,  that  when  no  other  kind  of  current  is 
present  the  conduction  current  across  a  surface  is  equal  to  the 
m.m.f.  around  the  edge  of  the  surface,  and  that  the  conduction 
current  density  is  equal  to  the  curl  of  the  m^netic  intensity. 

That  a  changing  electric  displacement,  or  a  pure  displacement 
current,  also  gives  rise  to  a  magnetic  field  similar,  qualitatively, 
to  that  of  a  conduction  current  Hertz  proved  by  direct  experi- 
ments. Consistently  with  these  experiments,  we  shall  here  as- 
sume that  a  given  displacement  current  develops  a  magnetic 
field  similar,  both  qualitatively  and  quantitatively,  to  that  con- 
nected with  a  conduction  current  of  the  same  magnitude  and 
distribution.  The  very  important  consequences  of  this  assump- 
tion are  in  rigorous  accord  with  experiment  (XVI.).  Thus  we 
may  write  for  a  closed  curve  through  which  the  electric  flux  is 
changing  and  through  which  there  is  no  other  form  of  current 
than  a  displacement  current, 

a  =  /^=dUldt  (i) 

and  curl  H=i^^ dDjdt  (2) 

which  are  analogous  to  (8)  and  (9),  XHI. 

il  is  called  an  induced  tn.tn/.,  and  H  an  induced  magnetic 
intensity. 

2.  The  Hagnetio  Field  Indaoed  by  the  Hotion  of  a  Conoentrated 
Charge.      Let   an  approximately  concentrated   charge  q  ™  pdr 
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move  with  a  velocity  v.  Fig.  130.  Let  11  denote  the  electric 
flux  through  a  circle  of  any  radius  a  with  its  axis  passing  through 
(/r  parallel  to  v,  and  let  the  direction  of  »  be  chosen  as  the  posi- 
tive direction  through  the  circle.  Owing  to  the  motion  of  the 
charge  with  its  field  the  flux  through  the  circle  will  increase  at 
the  rate  dlljdl  and  a  m.m.f.  equal  to  Jl  =  d\Xjdi  will  be  induced 
in  the  positive  direction  around  the  drcle.     By  symmetry,  the 


induced  magnetic  intensity  H  is  equal  in  magnitude  at  all  points 
of  the  circle  which,  like  all  other  parallel  circles  centered  on  the 
same  axis,  is  a  line  of  magnetic  intensity.  Let  0  denote  the 
angle  between  v  and  the  direction  of  D  at  every  point  of  the  cir- 
cle; then 

d^ldt=vsm  e  2iraD^il=  ziraH 

and  the  directions  of  the  vectors  are  so  related  that  this  equation 
gives 

N=yvD- sine  (3) 

which  is  analogous  to  {$d),  XIIL 

Thus  the  magnetic  intensity  is  developed  by  the  motion  of  the 
tubes  of  electric  displacement  at  right  angles  to  their  length. 

Since  in  the  case  considered 

D  =  ql^irr'  =  qrj^-rrr* 
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where  r  (=  r  numerically)  is  the  distance  of  the  circle  from  dr, 
(3)  is  equivalent  to 

H='  i/^TTt^yvg-r  an  0  =  dT/4.irr^  y/pvr  sin  ff 

=  <*-/47rr*-V(,r  sine     ^^^ 

Thus,  as  shown  by  a  comparison  of  (4)  with  (13),  XII.,  the 
same  magnetic  effects  are  produced  by  a  moving  chaige  with 
convection  current  density  i^  iis  by  a  conduction  current  of  den- 
sity i^  =  i^. 

In  strictness  the  above  results  are  only  approximate  and  re- 
quire an  appreciable  correction  when  v  is  comparable  with  the 
velocity  of  free  electromagnetic  disturbances  (the  velocity  of 
light),  I  1 1,  XVI.,  since  the  field  at  a  distance  from  a  moving 
charge  la^s  behind  the  chaise. 

A  similar  magnetic  field  would  be  developed  by  the  motion 
of  the  pole  of  an  electret,  and  an  electric  field  exactly  analogous 
to  this  last  by  the  motion  of  the  pole  of  a  magnet,  only  the 
space  outside  the  m^net  or  electret  being  considered. 

3.  The  Hag:netic  Field  of  a  Cylindrioal  Convectioii  CBrrent. 
The  electric  field  of  a  cylindrical  condenser  is  discussed  in  §|  8-9, 
II.  Let  the  charge  upon  unit  length  of  the  inner  conductor  be 
+  g  and  that  upon  unit  length  of  the  outer  conductor  therefore 
—  ^ ;  and,  for  simplicity,  suppose  the  conductivity  ot  the  outer 
cylinder  perfect.  Then  the  tubes  of  displacement  will  terminate 
normally  upon  the  outer  cylinder  whether  the  inner  cylinder  is 
at  rest  or  in  motion.  Let  the  inner  cylinder  move  with  a  velocity 
V  in  the  direction  AB  of  its  axis.  Then  the  convection  current 
through  any  closed  curve  surrounding  the  inner  cylinder  is 

I^^  qv 
in  the  direction  AB. 

By  the  last  article,  the  m.m.f  around  any  closed  curve  sur- 
rounding the  inner  cylinder  and  within  the  outer  cylinder  is 
therefore 

II  =  /_  —  §.» 
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The  magnetic  intensity  has  the  same  magnitude  at  all  points 
of  any  circle  of  radius  r  coaxial  with  the  cylinders,  and  all  such 
circles  are  lines  of  magnetic  intensity.     Hence 

Jl  =  2717-//"  =  gv  =  2irrDv 
and,  with  due  respect  to  the  directions  of  the  vectors, 

H-  yvD  (S) 

In  this  case  there  is  no  displacement  current  through  the  cir- 
cle of  intensity,  but  the  magnetic  field  is  developed  as  before  by 
the  motion  of  tubes  of  displacement  perpendicularly  to  their 
length.     (5)  is  a  particular  case  of  (3),  since  in  this  case  sin  6 

4.  Ezperlmsnts  upon  the  ConTectiou  Cnrrent.  That  £tn  electric 
convection  current,  in  conformity  with  the  above  theory,  is  accom- 
panied by  a  magnetic  field  of  the  same  character,  both  qualita- 
tively and  quantitatively,  as  that  connected  with  a  pure  conduc- 
tion current  of  the  same  magnitude  and  distribution,  has  been 
proved  in  several  series  of  experiments  by  Rowland,  using  charged 
rotating  discs,  and  has  been  confirmed  by  many  others. 

Just  as  the  magnetic  field  of  a  conduction  current  may  be 
deduced  as  a  consequence  of  Ampere's  law,  §  1 1,  XII.,  so,  con- 
versely, Ampere's  law  may  be  deduced  as  a  consequence  of  the 
(experimentally  investigated)  magnetic  field  of  the  current.  Since 
therefore  a  convection  current  develops  a  magnetic  field  identical 
with  that  of  a  conduction  current  of  the  same  magnitude  and 
distribution.  Ampere's  law  must  apply  to  such  a  current.  Hence 
a  beam  of  cathode  rays  (consisting  of  very  fine  negatively  charged 
particles,  or  electrons,  moving  with  velocities  approaching  that  of 
light)  should  be  deflected  when  immersed  in  a  magnetic  field 
perpendicular  to  the  beam.  That  such  a  deflection  occurs,  in 
qualitative  agreement  with  the  theory,  has  been  known  for  many 
years.  A  deflection  in  a  magnetic  field,  in  the  direction  indicated 
by  theory,  of  the  much  more  massive  and  more  slowly  moving 
positively  charged  particles  forming  the  canal  rays  has  also  been 
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recently  observed.  The  assumption,  justificd  by  the  experiments 
of  Rowland,  that  the  agreement  between  these  experiments  and 
theory  is  also  quantitative  has  recently  led  to  very  important 
advances  in  knowledge. 

In  accordance  with  what  precedes,  we  may  write  for  the  m.m.f. 
around  the  edge  of  a  suriace  across  which  there  is  a  convection 
current  only  il  =  /_  (6) 

and  curl  //=  '„  (/) 

S.  Hagnetio  Intoniity  and  the  Hation  of  Electrie  DispIaMment. 
Hotional  Hagnetio  Intensity.  In  §  2  it  has  been  shown  that  for 
the  case  there  considered  (l),  and  therefore  (2),  is  equivalent  to 
(3).  In  the  same  way,  just  as  (8)  and  (9),  XIII.,  are  equivalent 
to  (5a),  XIII.,  so  (1)  and  (2)  may  be  readily  shown  to  be 
equivalent,  in  the  general  case,  to  the  more  general  relation 

H~  MvD  sin  e  (8) 

where  H  is  the  magnetic  intensity  at  a  point  P  in  the  dielectric, 
at  which  the  displacement  is  D,  developed  by  the  motion  of  the 
tubes  of  displacement  relatively  to  tlie  medium  at  P  with  the 
velocity  v,  whose  component  perpendicular  to  D\&v  sin  Q. 

If  the  medium  at  P  is  in  actual  motion  with  reference  to  the 
surrounding  medium,  containing  the  inducing  system,  such  as 
fixed  charges,  it  is  an  intrinsic  magnetic  intensity,  and  is  called  a 
motional  magnetic  intensity.  The  existence  of  a  motional  mag- 
netic intensity  was  first  established  by  Roentgen,  in  whose  ex- 
periments a  magnetic  field  in  qualitative  agreement  with  (8),  to 
Judge  from  its  continuation  in  the  air,  was  developed  in  a  slab  of 
rigid  dielectric  rotated  in  air  between  fixed  charged  discs.  For 
the  most  recent  experiments  upon  the  sul^ect,  see  A.  Eichen- 
wald,  Ann.  der  Pkysik,  Nos,  J  and  6,  1903.  The  experiments 
indicate  that  for  D,  in  (8),  if  Cj  and  c^  (—  c^,  sensibly)  denote  the 
permittivities  of  the  slab  and  the  air,  respectively, 

/-[(<■,- OAJ-o 
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should  be  substituted.  That  is,  a  fictitious  convection  current 
produces  the  same  magnetic  effects  as  a  true  convection  current 
of  the  same  magnitude  and  distribution. 

Thus  magnetic  intensity  is  induced  by  moving  tubes  of  electric 
displacement,  as  electric  intensity  is  induced  by  moving  tubes  of 
magnetic  induction  (§  6,  XIII.).  It  cannot  be  said,  however, 
that  magnetic  intensity  is  always  due  to  moving  tubes  of  electric 
displacement,  or  that  electric  intensity  is  always  due  to  moving 
tubes  of  magnetic  induction,  an  attempt  to  make  (Ja),  XIII.,  and 
(8)  general  expressions  for  magnetic  and  electric  intensity  lead- 
ing to  apparently  insurmountable  difficulties.  It  is  sufficient  to 
mention  the  field  of  a  static  electric  charge  or  magnetic  pole. 

e.  (Induced  1)  Inteniitiei  in  the  Field  of  a  Steady  Conduction 
Current.  Let  the  current  I^  traverse  the  inner  and  outer  con- 
ductors of  a  cylindrical  condenser  axially  in  opposite  directions, 
the  inner  cylinder  in  the  direction  AB,  and  suppose  both 
cylinders  perfect  conductors.  Then  the  electric  field  will  be 
radial  and  perpendicular  to  both  cylinders  as  in  a  purely  stadc 
field. 

Itttagine  the  conduction  current  to  consist  in  the  modon  of  the 
positive  and  negative  ends  of  the  electric  tubes  along  AB  and 
CC  respectively,  the  electric  tubes  travelling  in  the  direction  AB 
with  the  velocity  v.  Then  the  magnetomotive  force  around  a 
circle  of  magnetic  intensity  of  radius  r  is 

A  —  7  —  2irrH  ~  gv^  2-rrrDv 
g  being  the  charge  upon  unit  length  of  the  inner  cylinder  and  D 
the  displacement  at  the  dbtance  r  from  the  axis.     With  due  re- 
spect to  the  signs  of  the  vectors,  the  last  equation  gives 

H=  WvD  (9) 

Thus  by  assuming  that  the  magnetic  field  of  the  steady  con- 
duction current  is  a  consequence  of  the  (assumed)  motion  of  its 
electric  field  we  are  led  to  the  same  relation  between  H,  v  and  D 
as  already  deduced  for  the  displacement  current. 
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If  we  imagine  the  electric  field,  likewise,  to  be  developed  by 
the  {assumed)  motion  of  the  magnetic  field  with  velocity  a,  (sa), 

XIII.,   gives  r-        wr,  . 

'  ^  E=  VBu  (lo) 

E^^uations  (9)  and  (10)  give  for  the  relations  between  w  and  v 

uv^  l/cfi 

u/v=iED/lI/B 

u\HB  =  v\ED  =  \EH 

Since  the  electric  and  magnetic  energy  densities  are  not  in 
general  equal,  except  in  the  case  of  pure  electromagnetic  waves 
(XVI.),  the  above  conceptions  lead  to  the  anomalous  result  that 
w  and  V  are  different  and  may  have  any  ratio  to  one  another. 
Since  in  some  cases  (according  to  the  dissociation  theory),  and 
probably  in  all  (§  IS,  IX.),  the  steady  electric  current  in  an  actual 
conductor  consists  in  the  motion  throughout  the  conductor  in 
opposite  directions  of  positively  and  negatively  charged  particles, 
and  since  the  surface  chaises  connected  with  the  external  field 
of  the  steady  current  do  not  take  part  in  the  conduction  (§  9, 
VIII.),  the  above  results  must  be  taken  as  at  present  only  sug- 
gestive, 

7.  The  Firit  Law  of  Cironitation  for  Kedia  at  Seat  and  in  Ko- 
tioit  When  a  given  surface  in  a  medium  at  rest  is  crossed  by 
conduction,  convection,  and  displacement  currents  simultaneously, 
the  total  current  /  through  the  surface  and  the  m.m,f,  Jl  around 
its  edge  (the  direction  of  the  m.m.f.  being  related  to  that  of  the 
current  as  the  direction  of  rotation  to  that  of  translation  of  a 
right-handed  screw)  are  connected  by  the  equation 

!=I^+  I^+I^^  =  a  (11) 

and  the  total  current  density  i  and  the  magnetic  intensity  H  are 
connected  by  the  equation 

i  =  i^  +  i^  +  i„  =  curl  H  (12) 
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where  »,  +  'j  +  '„  is  a  vector  sum.  Here  H  denotes  either  the 
intensity  due  to  the  currents,  or  the  total  intensity  due  to  both 
currents  and  magnets,  if  such  are  present  (since  the  curl  of  the 
intensity  due  to  the  poles  of  a  magnet  is  zero). 

If  the  medium  is  in  motion,  with  the  velocity  —  zi  at  the  point 
where  the  electric  displacement  is  D  (§  5),  and  if  /^  still  denotes 
the  total  magnetic  intensity,  .the  curl  of  the  motional  magnetic 
intensity,  which  we  shall  call  the  motion^  current  density,  or 
the  fictitious  convection  current  density,  and  denote  by  )_,  must  be 
added  to  the  first  member  of  (12).     Thus  we  have, 


'■  =  '.  +  'j  +  '„  +  '»-  curl  H  (1 3) 

the  first  member  being  a  vector  sum.     This  is  the  most  general 
form  of  the  first  law  of  circuitadon. 

8.  The  Circutal  Character  of  th«  Total  Current.  KirelUloff'i 
Law  I.  Cteneraliaed.  That  a  steady  conduction  current  flows  in 
a  closed  circuit  (div  1^=0  everywhere)  is  shown  in  §5,  VIII. 

From  the  Cartesian  expression  for  the  divergence  of  a  vector 
(53i»  I')"  *"^  *^^  Cartesian  expression  for  the  curl  of  a  vector 
(§4,  XVI.),  it  follows  that  the  divergence  of  the  curl  of  any 
vector  is  zero.  Hence  it  follows  from  (12)  and  (13),  since  i,  the 
total  current  density,  is  equal  to  curl  H,  that 

div  I  =  div  curl  H  ^o  (14) 

That  is,  in  any  case,  the  total  current  flows  in  closed  tubes. 

Thus,  for  example,  let  an  electric  condenser  AB  be  discharged 
through  a  wire  C,  and  first  suppose  the  capacity  of  the  wire 
negligible  in  comparison  with  that  of  the  rest  of  the  system. 
Then  during  the  discharge  the  conduction  current  /—  —dgjdt 
will  be  sensibly  the  same  across  every  section  of  the  wire  (if  the 
capacity  of  the  wire  were  zero,  any  charge  there  accumulating 
would  produce  an  infinite  potential  difference),  and  the  displace- 
ment and  displacement  current  will  be  confined  sensibly  to  the 
region  occupied  by  the  tubes  stretching  from  Ato  B.     During 
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the  discharge  the  flux  from  A  to  B  decreases  at  the  rate  —  dqjdt 
and  the  flux  from  B  to  A  increases  at  the  same  rate  —  dgjdt. 
Thus  the  displacement  current  dTl/dt  =  —  dg/dt  from  B  to  A 
through  the  dielectric  across  any  closed  surface  surrounding  one 
of  the  plates  is  equal  to  the  conduction  current  across  every  sec- 
tion of  the  wire  from  A  to  B.  Thus  the  total  current  flows  in  a 
closed  circuit,  the  displacement  current  starting  where  the  con- 
duction current  stops. 

Similar  phenomena  occur  when  the  wire  is  cut  and  its  ends 
connected  to  the  terminals  of  a  voltaic  cell.  The  conduction 
current  through  the  wire  and  cell  as  the  coadenser  is  charged  is 
equal  to  the  displacement  current  in  the  same  direction  around 
the  circuit  through  the  dielectric. 

If  the  capacity  of  the  wire  C  differs  from  zero  (which  is  always 
the  case  to  a  greater  or  less  extent),  then,  if  the  condenser  is  dis- 
charged by  bringing  the  wire  into  contact  with  the  plates  at  A 
and  B  simultaneously,  tubes  of  displacement  will  move  out  along 
the  wire  stretching  from  the  part  near  A  to  the  part  near  B,  giving 
rise  to  a  displacement  current  through  the  dielectric  from  the 
one  part  to  the  other  as  well  as  to  a  conduction  current  through 
the  wire;  and  the  sum  of  the  two  currents,  through  the  wire  and 
through  the  external  dielectric  from  A  to  B,  is  equal  to  the  dis- 
placement current  from  B  to  A  through  the  rest  of  the  dielectric. 
During  this  process  the  conduction  current  is  not  constant  from 
section  to  section  of  the  wire,  being  zero  across  the  more  remote 
parts  of  the  wire  while  it  has  an  appreciable  value  across  the 
nearer  parts  immediately  afl:er  the  beginning  of  the  discharge. 
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CHAPTER  XVr. 

THE  TRANSFERENCE  OF  ELECTROMAGNETIC   ENERGY. 
ELECTROMAGNETIC  WAVES.     MAXWELL'S  THEORY. 

1.  Poyntin^'i  Theoram  *  when  E  is  Perpendicular  to  H.  Fig. 
1 3 1  represents  one  end  of  a  system  consisting  of  two  long  coaxial 
perfectly  conducting  circular  cylinders  A  and  F,  with  external 
and  internal  radii  R^  and  J?^  respectively,  closed  by  a  non-con- 
ducting slab  E  of  zero  permittivity,  and  plugged  with  a  closely 
fitting  right  cylindrical  conductor  D  of  length  L  and  resistance 


itt^-ttut 
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tV.  A  and  F  are  connected  at  the  remote  end  of  the  system 
with  the  positive  and  negative  terminals  of  a  voltaic  cell  or  other 
electric  generator,  and  are  traversed  by  a  constant  current  in  the 
direction  ABCDFF. 

Since  A  and  F  are  perfect  conductors  and  since  E  has  zero 
permittivity,  the  electric  and  magnetic  fields  are  confined  wholly 
to  the  dielectric  and  to  the  conductor  D.  (If  the  permittivity  of 
E  were  not  zero,  the  fields  would  be  the  same  except  that  in 
addition  a  static  electric  field  would  extend  beyond  C  to  the  right 
connecting  F  and  C)     Also,  the  lines  of  electric  intensity  are 

•J.  H.  Fb^nting,  Phil.  Trans.,  Part  II.,  1884  and  Part  11.,  1885;  Oli»« 
Haviside,  EUctrical  Paprrs  and  Eltclromaiptriic  TTiiory ;  J.  H.  Poynting,  Rap- 
ports, Congris  InL  de  Pbyaque,  1900,  Vol.  II. 
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normal  to  both  cylinders  and  straight,  as  in  a  purely  static  field. 
The  lines  of  magnetic  intensity  are  circles  centered  on  the  axis 
of  the  cylinders  in  planes  perpendicular  thereto. 

Let  the  steady  current  be  denoted  by  /,  and  the  steady  differ- 
ence of  potential  from  A  to  F  (there  is  no  fall  of  potential  along 
A  or  along  F)  by  V=  WI. 

Enei^y,  generated  by  the  voltaic  cell  (or  other  generator),  is 
supplied  to  the  system  ABF  aX  the  rate  VI,  and  is  dissipated  by 
the  resistance  ff  at  the  rate  WP  =  VI.  Since  there  is  no  energy 
within  the  conductors  A  and  F  or  outside  the  closed  system, 
enei^  must  therefore  be  transferred  in  the  direction  ABC  across 
every  section  of  the  dielectric  at  the  rate 

{R)~VI~WP  (i) 

Since  V^jEdr  along  a  line  of  electric  intensity,  and  /=  2wrH, 
where  E  and  H  denote  the  electric  and  magnetic  intensities  at  a  ■ 
circle  in  the  dielectric  distant  r  from  the  axis,  ( i )  may  be  written 

(if)  =  VI  =JEH-  2irrdr  =f£//dS 

where  5  denotes  the  cross-sectionj  2wr(A'  of  the  dielectric.  There- 
fore, due  attention  being  paid  to  the  signs  of  the  vectors,  the  time 
rate  per  unit  area,  R,  at  which  electromagnetic  enei^  is  trans- 
ferred across  an  area  whose  plane  contains  £  and  H,  perpendic- 
ular to  one  another,  or  the  electromagneHc  energy  flux  density,  is 

^  =  d{K)ldS=^^EH  (2) 

This  is  Poynting's  theorem  for  the  case  in  which  E  is  perpen- 
dicular to  H.  A  more  general  form  of  the  theorem  will  be  de- 
veloped in  §  5. 

I^t  L  and  5  denote  the  inductance  and  capacity  of  unit  length 
of  the  system,  then  \LP  and  \SV*  denote  the  magnetic  and 
electric  energies  contained  in  a  unit  length  of  the  dielectric.  Let 
:'  denote  the  velocity  with  which  the  electric  energy  moves  in 
the  direction  AS,  and  u  the  velocity  with  which  the  magnetic 
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enei^  moves  in  the  same  direction  (see  g  6,  XV.),     Then  we 
may  write 

(^)=^}5n +  «»■'/■)  (3) 

which  is  equal  to  VI  if 

ttv  =  ijSL  =  ijcft  (see  below)  (4) 

In  exactly  the  same  way  we  have  for  the  energy  flux  densit}' 
B  -  v{icE^  +  «(J/^")  (5) 

which  is  equal  to  EH  if  wv  ="  I  jcfi. 

Thus  the  conception  of  moving  tubes  is  consistent  with  Poynt- 
ing's  theorem  if  the  relation  (4)  holds  between  the  velocities. 
When  Ji/*  =  iSV,  or  \ce  =  \^H\ 

u  =  v~l/{cii.)i  (6) 

2.  XMhanical  AnRlo^«.  Consider  a  circular  cylindrical  rod 
rotating  uniformly  about  its  axis  AS  and  transmitting  power  in 
the  direction  AB.  Let  the  constant  angular  velocity  be  denoted 
by  /and  the  torque  acting  across  every  section  by  V,  the  com- 
mon direction  of  both  being  related  to  the  direction  AB  as  the 
direction  of  rotation  to  that  of  translation  of  a  right-handed 
screw. 

The  rate  at  which  energy  is  transferred  across  every  section 
of  the  rod  in  the  direction  AB  is 

Owing  to  the  torque  across  every  section,  the  rod  is  twisted, 
or  any  two  sections  are  sheared  with  respect  to  one  another. 


■A 


For  all  points  at  a  given  distance  r  from  the  axis  the  (angle  of) 
shear,  or  relative  shift  per  unit  length  between  two  cross-sections. 
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is  the  same  and  will  be  denoted  by  D.  Fig.  132  shows  the 
natural  and  sheared  states  of  a  ring  of  radius  r  and  infinitesim^ 
thickness  dr.  D  is  zero  at  the  axis  and  is  proportional  to  r, 
having  its  greatest  value  at  the  surface  of  the  rod.  The  direction 
of  D  is  everywhere  radial  from  the  axis,  since  a  right-handed 
screw  at  any  point  rotating  in  the  direction  of  the  twist  or  shear 
at  the  point,  as  shown  by  the  arrows  in  the  figure,  would  move 
radially  toward  the  surface. 

Let  the  modulus  of  rigidity  of  the  rod  be  denoted  by  n,  and  its 
reciprocal,  or  the  shear  permittivity,  by  c.  Then,  at  any  point 
of  the  ring  considered,  the  shearing  stress  (shearing  force  per 
unit  area,  or  shearing  torque  per  unit  volume),  which  will  be 
denoted  by  E,  has  the  same  direction  as  that  of  D  and  is  equal  to 

E-nD  =  Die 

Since  the  area  of  the  cross-section  of  a  ring  of  radius  r  and 
thickness  dr  is  Tirrdr,  the  torque  about  the  axis  acting  upon  the 
cross-section  is 

dV~.  2ttrdrEr 

Let  the  linear  velocity  at  any  point  distant  r  from  the  axis  be 
denoted  by  H.     Then 

H-=rI 

The  rate  at  which  energy  is  transferred  across  the  zone  of 
radius  r  and  width  dr  is 

IdV~  2irr*drEHjr'=EH2irrdr 

and  the  rate  of  transfer  per  unit  area  is 

R=WE//  (a) 

if  due  attention  is  paid  to  signs. 

The  potential  energy  per  unit  volume  is  ^c£^  =  JoZ?". 

Let  the  density  of  the  rod  be  denoted  by  ft.  Then  the  kinetic 
enei^  per  unit  volume  is  \ftH*. 

If  we  assume  the  potential  energy  to  travel  in  the  direction  AB 
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with  the  velodty  v  and  the  kinetic  energy  with  the  velocity  «, 
we  have  also 

R  -  PifS*  +  uiftH' 

which  is  consistent  with  {a)if  uv=  i  /c/*.     If  u  =  p 

which,  combined  with  (a),  gives 

3.  Two  Ferftctly  Condnotii^  Parallel  Cironlor  Platei  Conneeted 
by  a  Right  Ciranlar  Coaxial  Condnoting  Oylinder.  Let  L,  Fig. 
133,  denote  the  distance  between  the  plates,  or  the  length  of  the 


I  ° 


nt.  133. 


cylinder,  a  the  radius  of  the  cylinder,  both  supposed  small  in 
comparison  with  the  radius  of  the  plates,  and  IV  the  resistance 
of  the  <ylinder.  Let  the  plates  be  maintained  at  the  constant 
difference  of  potential  V. 

The  electric  field  between  the  plates  (except  near  their  edges) 
is  uniform  and  parallel  to  the  axis  of  the  cylinder  in  the  direction 
AB.     The  electric  intensity  is  £  =!  V/H—  Djc  in  the  dielectric). 
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The  current  flows  in  radial  stream-lines  in  the  plans  AA  toward 
the  axis  of  the  cylinder,  through  the  cylinder  parallel  to  its  axis 
in  the  direction  AB,  and  from  the  cylinder  in  radial  stream  lines 
in  the  plane  BB. 

The  lines  of  magnetic  intensi^  are  circles  parallel  to  the  planes 
and  centered  on  the  axis  of  the  cylinder.  The  intensity  at  all 
points  of  a  drcle  of  radius  r  is  I/=  I/2Trr=  VJ2irrW,  if  r  is 
greater  than  a..    If  r  is  less  than  a,  H^  rIJ2irc^. 

Within  the  perfect  conductors  there  is  no  field  of  either  kind. 

Energy  is  dissipated  in  the  cylinder  at  the  rate  {K)  =  WP  = 
VI.  Hence  energy  is  transferred  inwardly  across  every  cylin- 
drical surface  with  its  ends  in  the  planes  A  and  B  and  enclosing 
the  cylinder  at  the  same  rate 

(/?)  _  vr  (a) 

If  the  surface  is  a  right  circular  cylinder  of  radius  r  coaxial 
with  the  conducting  cylinder,  (a)  becomes 

{J^  =  £Lx  2wr  X  H—EHzirrL 

But  2irrL  Is  the  area  of  the   surface  considered.     Hence  the 
energy  flux  density  is,  if  due  attention  is  paid  to  signs, 

R=  MEH  {b) 

as  already  proved  for  perpendicular  intensities  in  §  i. 

The  energy  contained  in  each  tube  of  displacement  per  unit 
cross-section  is  \  VD.  The  velocity  of  the  tubes  of  displacement 
(see  §  6,  XV,),  or  of  the  electric  enei^,  inward  at  the  .distance  r 
(greater  than  a)  from  the  axis,  if  we  assume  that  (8),  §  $■  XV,, 
applies  to  the  field  of  the  steady  conduction  current,  is 

v=H{I)  =  Ll2ircrW  {c) 

Hence  the  rate  at  which  electric  energy  crosses  the  surface 
inward,  or  the  rate  at  which  electric  energy  is  dissipated  in  the 
conductor,  is,  according  to  the  conception  of  moving  tubes, 
^VDxZTrrxv^lWn 
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The  magnetic  energy  density  is  ^f^H*.  The  velocity  of  the 
magnetic  tubes  at  the  distance  r  (greater  than  a)  from  the  axis  is 

u  -  EjB  =  2irfLrW  (d) 

if  we  assume  that  (8),  XV.,  and  (6),  XIII,,  apply  to  the  field  of 
the  steady  conduction  current. 

Hence  the  rate  at  which  magnetic  energy  crosses  the  surface 
inward,  or  the  rate  at  which  magnetic  energy  is  dissipated  in  heat 
in  the  conductor,  is,  according  to  the  conception  of  moving  tubes, 

Thus  the  energy  dissipated  by  resistance  is,  according  to  this 
conception,  half  electric  and  half  magnetic.  The  same  thing 
may  be  shown  to  be  true  in  the  system  considered  in  §  i,  the 
velocities  of  the  electric  and  magnetic  tubes  being  there,  as  here, 
inversely  proportional  to  the  corresponding  energy  densities 
(ujv-icE'lii.H'). 

Within  the  cylinder  the  electric  intensity  is  constant,  the  num- 
ber of  tubes  entering  per  second  being  equal  to  the  rate  at  which 
tubes  are  broken  up.  The  magnetic  tubes  contract  as  they  ap- 
proach the  axis,  thus  giving  up  their  energy  without  being  broken 
up ;  and  as  the  magnetic  intensity  decreases  the  velocity  of  the 
tubes  increases  in  such  a  way  as  to  make  the  number  of  unit  tubes 
cutting  unit  length  of  a  line  of  electric  intensity  per  second  con- 
stant (£=£«  =  constant).  This  appears  also  from  the  relation 
w  -  EjB  -  3ir«*  Wj^-L  {e) 

Inside  the  conductor  (c)  is  of  course  unmeaning. 
On  multiplying  together  (c)  and  (d),  we  see  that 

uv  =  I  fcft 
as  in  g  I. 

4.  The  Cartsiiaii  Ezpretrions  for  th«  Seotangular  Components 
of  the  Carl  of  a  Vector.  Cnil  H  and  Cnrl  E.  The  X,  V,  Z  com- 
ponents of  a  vector  H  being  denoted  by  H^,  H^  H^  the  X,Y,Z 
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components  of  its  curl  will  be  denoted  by  curl,//,  curl,//,  curi,^, 
respectively. 

To  find  the  Cartesian  expression  for  curlj//at  a  point  P(x,y, «), 
or  I,  Fig.  8,  at  which  the  components  of  //are  //„  ff^  and  //,, 
we  may  take  the  line  integral  of  ff  around  the  infinitesimal  rect- 
angle 17,  the  plane  of  which  is  parallel  to  the  VZplane  and  the 
sides  of  which,  of  lengths  d^  and  df,  are  parallel  to  Z  and  Y, 
divide  the  result  by  the  area  of  the  rectangle,  i/5,  =  efyds,  and 
pass  to  the  limit. 

This  integration,  which  must  be  performed  in  the  direction  of 
the  arrows  around  the  circuit,  gives 

rfH,  =  (//^  +  \dHJdy  dy)dy  +  {H^  +  dHJdy  dy 

+  \d{H^  +  dH^ldy  dy)lde  ds]d£-  [H,  +  dHJds  ds 
+  H-^»+  dI/Jdeds)/dydy']dy-{H^+  \dH^jdzdz)ds 
the  separate  terms  being  the  integrals  along  the  sides  i,  2,  3,  4 
in  the  order  given.     Cancelling  equal  and  opposite  terms,  divid- 
ing by  dS^,  and  passing  to  the  limit,  we  obtain 

dii^jdS,  -  c\XT\H~dHJdy  -  dHJdz         (a) 

By  an  exactly  analogous  process,  or  by  the  principle 
of  symmetry  and  inspection  of  (a),  we  find  I       (y) 

curl^=  dl/Jds  -  d/fjdx  (*) 

and  curI,//=  dffjdx- d//Jdy  (^) 

From  these  equations  we  may  write  down  at  once  the  com- 
ponents of  the  curl  of  any  other  vector  £.     Thus 


curl,£  =  d£^/dy  -  dEJds  (a)  " 

cw\^—dEJdz  —  dE^jdx  (6) 

cut\E~  dEJdx-  dE^jdy  {c) 


(8) 


fi.  The  Plnz  tS  Electroiu^etio  Energy.    Poynting'a  Theorem. 
Let  R  denote,  in  both  magnitude  and  direction,  the  time  rate  per 
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unit  area  at  which  electromagnetic  energy  is  transferred  at  a 
point  P  {x,  y,  s)  across  a  surface  normal  to  the  direction  of  trans- 
fer. Let  the  direction  cosines  of  R,  £,  and  H  at  the  point  P  be 
denoted  by  /,  «t,  «,  /',  m',  «',  ^',  »«",  n",  respectively;  and  let' 
the  angle  between  E  and  1/  be  denoted  by  &.  £  and  Jf  will  be 
used  to  denote  the  non-intrinsic  intensities  of  the  field,  intrinsic 
intensities,  when  present,  being  denoted  by  e  and  A.  With  these 
conventions  wc  have  {Poyntin^s  theorem) 

R  =  V£//sin5  (9) 

to  the  demonstration  of  which  we  proceed. 

Consider  first  a  region  containing  no  intrinsic  electric  or  mag- 
netic intensity.  From  the  definition  of  R  and  that  of  the  conver- 
gence of  a  vector  it  is  evident  that  the  rate  at  which  electromag- 
netic enei^  enters  an  infinitesimal  volume  dr  at  P  through  its 
surface  (minus  the  rate  at  which  enei^  leaves  the  volume)  is 
conv  R'(/r.  Hence,  since  no  electromagnetic  energy  is  de- 
veloped within  (/t  {e  'SB  ft  =  o),  this  quantity  is  equal  to  the  rate 
of  increase  of  electromagnetic  energy  plus  the  rate  of  dissipation 
of  enet^  in  heat  within  the  volume.     That  is 

conv  R  - <j't  =  <A-  ■  d{\cE*  +  ^nH*)/dt  +  dTkE* 

conv  R  —  (^cE*  +  ^t^IP)ldt  +  kE*  -  c{E^dEJdt 

-t-  E^EJdt  +  E^Jdt)  -t-  (t{H^dHJdt  (a) 

-I-  H^HJdt  +  H^HJdt)  +  E,i^  +  E^^  +  Ef^ 
Since 

—  ydH^ldt  =  curli£,  etc. 
and 

cdE^jdt  +  >^  "■  cai\H,  etc.  (since  i^  =  i_  =  o) 

(g)  may  be  written 

conv  R  —  ^  curl,/f  -H  E,  curl/T  -H  E^  car\^//  -  H^  curl,£ 

-  H^  curl^-.ff,curl^-  -  \<i{E^H^  -  E^H^jdx      {6) 
+  d(E,ff,  -  E^fl^jdy  +  ^E,H,  -  E,H,)/ds-] 
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But  also,  by  definition  of  the  convergence  of  a  vector, 

conv  B=  —  (dRJdx  +  dRJiiy  +  dRJds) 

.  Hence      R,  -  <J,  -  ^/^,  -  ^^,  -  £Jf{m'ft"  -  «'«") 

R,  -  a,  =  ^//;  -  E^I/^  =.  Eff(n'/"  -  I'nf) 

R,  -  a,  =-  E^H^  -  E^,  -  EH{l'm"  ~  m'P') 

where  a,  with  components  a,,  tij,  a^,  is  a  vector  whose  conver- 
gence is  zero. 

Without  affecting  in  any  way  the  generality  of  the  conclusions, 
we  may,  for  simplicity,  give  the  rectangular  coordinate  system 
such  an  orientation  as  to  make  the  plane  XF  parallel  with  the 
plane  containing  E  and  H,  and  the  direction  of  X  coincident  with 
that  of  E.  Then  ^  =  £,£,  =  ^  =  o,  or  /*  —  /,  m'  =  «'  —  o ; 
and  H^  =  o,  or  «"  =  o,  while  P'  =  cos  6  and  «"  =  cos  (90°  —  8) 
=  sin  B.     With  these  simplifications  the  above  equations  become 

R,  —  a,  =  o  =  R,  —  flj,  and  R^  —  a^  =  R  —  a  =  EH  sin  8 

Hence,  with  due  respect  to  the  directions  of  the  vectors, 

R  =  y/EHsm6-\-a  (10) 

Since  div  a  =  conv  a  =  o,  a,  if  it  is  not  zero,  represents  a  flux 
of  energy  in  closed  ttiies  and  therefore  contributes  nothing  to  the 
net  energy  entering  any  volume.  In  what  follows  this  circuitous 
energy  flux  will  be  neglected,  or,  what  amounts  to  the  same 
thing,  a  will  be  assumed  equal  to  zero,  unless  the  contrary  is 
stated.     With  this  assumption,  (10)  is  identical  with  (9). 

If  at  any  point  P  there  is  an  intrinsic  electric  intensity  e  and 
an  intrinsic  magnetic  intensity  k  in  addidon  to  the  field  intensities 
E  and  H,  then  an  element  of  volume  at  P,  in  addition  to  receiv- 
ing electromagnetic  energy  by  transference  across  its  surface  at 
the  time  rate  conv  R  per  unit  volume  or  R  per  unit  area,  receives 
electromagnetic  energy  by  transformation  on  the  spot  at  the 
time  rate 

ei  cos  6'  +  kdBjdt-cos  8" 
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per  unit  volume,  where  8'  denotes  the  angle  between  e  and  /, 
and  ^'  that  between  k  and  dBjdt. 

The  vector  R  is  called,  as  stated  in  §  i,  the  electromagnetic 
energy  jinx  density. 

Since  R  is  perpendicular  to  E  and  to  H,  the  lines  along  which 
the  energy  flows,  or  the  energy  stream-lines,  are  the  intersections 
of  the  electric  and  magnetic  equipotendal  surfaces.  (Even  when 
the  field  is  not  static  or  steady,  so  that  the  term  potential  cannot 
be  used  legitimately,  we  may  still  use  the  expression  equipotential 
surface  to  denote  a  surface  perpendicular  at  every  point  to  the 
intensity.) 

6.  A  Long  Circular  Cylindrical  Coudaotor  TraT«ned  by  a  Steady 
Current  Fig.  134  shows  a  section  of  a  small  part  of  the  electric 
field  within  and  without  the  conductor  when  the  current  has  the 


direction  AB,  The  lines  of  magnetic  intensity  are  circles  about 
the  axis  AB  of  the  cylinder,  going  down  into  the  paper  below 
AB  and  coming  up  out  of  the  paper  above  AB.  The  electric 
and  magnetic  intensities  are  everywhere  perpendicular. 

Outside  the  wire,  the  enei^  flux  density  R  has  the  direction 
indicated  at  C,  with  a  component  R,  in  the  direction  of  the  axis 
AB,  and  a  component  R,  toward  the  axis.  Thus  in  the  dielectric 
energy  is  transferred  in  the  direction  AB  to  parts  of  the  field  far- 
ther along  the  circuit  by  the  component  R,,  and  eneigy  is  also 
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transferred  toward  and  into  the  conductor  by  the  component  R^ 
Within  the  conductor,  as  at  Z?,  R  is  directed  toward  the  axis 
with  no  component  parallel  to  the  axis.  Hence  within  the  con- 
ductor there  is  no  transfer  of  energy  along  the  circuit,  all  the 
energy  entering  the  conductor  from  the  dielectric  and  being  dis-  ■ 
sipated  in  heat  by  resistance. 

If  a  conductor,  either  insulated  from  the  circuit  or  connected 
thereto  at  a  single  point,  is  placed  in  the  electromagnetic  field, 
then  there  will  be  a  magnetic  field  inside  the  conductor,  but  no 
electric  field,  and  the  tubes  of  electric  displacement  will  terminate 
normally  upon  the  outer  surface  of  the  conductor.  Within  the 
conductor  there  is  no  transference  of  energy,  since  E  is  zero.  In 
the  dielectric  at  the  surface  of  the  conductor  the  energy  stream- 
lines are  parallel  to  its  surface,  since  they  are  perpendicular 
to  E,  which  is  normal  to  the  surface.  Thus  the  energy  streams 
around  the  conductor  as  a  liquid  streams  around  an  impervious 
solid. 

7.  The  Transfer  of  Energy  in  and  About  a  Voltaic  Cell  and  a 
Simple  Electrolytic  CelL  Figs,  135-138  represent  diagrammatic- 
ally  for  several  cases  the  electric  field  and  the  transfer  of  electro- 
magnetic enei^  in  and  about  a  Daniell  cell  under  the  assump- 
tions (for  which  evidence,  though  not  wholly  satisfactory,  can  be 
adduced)  that  the  single  difierence  of  potential  from  the  copper 
electrode  to  the  copper  sulphate  solution  is  positive  and  equal 
to  that  from  the  zinc  sulphate  solution  to  the  zinc,  and  that  the 
single  difference  of  potential  from  the  copper  sulphate  solution 
to  the  zinc  sulphate  solution  is  negligible.  ABC  represents  the 
copper  electrode,  HIJ  the  zinc  electrode,  DEFG  the  solutions, 
and  the  dotted  line  the  porous  partition  between  them.  The 
distance  between  the  electrolyte  and  the  electrodes  is  of  course 
enormously  exaggerated  in  the  diagrams.  The  intrinsic  electro- 
motive forces  are  directed  from  the  copper  sulphate  solution  to 
the  copper  and  from  the  zinc  to  the  zinc  sulphate  solution  exactly 
opposite  to  the  electric  fields  they  develop. 
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The  electric  field  on  open  circuit  is  shown  in  Fig.  135.  There 
is  no  electric  intensity  within  the  conductors,  no  current,  no  mag- 
netic field,  and  no  transfer  of  energy. 

The  field  after  closing  the  circuit  above  A  and  H  is  shown  in 
Fig.  136,  Above  BI  the  magnetic  intensity  is  directed  (in  the 
plane  of  the  diagram)  normally  into  the  paper,  while  below  £/  it 
is  directed  up  out  of  the  paper.  The  direction  of  the  transfer- 
ence of  electromagnetic  enei^  is  shown  by  the  arrows  cutting 


^>\^ 


the  lines  of  intensity  normally.  Electromagnetic  energy,  trans-  ■ 
formed  from  chemical  energy  with  the  deposition  of  copper  and 
the  solution  of  zinc  at  the  electrodes,  moves  out  from  between  the 
electrolyte  and  the  electrodes  into  the  dielectric,  part  there  con- 
vei^ng  upon  and  moving  into  the  electrolytic  and  metallic  con- 
ductors, there  to  be  dissipated  in  Joulean  heat,  and  part  being 
carried  into  other  parts  of  the  field. 

The  field  and  transference  of  enei^  when  an  agent  with  a  con- 
siderably greater  e.m.f,  than  that  of  the  given  cell  sends  a  cur- 
rent through  it  (or  assists  in  so  doing)  in  the  same  direction  as 
beffre  is  shown  in  Fig,  137.     Electrical  energy  generated  by  the 
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external  e.m.f.,  as  well  as  all  the  energy  generated  by  the  in- 
trinsic e.m.f.  of  the  cell  itself,  is  dissipated  in  the  conductors. 

The  field  and  the  transference  of  energy  when  a  current  is  sent 
through  the  cell  in  opposition  to  its  intrinsic  e.m.f.,  that  is  from 
copper  to  zinc,  is  represented  in  Fig.  138.  Here  a  portion  of 
the  energy  supplied  to  the  cell  by  the  external  e.m.f.  is  dissipated 
in  the  conductors  and  the  rest  is  transformed  into  chemical  en- 
ergy with  the  deposition  of  zinc  at  the  kathode  and  the  solution 
of  copper  at  the  anode. 


In  Fig.  1 39  the  electric  field  and  the  transference  of  enei^  in 
and  about  an  electrolytic  cell,  consisting  of  copper  electrodes 
j4Cand  /^dipping  in  a  solution  DEFG  of  copper  sulphate,  are 
represented  diagrammatically  for  the  case  in  which  a  current 
traverses  the  system  from  A  to  H.  Between  the  kathode  HJ 
and  the  electrolyte  energy  is  transformed  from  chemical  to 
electrical  with  deposition  of  copper,  whence  it  moves  out  into  the 
dielectric,  and  thence  partly  into  the  conductors  and  partly  into 
the  region  between  the  anode  AC V(\A  the  electrolyte,  where  re- 
conversion into  chemical  energy  occurs.  The  quantity  of  chemi- 
cal energy  transformed  into  electrical  at  the  kathode  is  equal  to 
the  quantity  of  electrical  enei^  transformed  into  chemical  energy 
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at  the  anode.  Hence,  since  a  portion  of  the  electrical  energy 
generated  at  the  kathode  is  dissipated  in  heat,  as  much  electrical 
eneigy  coming  from  the  external  e.m.f.  producing  the  current  is 
transferred  into  the  region  about  the  anode,  and  there  converted 


into  chemical  enetgy,  as  is  dissipated  in  the  conductors  of  the 
electrical  energy  generated  at  the  kathode.  On  the  whole,  no 
work  is  done  in  the  cell  except  that  done  upon  resistance.  (If 
the  electrodes  are  at  different  levels,  work  will  be  done  by  or 
against  gravity  during  the  conduction,  etc) 

8.  A  Circuit  Containing  a   Kotional   E.X.F.     We  shall  con- 
sider only  the  simple  case  of  a  slider,  AB,  Fig.  140,  running  on 


two  parallel  rails  A  C  and  BD,  connected  by  a  cross  piece  CD  and 
immersed  in  a  uniform  magnetic  field  directed  downward  into  the 
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plane  of  the  paper.  Let  AB  move  to  the  right.  Then  there  is 
induced  in  AB  an  intrinsic  e.m.f.  in  the  direction  BA,  producing 
a  current  around  the  circuit  in  the  direction  BACDB,  with  lines 
of  magnetic  intensity  related  to  the  current  in  the  usual  manner. 
The  intrinsic  e.m.f  in  the  direction  BA  produces  an  electric  field 
intensity  with  the  general  direction  from  A  to  B  along  the  slider 
and  around  the  circuit,  both  within  and  without  the  conductor. 
The  lines  of  electric  intensity  divei^  from  the  upper  half  of  AB 
in  the  dielectric  and  convei^e  upon  the  lower  half.  Hence,  since 
R  =  WEH  sin  0,  the  electromagnetic  energy  generated  in  AB 
moves  cmtwards  from  AB  and  toward  its  ends,  then  contracts 
upon  the  rest  of  the  circuit,  all  the  energy  being  finally  dissipated 
in  heat.  While  the  energy  is  moving  outward  through  the  con- 
ductor AB  a  part  of  the  energy  is  dis^pated  owing  to  the  resist- 
ance of  AB,  not  all  the  energy  developed  in  AB  reachii^  the 
dielectric. 

9.  A  Concentrated  Electric  Charge  in  the  Preienee  of  a  Concen- 
trated Ka^etio  Pole.  If  the  charge  and  pole  are  concentrated 
at  two  points  A  and  B,  respectively,  and  if  the  energy  flux  den- 
sity is  given  by  ^EH  sin  6,  the  energy  stream-lines  are  circles 
about  AB  and  AB  produced  as  axis.  Since  both  fields  are 
purely  static  in  this  case,  however,  there  is  no  reason  to  believe 
that  any  flow  of  enei^,  even  in  closed  tubes,  exists.  To  recon- 
cile this  view  with  Poynting's  theorem,  we  have  only  to  remem- 
ber that  the  energy  flux  density,  in  the  general  case,  is  yEH 
sin  8  plus  a  circuital  flux  density  a,  and  to  suppose  that  in  the 
present  case  a  =  —  VEH  an  ^,  or  R  =  o. 

10.  Electric  Kadiation.  Electric  Waves.  The  damping  of  the 
mechanical  vibrations  described  in  §  45,  III.,  C,  XIII.,  was  as- 
sumed to  be  due  wholly  to  friction.  A  vibrating  mechanical 
system,  however,  unless  completely  surrounded  by  a  perfect 
vacuum,  which  is  not  possible,  will  set  the  adjacent  parts  of  the 
surrounding  medium  into  vibration,  thus  emitting  a  train  of  waves 
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Owing  to  theener^  thus  radiated  to  the  surrounding  medium, 
the  motion  of  the  system  will  be  damped,  and  the  damping  so 
caused  may  greatly  exceed  the  damping  due  to  friction.  This  is 
true,  for  example,  in  the  case  of  a  vibrating  air  column,  most 
of  whose  energy  is  emitted  in  waves  of  sound. 

Other  things  being  equal,  it  is  clear  that  the  damping  due  to 
ladiation  will  be  greater  the  greater  the  surface  communicating 
the  energy  to  the  surrounding  medium. 

The  damping  of  the  electrical  oscillations  discussed  in  §  43  C, 
XIII.,  was  also  assumed  to  be  due  wholly  to  the  dissipation  of 
energy  by  resistance.  But  since  the  electromagnetic  field  of  the 
system  extends  into  all  space,  it  is  evident  that  when  its  oscil- 
lations, or  variations  in  the  nearer  portions  of  its  electromagnetic 
field,  occur,  a  train  of  electromagnetic  waves  must  be  emitted  by 
the  system  and  propagated  into  space,  and  that  the  oscillations 
will  therefore  be  damped  owing  to  the  energy  thus  radiated. 
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Other  things  being  equal,  it  is  clear  that  the  damping  due  to 
radiation  will  be  greater  the  farther  into  space  the  stronger  parts 
of  the  system's  electric  and  magnetic  iields  extend.  Thus  the 
system  shown  in  Fig.  141,  in  which  the  fields  spread  far  out  into 
the  surrounding  dielectric,  is  a  good  radiator,  the  damping  due  to 
radiation  being  so  great  that  only  a  few  oscillations  are  com- 
pleted ;  while  a  system  such  as  that  of  Fig,  142,  whose  electric 
field  is  confined  almost  wholly  to  the  region  AB,  and  whose 
magnetic  field  is  confined  almost  wholly  to  the  region  CD,  is  a 
good  vibrator,  but  a  poor  radiator,  its  energy  being  completely 
radiated  into  space  and  dissipated  in  its  resistance  only  after  the 
execution  of  many  oscillations. 
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At  a  considerable  distance  from  an  electrical  oscillator  the 
electromagnetic  waves  crossii^  a  limited  area  will  be  approxi- 
mately plane,  just  like  the  soundwaves  emitted  by  a  vibrating 
bell  or  diapason. 

In  the  electromagnetic  wave  train  emitted  by  a  symmetrical 
"dumb-bell"  oscillator  like  that  of  Fig,  I41,  consisting  of 
spheres  at  the  ends  of  circulaC  cylindrical  rods,  it  is  obvious  that 
at  any  point  the  electric  intensity  will  lie  in  the  plane  containing 


clfflJUHSJ 


the  point  and  passing  through  the  axis  of  the  oscillator,  and 
the  magnetic  intensity  will  lie  in  the  plane  perpendicular  to  the 
axis,  both  intensities  being  perpendicular  to  the  direction  of  propa- 
gation of  the  waves  by  Poynting's  theorem. 

Such  a  wave  train  passing  through  a  given  point  at  which  the 
electric  and  magnetic  intensities  oscillate  in  fixed  planes  is  said 
to  be  plane  polarised. 

Electromagnetic  waves  can  also  be  developed  by  means  of  the 
convection  of  electric  charges  or  magnetic  poles.  Thus  if  two 
equal  spheres,  with  equal  and  opposite  charges,  are  made  to 
approach  and  recede  from  one  another  alternately,  a  wave  system 
very  similar  to  that  of  the  "  dumb-bell "  oscillator  will  \xl  emitted. 

Also,  if  a  system  consisting  of  two  equal  spheres  with  equal 
and  opposite  charges,  mounted  upon  an  insulating  rod,  is  rotated 
uniformly  about  an  axis   passing  perpendicularly  through  the 
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center  of  the  rod,  another  interesting  and  important  wave  system 
will  be  emitted.  At  any  point  along  the  axis  of  revolution  each 
intensity,  always  perpendicular  to  this  axis,  remains  constant  in 
magnitude,  but  passes  uniformly  through  all  azimuths  during 
every  revolution.  The  radiation  along  the  axis  is  therefore  said 
to  be  circularly  polarised.  At  all  points  in  the  plane  of  revolu- 
tion of  the  centers  of  the  spheres,  the  radiation  is  plane  polarised. 
At  points  not  in  this  plane  and  not  on  the  axis  of  revolution, 
each  intensity  passes  uniformly  through  all  azimuths  during  each 
period,  reaching  a  minimum  and  a  maximum  value  twice  each, 
but  never  becoming  zero,  and  the  radiation  is  therefore  said  to  be 
slliptically  polarised.  The  first  and  second  cases  are  particular 
cases  of  the  third. 

On  the  electron  theory,  waves  of  light,  which  are  electromag- 
netic waves  of  extremely  short  wave-length  and  period,  are  devel- 
oped by  the  vibrations  of  the  electrons,  that  is  by  electric  con- 
vection, within  the  atom. 

For  the  continuous  production  of  electric  waves,  or  rather  for 
the  rapid  production  of  successive  trains  of  such  waves,  the  two 
conductors  of  the  oscillator  are  connected  permanently  to  the 
terminals  of  an  electrical  influence  machine  or  induction  coil  in 
operation,  as  shown  in  the  figures.  Every  time  the  voltage  be- 
tween the  terminals  of  the  oscillator  reaches  a  certain  value,  the 
insulating  properties  of  the  dielectric  break  down  along  a  line 
between  the  terminals,  and  the  oscillations  occur,  the  path  of  the 
current  being  evident  from  the  spark.  With  the  cessation  of  the 
oscillation  the  insulation  is  restored,  the  voltage  again  increases,  a 
spark  occurs,  another  wave  train  is  emitted,  and  so  on  indefinitely. 

For  the  detection  of  electric  waves,  any  sufficiently  sensitive 
electric  vibrator  may  be  employed.  When  used  for  this  purpose, 
such  an  electrical  system  is  called  a  resonator.  One  of  the  com- 
pionest  forms  of  resonator  is  the  dumb-bell  form,  similar  to  the 
dumb-bell  vibrator.  Fig.  141,  but  with  a  shorter  spark  gap  E. 
If  such  a  resonator  is  placed  in  a  region  traversed  by  electric 
waves  with  the  rods  Ep  parallel  to  the  direction  of  the  electric 
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intensity,  or  in  any  direction  not  perpendicular  to  the  intensity, 
an  e,m.f.  of  the  same  kind  as  that  of  the  vibrator  will  be  im- 
pressed upon  the  resonator  parallel  to  its  length,  and  oscillations 
will  be  set  up  therein.  If  the  maximum  value  of  the  voltage  de- 
veloped between  the  terminals  of  the  spark  gap  E  is  sufficient, 
the  insulator  within  the  gap  will  break  down  and  the  oscillations 
of  the  resonator  will  become  manifest  by  the  passage  of  a  spark. 
This  effect  will  be  a  maximum  when  the  rods  EFare  parallel  to 
the  electric  intensity  of  the  waves,  and  zero  when  they  are  per- 
pendicular to  this  intensity.  For  a  given  angle  between  the 
electric  intensity  and  the  axis  of  a  resonator,  the  effect  will  also 
be  a  maximum  when  the  period  of  the  resonator  is  equal  to  that  ' 
of  the  waves  (or  that  of  the  vibrator),  in  accordance  with  the 
principles  of  §  44,  XIII.  One  tuning  fork  set  into  resonant  vi- 
bration by  the  waves  from  another  in  unison  is  an  exact  mechan- 
ical anal<^ue. 

The  sensitiveness  of  a  resonator  can  be  greatiy  increased,  or 
the  minimum  intensity  for  which  it  will  give  noticeable  indications 
greatly  diminished,  by  the  addition  of  any  one  of  several  devices. 

One  of  the  most  effective  and  widely  used  of  these  adjuncts 
is  the  coherer  of  Branly.  This  consists  of  a  small  glass  tube 
plugged  at  the  ends  with  metallic  electrodes  and  loosely  packed 
with  metallic  filings,  or  other  small  pieces  of  metal.  The  elec- 
trodes are  connected  to  the  resonator,  usually  on  opposite  sides 
of  the  spark  gap,  and  also  to  the  terminals  of  a  circuit  contain- 
ing a  batteiy  and  a  galvanometer  or  other  current  indicator. 
Before  the  incidence  of  electric  waves  upon  the  resonator,  the 
electric  resistance  of  the  coherer  is  very  great  and  only  a  very 
small  current  traverses  the  galvanometer.  But  when  oscillations 
are  set  up  in  the  resonator  by  the  impact  of  electric  waves,  the 
resistance  of  the  coherer  is  greatly  diminished,  and  the  current 
through  the  galvanometer  is  therefore  greatly  increased.  The 
resistance  of  the  coherer  retains  its  reduced  value  after  the  cessa- 
tion of  the  waves,  but  the  original  high  resistance  can  be  imme- 
diately restored  by  tapping  the  instrument  with  a  light  hammer. 
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In  practice  this  is  done  by  a  continuously  operating  hammer 
driven  electrically  by  a  separate  circuit.  The  diminution  of  re- 
sbtance  on  which  the  action  of  the  coherer  depends  is  probably 
brought  about  by  the  welding  together  of  the  metallic  particles 
on  the  passing  of  very  minute  sparks  between  them  when  even 
very  feeble  oscillations  are  set  up  in  the  resonator.  When  the 
particles  are  shaken  apart  by  the  hammer,  the  resistance  goes 
back  to  its  previous  magnitude. 

An  indication  of  the  relative  magnitude  of  the  electric  intensity 
is  given  by  the  maximum  distance  between  the  spark  gap  termi- 
nals of  the  resonator  (which  are  made  adjustable  when  the  in- 
strument is  used  for  this  purpose)  at  which  sparking  will  occur ; 
or,  if  a  coherer  is  employed,  by  the  diminution  of  resistance,  or 
increase  of  galvanometer  current,  produced. 

For  a  detailed  account  of  the  theory  of  electric  waves  and 
oscillations  and  of  the  extensive  experimental  investigations  (in 
full  accord  with  the  theory)  upon  the  subject,  the  reader  is  re- 
ferred to  Poincare's  Les  Oscillations  &ectriques,  J.  J.  Thomson's 
Recent  Researches  in  Electricity  and  Magnetism,  Winckelmann's 
Handbuch,  and,  for  recent  digests,  to  the  Rapports  of  the  Inter- 
national Congress  of  Physics,  Vol.  II.  The  most  complete  treat- 
ment of  the  theory  of  the  propagation  of  waves  along  wires  is  con- 
tained in  Heaviside's  Electromagnetic  Theory  and  Electrical  Papers. 
For  the  electromagnetic  theory  of  light,  see  Drude's  Optik. 

The  following  paragraphs  contain  the  theory  of  some  of  the 
simplest  and  most  fundamental  phenomena  of  electric  waves. 

11.  The  Propagation  of  Eleotroma^etio  SUtiubaiioea  in  a  ITon- 
Conducting  Dielectric  Containiiig  no  Other  Electric  or  Hagnetio 
Field!  than  Those  of  the  Siitnrbance  Itielf.  In  this  case  the 
electric  convection  and  conduction  current  densities  are  zero,  and 
e  and  /*  are  constant  in  space  and  time.  Hence  the  first  and 
second  laws  of  circuitation  are 

i  =  dDjdt  =  cdEjdt  =-  curi  H  ('  1 1 ) 

and 

-  dBjdt  ^^^fidHjdt  =  curl  E  (12) 
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(l  l)  is  equivalent  to  the  three  component  equations 

cdE^jdt  =.  dHJdy  -  dHJde  (a) 

cdEJdt  =  dHJd!!~dH^(dx  {b)       (13) 

cdE^jdt  =  dHJdx  -  dH.jdy  (c) 

and  (12)  is  equivalent  to  the  three  equations 

-  ^HJdt  -  dEJdy  -  dEJdz  (<jy 

-  itdH^jdt  —  dEJds  -  dE^jdx  {d)       (14) 

-  pdH^ldt^dE^ldx—  dE^ldy  {c) 

Simple  Plane  Wave.  We  shall  consider  first  only  the  simplest 
of  plane  polarised  electromagnetic  waves,  viz.,  a  disturbance  in 
which  everywhere  £,  =  £i  =  o,  and  £i(—  £')  is  independent  of 
X  and  y,  or  has  the  same  magnitude  and  direction  at  all  points 
of  any  plane  distant  z  from  XY  plane,  i.  e.,  a  plane  polarised 
plane  wave.     In  this  case  (13)  {a)  becomes 

dDJdt{«^  dDjdt)  =  cdEJdt{=  cdEjdt)  =  -  dHJdz     (15) 

since  the  magnetic  intensity  must  be  independent  of  x  and  y  when 
the  electric  intensity  is  independent  of  x  and  y ;  and  (14)  (^  be- 
comes 

dBJdl  =  lidHJdt=-dE^lds  (16) 

Differentiating  (15)  with  respect  to  /  and  (16)  with  respect  to 
g,  and  combining  the  resulting  equations,  we  obtain 

d*E^ldt*^  ilcti.d*E,jd^  (i;) 

°'  d^D^fdt'^i/c^d'DJds'  (18) 

Differentiating  (ij)  with  respect  to  e  and  (16)  with  respect  to 
/  and  combining  the  resulting  equations,  we  obtain 

d'HJdt*  =i/cn-  d*I/Jdis'  (19) 

°'  d*BJdt^  =ijcfu-  d'BJd^  (20) 

These  four  equations  have  all  the  same  form  and  show  that 
the  electric  and  magnetic  intensities  and  inductions  are  propa- 
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gated  in  a  direction  parallel  to  the  axis  of  Z  with  the  velocity 

»-  i/(f/*)'  (21) 

To  demonstrate  this,  we  have  only  to  obtain  the  general  solu- 
tion of  one  of  the  equations.  Choosing  (17),  introducii^  two 
new  variables 

and 

b  =  a  -^-vt 

where  v  is  given  by  (2r),  and  eliminating  z  and  /  from  (17)  by 
means  of  these  equations,  we  have 

d'EJdadb  -  o,  or  djda  {dE^jdi)  =  djdi  {dEJda)  -  o 
Hence  dE^jda  is  a  function  of  a  only,  and  dEJdb  is  a  function 
of  b  only.     Therefore  £,  consists  of  the  sum  of  two  terms,  one 
a  function  of  a  only,  and  the  other  a  function  of  6  only.     Thus 
the  general  solution  of  (17)  is 

£,  -  Fix  ~  vt)  +  Fj^s  +  vt)  (22) 

where  F^(z  —  vi)  and  FJ^z  ■+  vt)  are  arbitrary  functions  of  (s  —  vt) 
and  {e  +  vt),  respectively.  Either  function  may  be  zero,  but 
neither  can  be  constant  or  contain  a  constant  term,  since  a  con- 
stant field  is  excluded  by  the  conditions  assumed  above. 

F^(z  —  vt)  represents  a  disturbance  in  the  dielectric  traveling 
unchanged  in  form  in  the  positive  direction  of  Z  with  the  velocity 
V.     For  at  the  time  t-i-f,F,  has  the  same  value 

F,  [(s  +  vf)  -v{i+  f)']  -  F,(s  -  vt) 
at  the  plane  whose  Z  coordinate  is  s  -i-vt'  which,  at  the  time  /, 
it  had  at  the  plane  whose  Z  coordinate  is  z. 

Similarly,  F^(s  +  vt)  represents  a  disturbance  traveling  in  the 
negative  direction  of  Z  with  the  same  speed  v. 

At  the  time  t=  o,  (22)  gives 

£.-A-,(<.)  +  F,(<r)  (23) 

If  at  the  time  /=  o,  dEJdl=  o,  or  the  initial  electric  field  is 
static,  (22)  gives  also 
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Hence  we  have  at  the  time  ^  k  o  in  this  case,  by  integrating 
(24)  and  making  use  of  (23), 

there  being  no  constant  of  integration,  since  there  is  no  penna- 
nent  field. 

As  an  example,  suppose  that  at  the  time  /  =  o,  £,  =  D^/c  = 
2A  cos  zirzjL  between  the  limits  «  =  +  i/4  and  ^  =  —  Lj^, 
and  £[  =  o  everywhere  else  ;  also  that  at  the  same  time  dEJdt 
=  o  everywhere.     Then 

F^{e)  =  A  cos  27r.?/Z  =  Fie)  =  f{a) 
and  at  any  time  t 

E,  =  E=  /•(j  -  vt)  +  F{z  +  vt) 

=  A  cos  27r/Z ■i^s~vf)+A  cos  2ir jL  {s  ^vt) 
Thus  at  the  time  t=^Q  the  initial  static  displacement  or  in- 
tensity divides  up  into  two  equal  waves,  one  running  in  the  posi- 
tive direction  of  Z  with  the  speed  v,  and  the  other  running  in  the 


negative  direction  of  Z  with  the  same  speed.  At  the  time  t  the 
intensity  is  zero  everywhere  except  between  the  planes  z  =  vi 
+  L/4  and  s^vt  —  Lj/^  and  between  the  planes  n  =  —  (vt  + 
Z/4)  and  z  =  —  (vt  —  L/4).  The  initial  dbturbance  and  the 
disturbance  at  the  time  t  are  shown  in  Fig,  143, 
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IS.  The  Balation  Between  E  and  H  in  the  Bleotroma^netio 
Wave.  From  the  exact  similarity  in  the  form  of  equations  (17) 
and  (19)  it  is  now  evident  that 

^.  -/i(^  -  »0  +/,(-^  +  v^  (26) 

where  /,  and  /,  are  arbitrary  functions  of  (s  —  vf)  and  (s  +  vt), 
respectively. 

//",  is  the  total  magnetic  intensity.  For  since  E^  =  E^  =  o, 
and  fj  J-  £  is  independent  of  x  and  y,  (14),  (a)  and  (c)  become 

-  iidHJdt  ~  -  i^HJdt  =  o 
which  gives 

the  constant  of  integration  being  zero,  since  there  is  no  perma- 
nent field. 

The  arbitrary  functions  /,  and  /,  are  closely  related  to  F^  and 
F^  as  will  appear  from  the  following  deduction  of  //^*~  11  from 
(16)  and  (22).     From  (16)  we  have 

/^,(=  //)  =  -  il^fdE^jdzdt  (27) 

there  being  no  constant  of  integration.     Consider  the  disturbance 

£,  =  F^iz  -  vt)  (28) 

traveling  with  the  velocity  v  in  the  positive  direction  of  Z.     Dif- 
ferentiation of  (28)  gives 

dEJd^~F^'(^~v/) 

which,  substituted  in  (27),  gives  for  the  disturbance/,  connected 
with  Ff 

ff,  -/,(*  ~vt) i/l*fF^'(2  -vtya 

—  ilfivJdF^iz  —  vt)ldt  dt  —  ijnv  ■  F^(s  —  vf) 

In  exactly  the  same  way  we  obtain  for  the  disturbance  ^  con- 
nected with  F^ 
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H,  -»//«  +  */)  =  I  /K  -  ^')  ■  PI"  +  e-O  -  -  i/>v  ■  Fj^a  +  vi)  (30) 

which  is  exactly  analogous  to  (29),  since  the  velocity  of  the  dis- 
turbance/,(^  +  vt)  and  F^s  +  »^  is  —  v. 

Thus  in  the  general   case,  when   E^E^  is  given  by  (22), 

H-H,  -fif-vt)  +flz  +  vt) 

-im-  [^,(^  -  VI)  -  Fl,  +  «)]        '■^  ' 

/,  (g  —  v()  +/Jig  +  vt),  for  the  times  r  =  o  and  /  —  J",  is  shown 
in  Fig.  143  for  the  case  in  which  F^iz)  —  F^s)  —  A  cos  iirsjL. 
Since  f^(s)  —  —fti^)  ==  cvF^{e),  the  initial  magnetic  disturbance 
is  zero. 

With  due  regard  to  the  directions  as  well  as  to  the  magnitudes 
of  the  electric  and  magnetic  intensities  and  the  velocity  of  the 
electromagnetic  disturbance  {F^  and  /„  or  F^  and  f^,  which  will 
be  denoted  by  v,  both  (29)  and  (30)  give  the  relations 

H^~.H)=~  cWvE,  =  cNvE=  NvD  (32) 

and 

£!(  =  .£)  =  iNH^'  .=  iiNHv  =  VBv  (33) 

since  t'  —  i  /c/a. 

Quantitatively,  either  of  these  equations  is  equivalent  to  the 
lelation 

i^H'-ice  (34) 

between  the  electric  and  magnetic  enei^y  densities. 

The  electromagnetic  energy  flux  density  at  any  point  of  the 

R  =  MEH  =  v{lcE*  +  l^H*)  (3  5) 

and  has  always  the  direction  of  the  velocity  of  the  wave. 

13.  A  Plane  Simple  Harmonic  Wave  Train.  As  another  ex- 
ample, we  shall  assume 

E=E^  =  Acos  2irfL  ■  (vt  —  s)  (36) 

Then  we  have 

ff=I/^  =  cvA  cos  2'!rfL-{yt  —  £)  (37) 
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The  relation  between  E,  H,  and  the  time,  for  the  plane  £  =  0, 
as  well  as  the  relation  between  £,  H,  and  e,  for  the  time  i^o, 
is  shown  in  the  curves  of  Fig.  144. 

The  electromagnetic  enet^  flux  density  at  the  time  i  across  a 
plane  distant  j;  from  the  XKplane  is 

R  =  V£/f  =  rvA'-  cos'  27r/Z  •  (vt  -  s)  {38) 

E  and  //"  being  given  by  (36)  and  (37). 


As  shown  by  the  equation,  R  is  always  positive  except  at 
points  at  which  £  and  H,  and  therefore  WBff^  R,  are  zero.  This 
is  of  course  obvious,  since  the  enei^y  travels  with  the  waves. 

The  mean  value  of  V  at  any  point  during  a  complete  period  is 

(R)  =  cvA*  X  mean  value  of  cos'  27r/Z,  ■  (vt  —  s) 

=  cvA*  X  mean  value  of  (39) 

J[l  —  cos  47r/Z(i'/  — ^)]  =,cvA}J2 

Since  in  a  pure  electromagnetic  wave  the  electric  and  magnetic 
intensities  travel  with  the  same  velocity  v,  the  above  result  may 
also  be  obtained  from  the  relation 

R  =  v{\cE*  +  Jm-^*)  =  ^E*  -  l^vH*  (40) 
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The  mean  value  of  £*  is  ^/2,  and  the  mean  value  of  H*  is 
£^A*J2.     Hence  (R)  =  cvA*J2,  as  before. 

14.  A  Plane  Eleotromagnetio  Wave  Traia  in  a  Non-oondacting 
Dielectric  Incident  and  Beflected  Vormally  at  a  Plane  Intei&oe 
Beparating  the  Dielectric  from  (1)  a  Perfect  Conductor  or  a  Di- 
eleotrio  of  Infinite  PermittlTity,  or  (2)  a  Per&ct  Inaolatcr  with 
Infinite  IndnotiTity.  ( i )  Reflection  from  a  perfect  conductor.  Let 
the  electric  intensity  in  the  incident  wave  train  be  denoted  by 
£,.  =  A  cos  {nt  —pa)  (41) 

the  incident  wave  being  propagated  in  the  positive  direction  of  Z. 

If  £,j  were  the  total  intensity,  the  intensity  at  the  interface 
would  be  A  cos  nt,  a  quantity  differing  from  zero  except  at  two 
instants  in  every  period.  But  since  the  conductivity  of  the  con- 
ductor, or  the  permittivity  of  the  second  dielectric,  is  infinite,  a 
finite  intensity  parallel  to  the  interface  would  necessitate  an  infi- 
nite current  in  the  conductor,  according  to  Ohm's  law,  or  an 
infinite  displacement  in  the  second  dielectric,  which  is  inadmis- 
sible. Hence  there  must  be  a  reflected  wave  train  whose  in- 
tensity  £„_ -^  cos  («/+/^)  (42) 

added  to  the  intensity  £,(  of  the  incident  train  makes  the  total  in- 
tensity 

£1  =  E^^  +  E^^~  A\cos  (nt— ps)  — cos (nt+ps)]       (43) 

a  quantity  equal  to  zero,  when  z-^o,  for  all  values  of  /. 
The  total  magnetic  intensity  is 

N^  =  //^+  Hj^=p/ fin  A  [cos  (ni~ps)  +  cos  (nt  +  ps)]   (44) 
Equations  (43)  and  (44)  may  be  written 

£^  =  2A  sin  nt  sin  p3  =  2A  sin  zirtjTsm  2ir3  j  L     (45) 
and 

H^  =  zApjfin  ■  cos  2wtj  T-  cos  2trsjL  (46) 

Thus  the  incident  and  reflected  wave  trains  interfere  to  produce 
a  system  of  standing  waves.     The  electric  nodes,  or  points  (planes) 
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at  which  the  electric  intensi^  and  displacement  are  permanently 
zero,  are  distant  from  the  interface  o,  LJ2,  L,  3X/2,  etc.;  and  the 
antinodes,  or  points  (planes)  at  which  the  electric  intensity  reaches 
its  maximum  and  minimum  values,  are  distant  from  the  inter- 
face Z/4,  3/./4,  etc. 

The  magnetic  nodes  have  the  positions  of  the  electric  antinodes 
at  distances  i/4,  3^/4,  etc.,  from  the  interface;  and  the  mag- 
netic antinodes  have  the  positions  of  the  electric  nodes  at  dis- 
tances o,  LJ2,  L,  etc.,  from  the  interface.  Thus  the  m^netic 
intensity  is  a  maximum  or  minimum  where  the  electric  intensity 
is  zero,  and  the  electric  intensity  is  a  maximum  or  minimum 
where  the  magnetic  intensity  is  zero. 

(2)  Reflection  from  a  perfect  insulator  with  infimte  inductivity. 
In  this  case  the  magnetic  intensity  at  the  interface  must  be  zero, 
since  otherwise  the  induction  {B  »=  (*H)  in  the  dielectric  with  infi- 
nite inductivity,  and  the  "magnetic  current,"*  would  be  infinite 
except  at  two  instants  in  every  period.  Therefore  the  magnetic 
intensities  of  the  incident  and  reflected  wave  trains  must  be  equal 
and  opposite  at  the  interface.  Hence,  if  we  use  the  nomenclature 
of  (i),  we  have 

H^  =  Apjfift  ■  [cos  (nt  —  pz)  —  cos  [nt  +  pz^ 
=s  7.Apl\m  ■  sin  2-7rt/  T-  sin  2-frsjL 
and  E^  =  A  [cos  {nt  —  pz)  +  cos  («/  +  psy] 

™  2  A  cos  2tTij  T-  cos  2irzfL 

Thus  the  interference  of  the  two  trains  of  waves  produces  a 
system  of  standing  waves  in  which  the  magnetic  nodes  and  the 
electric  antinodes  are  located  at  the  interface  and  at  distances 
Lf2,  L,  etc.,  therefrom,  while  the  magnetic  antinodes  and  electric 
nodes  are  located  at  distances  i/4,  3Z./4,  5A/4,  etc.,  from  the 
interface.  Thus  the  nodes  in  this  case  occupy  the  positions  of 
the  antinodes  in  (i),  and  the  antinodes  the  positions  of  the  nodes 
in  (I). 

'That  is,  the  rate  of  change  of  magnetic  flax,  b;  analogy  wilh  dielectric  current. 
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15.  The  Flu  of  Sner^  in  a  Syrtem  of  Standing  Wavei.  For 
the  electroniagnetic  enet^  flux  density  at  the  time  t  across  a 
plane  distant  s  from  the  XV  plane,  (45)  and  (46),  or  (47)  and 
(48),  §  14,  give 

R  —  V  E,/fj  ==  A^pjun  ■  sin  ^irlj  T  ■  sin  4vsjL 
=  cvA*  sin  ^irtjT  ■  sin  ^vslL 

since  «'/^  =  i^  =  1  jfic. 

Thus  R  is  permanently  zero  at  all  points  for  which  sin  ^nrzjL 
=  o,  that  is  at  all  electric  and  magnetic  nodes  (or  antinodes). 
At  any  point  between  an  electric  node  and  a  magnetic  node,  R 
goes  through  a  complete  cycle  of  positive  and  negative  values  in 
the  time  TJ2,  its  amplitude  being  greatest  at  points  for  which 
sin  ^irzjL  =  I,  that  is  points  half  way  between  electric  and  mag- 
netic nodes. 

At  any  instant  R  has  opposite  signs  on  opposite  sides  of  any 
node,  and  also  on  similar  sides  of  successive  nodes.  During  one 
quarter  of  a  period  the  enei^,  wholly  electrostatic  at  the  start, 
streams  from  the  electric  antinodes  (magnetic  nodes)  toward  the 
electric  nodes  (magnetic  antinodes),  being  completely  trans- 
formed into  magnetic  energy  at  the  end  of  the  quarter  period. 
During  the  next  quarter  period  the  energy,  wholly  magnetic  at 
the  beginning,  streams  from  the  magnetic  antinodes  toward  the 
electric  antinodes,  being  completely  reconverted  into  electro- 
static eneigy  at  the  end  of  the  quarter  period.  The  enei^y 
density  has  now  everywhere  the  same  value  as  a  half  period 
earlier,  but  the  sign  of  the  electric  intensity  is  everywhere  oppo- 
site. During  the  next  half  period  the  same  energy  transfer  and 
transformations  occur,  and  at  its  close  the  electric  intensity  and 
the  energy  density  have  the  same  values  as  at  the  beginning  of 
the  period. 

16.  The  Fropagatioii  of  a  Plane  Simple  Hannonio  Ware  Train  in 
a  Condncting  Kedium  Containing  no  Other  Electoomagnetie  Field 
than  That  of  the  Wave  Train.     In  this  case  we  have 
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»■=*£+  cdEfdt  =  curl  H  '      (50) 

*"  ~  ^/f/dt  =  curl  £  (51) 

from  which  the  six  component  equations  can  be  easily  written 
down. 

From  these  equations,  by  a  process  exactly  analogous  to  that 
carried  out  in  §  1 1,  we  obtain  for  the  simple  case  in  which  £,  = 
^  =  o,  and  £,  =  £■  is  independent  of  t  and  j/, 

kiuiE^fdt  +  ti^d*E^ldt*-d*E,jds'  (52) 

and  a  similar  equation  for  H^  the  other  components  of  H  being 
zero. 

To  solve  (52)  for  the  simple  case  of  a  harmonic  wave  train  of 
given  period  T,  or  given  wave-length  L,  progressing  in  the  posi- 
tive direction  of  Z  with  the  velocity  v  (to  be  determined),  assume 
£,  =  £=^r— cos  2ff/Z(z'/-£)  (53) 

For  the  sake  of  brevity  put 

nsspv=:  Zirj  7"—  Zirvj L  (54) 

then  (53)  becomes 

E^  — E=~Ar"  cos  (nt  —  ps)  (55) 

The  damping  factor  e~"  is  inserted  on  account  of  the  dissipat- 
ing effect  of  resistance,  m  being  a  quantity  to  be  determined. 

Substituting  for  E^  in  (52)  its  value  as  given  by  (55),  and 
equating  to  zero  separately  the  coefficients  of  sin  (nt—ps)  and 
cos  (nt  —  ps)  in  the  resulting  equation,  we  obtain  as  the  condi- 
tions that  (55)  may  be  a  solution  of  (52), 

—  «*AIC  —  OT*  -f-  /  =  o 
and  —  fini  +  2mp  —  o 

Hence      «- «{-/k:/2  +  [(^/2)*  +  (M/2»)*]*}*  (56) 

and  /-k{/«7/2+  [(/fc:/2)»  +  (M/2a)*]»}*  (57) 

both  vt  and  p  bdng   positive  quantities,  since   the   waves  are 
damped  and  since  they  progress  in  the  positive  direction  of  s. 
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From  {54)  and  (57),  the  velocity  of  the  waves  ts 

^_,//._l/{,^/2+[(/^/2)-  +  (M/2»)T}'         (S8) 

being  thus  a  function  of  »  as  well  as  of  fi,  c,  and  k. 
The  total  magnetic  intensity  is 

//■=  /^,=  -  ijuj'dEJdzdt 
' m=  A /  fin ■  e-"lJ' cos  (nt  —  ps)  +  wsin  («/—/*)] 

If  we  put 

p  ^  N  cos  Q  and  m  =  N  ?ATi6 
we  have 

and 

6~  t&n-^m/p 

By  means  of  these  equations  (59)  may  be  written 

ff^=^  A(^  +  p^* I fiM- cos  (ni—fs~e)  (60) 

For  good  conductors,  such  as  liquid  electrolytes  and  metals, 
the  ratio  {ficJ2)j{iik}2n)  ^  cnfk  is  exceedingly  small  except  for 
enormous  values  of  «.  Thus,  even  for  so  great  a  value  of  w  as 
10*,  cnjk  for  common  aqueous  solutions  of  salts  and  adds  is  of 
the  order  io~*,  and  for  metallic  conductors  is  too  small  to  have 
been  detected  by  experiment.  For  good  conductors,  therefore, 
we  may  write  without  sensible  error,  except  for  enormous  values 
of  «, 

«(=/=.  n{fi^J2ny  =  {nkn}2f 
and 

6  =  tan~'  mjp  -■  tan~'  l  «  trj^.  (61) 

(SS)  and  (59)  thus  become 

£j  =  ^f-(»'*-«)*'  cos  n[t  -  (M/2«)»^]  (62) 

and 

H^  =  v4(*//*»)t^<''*-«)*'  cos  {n\t  -  (/*.&/ 2«)*^]  -  «-/4}    i^i) 
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The  velocity  of  the  wave  train  in  the  conductor  is 

v=njp  =  (2»/M)*  (64) 

The  relations  between  E^  =  E,  H^  =  H,  and  z  at  the  time 
/  =  o,  are  similar  to  the  relations  between  q,  !,  and  t.  Fig.  1 1 9. 

At  a  distance  z  from  the  origin  the  amplitudes  of  the  electric 
and  magnetic  intensities  are  less  than  their  amplitudes  at  tlie 
origin  in  the  ratio  r^*«rt)*' to  i.  The  distance  i}m=  (2//t*«)*, 
in  which  the  amplitude  of  either  wave  is  reduced  to  i  je  of  its 
value  at  the  origin,  is  called  the  relaxation  distance  for  the  given 
medium  and  the  given  value  of  w.  The  distance  in  which  the 
amplitude  of  either  intensity  falls  to  any  fraction  of  its  value  at  the 
origin  is,  like  the  relaxation  distance  \  jtn,  inversely  proportional 
to  /*,  k,  and  n.  Thus  if  /*,  k,  or  «  is  very  great  the  intensity  of 
the  waves  falls  off  very  rapidly.  If  either  k,  /t,  or  «  is  infinite, 
that  is  if  the  conductor  is  a  perfect  conductor,  its  inductivity  in- 
finite, or  the  frequency  of  the  waves  infinite,  all  ideal  cases,  the 
electromagnetic  disturbance  does  not  enter  the  conductor  at  all. 
Thus  a  perfect  conductor  or  a  medium  of  infinite  inductivity 
would  form  a  perfect  electric  and  magnetic  screen  in  either  a 
static  or  a  variable  electric  or  magnetic  field. 

For  copper,  when  «  =  2ir  x  100,  m  =  'irJ2  approximately. 
In  this  case  the  amplitudes  of  the  intensities  are  reduced  to  the 
fractions  0.208,  0.043,  ^"'^  '^^  ^zn  i/S^^  ^^  origin  values  at 
the  distances  i,  2,  and  4  cms.,  respectively,  from  the  origin. 
When  n=  2TT  X  1,000,000,  m  =  Son-  approximately,  and  the 
amplitudes  are  reduced  to  less  than  1/6,000,000  the  origin 
values  in  going  a  distance  of  I  mm. 

In  the  case  of  iron,  if  /t  =  1 000,  m  =  20,  approximately,  when 
«  »  2ir  X  100.  The  amplitude  of  either  intensity  falls  off  to 
about  thirteen  hundredths  and  one  twenty-thousandth  part  of 
the  value  at  the  origin  in  traversing  the  distances  i  mm.  and 
5  mm.,  respectively.  When  «  =  2Tr  X  1,000,000,  m  -=  2000  ap- 
proximately, and  the  amplitudes  fall  off  in  i/io  mm.  to  about 
one  five  hundred  millionth  part  of  their  values  at  the  origin. 
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These  examples  are  given  by  J.  J.  Thomson,  Elemenis  of  tlu 
Maihetniuical  Theory  of  Electricity  and  Magtutism,  p.  418. 

17.  The  Propagation  of  an  Electromsgnetio  Flold  into  a  Con- 
dsoting  Cylindor.  The  magnetic  field  of  a  long  circular  solenoid 
traversed  by  a  steady  current  is  described  in  §  20,  XII.  The 
electric  field,  if  the  resistance  of  the  solenoid  is  small,  is  weak, 
and  the  only  flux  of  energy  into  the  solenoid  is  the  flux  develop- 
ing the  Joulean  heat  in  the  wire.  In  what  follows  the  resistance 
of  the  solenoid  will  be  supposed  very  small  and  its  counter  e.m.f, 
n^ligible  in  comparison  with  the  e.m.f.  of  induction.  The  radius 
of  the  solenoid  will  be  denoted  by  a. 

If  the  magnetic  flux  through  the  coil  varies,  that  is  if  tubes  of 
magnetic  induction  move  outwards  or  inwards,  an  electric  field 
will  be  developed  within  and  without  the  solenoid.  The  lines  of 
electric  intensity  will  be  circles  centered  on  the  axis  in  planes 
perpendicular  thereto,  and  the  e.m.f.  around  any  circle  of  radius  r 
will  be  given,  in  magnitude  and  direction,  by 

2-rrrE  —  —  d<^jdt 
where  d^jdt  is  the  rate  at  which  magnetic  flux  in  the  positive 
direction  crosses  the  circle  inwardly,  or  by 

2irrE  =  ZTtr^Bu 
where  »  is  the  velocity  of  the  tubes  of  magnetic  induction  at 
the  circle  of  radius  r.     The  electric  intensity  is  always  zero  on 
the  axis. 

The  energy  flux  density,  whose  direction  coincides  with  the  di- 
rection of  motion  of  the  electric  and  magnetic  tubes,  is  .ff  =  NEH, 
which  is  always  radial,  toward  or  from  the  axis. 

If  now  an  alternating  e.m.f.  acts  upon  the  coil,  the  electric  and 
magnetic  inductions  will  be  propagated  inwards  and  outwards 
alternately,  the  direction,  as  well  as  the  direction  of  motion,  of 
each  being  reversed  once  every  half  period. 

If  the  period  of  the  alternation  is  lai^e,  so  that  the  distance 
traversed  by  the  tubes  of  induction  daring  one  period  is  great  in 
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comparison  with  the  radius  of  the  solenoid  and  the  radii  of  all 
circles  of  electric  intensity  considered  (all  supposed  small  in  com- 
parison with  the  length  of  the  solenoid),  the  magnetic  induction 
will  have  sensibly  the  same  value  throughout  the  solenoid  at  any 
instant.  The  electric  intensity  at  a  distance  r  from  the  axis  will 
be  approximately 

E-  ~  irt^jir<^-  {d<b jdt)J2trr  ~  t{^ I dt) 1 2irt^ 

if  r  b  less  than  a  ;  and 

E~  ~  {d^jdf)J2irr 

if  /-  is  greater  than  a ;  ^  being  total  flux  in  the  positive  direction 
through  the  solenoid  at  the  time  i. 

If  the  period  of  the  alternation  is  small,  so  that  the  distance 
traversed  by  the  tubes  during  one  period  is  of  similar  magnitude 
to  that  of  the  radius  of  the  solenoid,  then  the  magnitude  and 
direction  of  both  intensities  will  vary  with  r. 

If  in  addition  the  core  of  the  solenoid  is  a  conductor,  or  if  it 
exhibits  hysteresis,  or  both,  as  when  made  of  iron,  then  the 
energy  of  the  tubes  will  be  partly  dissipated  during  their  propa- 
gation in  the  core.  Hence,  since  the  direction  of  each  intensity 
is  periodically  reversed,  the  amplitude  of  the  magnetic  intensity 
as  well  as  that  of  the  electric  intensity,  will  steadily  diminish  as 
the  axis  is  approached. 

If  the  radius  of  the  core  is  great,  or  the  curvature  of  its  surface 
small,  the  law  of  the  diminution  of  the  intensities  with  the  dis- 
tance from  the  surface  is  approximately  the  same  as  that  deduced 
for  a  conductor  traversed  by  plane  waves,  §  16,  the  ratio  of  the 
amplitude  of  either  intensity  at  the  distance  s  from  the  surface  to 
its  surface  value  being  approximately  ^t"***)*!^! 

Precisely  the  same  form  of  reasoning  applies  to  the  propaga- 
tion of  an  alternating  electromagnetic  field  into  the  cylindrical 
conductor  of  §  3. 

The  same  form  of  reasoning  also  applies  to  a  cylindrical  con- 
ductor (§  6)  to  whose  surface  the  electric  intensity  is  not  parallel, 
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since  the  parallel  component  only  is  concerned  in  the  propagation 
of  energy  into  the  conductor. 

Thus  a  rapidly  alternating  current  is  not  distributed  unifomily 
throughout  the  conductor,  but  is  more  or  less  concentrated  near 
its  surface.  This  increases  the  resistance  of  the  conductor,  and 
decreases  its  inductance,  the  former  being  greater  the  less  the 
area  of  the  section  across  which  the  current  flows,  and  the  latter 
being  less  the  thinner  and  farther  from  the  axis  the  walls  of  the 
tube  through  which  the  principal  part  of  the  current  now  flows 
[5  21,(2),  XIII.]. 

In  the  case  of  a  very  thin  wire,  all  points  of  the  surface  are 
very  near  to  the  axis,  hence  both  the  above  efllects  arc  small. 

IS.  The  Fropagfttion  of  Waves  Along  Wirea.  Since  the  elec- 
tromagnetic waves  discussed  in  §§11—15  ^^e  propagated  un- 
changed at  right  angles  to  the  intensities,  it  is  clear  that  the 
results  there  obtained  hold  good  for  any  plane  plane  polarised 
wave,  whether  the  wave  front  is  infinite  or  not  and  whether  the 
direction  of  E  (as  well  as  that  of  N)  is  the  same  for  all  parts  of 
the  wave  front  or  not. 

Thus  they  apply  to  plane  waves  prop^ated  between  two 
parallel  perfectly  conducting  planes,  or  to  waves  propagated 
along  two  parallel  perfectly  conducting  cylinders  concentric  like 
those  of  §§  22,  XIII.,  and  i,  or  side  by  side  like  those  of  §  24, 
XIII.  That  the  electric  and  magnetic  intensities  of  these  systems 
are  perpendicular  at  any  point  in  the  case  of  electric  waves  as  in 
the  case  of  a  steady  current  is  apparent  from  previous  discus- 
sions without  reference  to  (32)  or  (33),  §  12, 

If  the  resistance  of  the  conductors  is  not  zero,  but  small,  the 
relations  deduced  in  the  articles  referred  to  above  will  apply 
approximately.  Thus  electric  waves  travel  along  wires  of  small 
resistance  surrounded  by  a  given  medium  with  approximately  the 
same  velocity  as  in  free  space  containing  the  same  medium. 

If  the  two  wires  are  joined  at  the  end  remote  from  the  oscil- 
lator by  a  large  plane  conductor  perpendicular  to  their  lengths. 
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or  even  by  bending  them  t(^ether,  a  system  of  standing  waves, 
resembling  that  of  §  14,  (l)  will  result,  with  an  approximate 
electric  node  and  magnetic  antinode  at  this  end. 

If,  on  the  other  hand,  the  wires  are  insulated  from  one  another 
at  this  end,  a  system  of  standing  waves,  resembling  that  of  |  14, 
(2)  will  result,  with  an  approximate  m^^netic  node  and  electric 
antinode  at  this  end. 

19.  Mechanical  Aaalogne  of  an  El60troinagn«tio  Ware.  Waves 
in  FrictionlsBi  Elastic  Hedia.  Consider  a  plane  transverse  wave 
traversing  an  infinite  elastic  medium  in  the  positive  direction  of  Z. 
Let  the  displacement  of  the  medium  take  place  parallel  to  the  Y 


axis.  Then  at  the  time  t  while  the  disturbance  is  crossing  any 
plane  distant  s  from  the  JfK  plane,  every  point  of  the  medium  in 
this  plane  will  be  shifted  in  the  same  direction  and  through  the 
same  distance,  y,  from  its  equilibrium  position. 

Fig.  145  shows  a  section  parallel  to  the  YZ  plane  of  a  portion 
of  the  medium  in  its  undisturbed  state  AB,  and  in  a  disturbed 
state  A'B'  at  the  time  t  while  a  wave  is  passing.  Every  infini- 
tesimal parallelepiped  with  its  sides  parallel  to  the  coordinate 
planes  which  is  bounded  on  the  sides  parallel  to  XY  by  planes 
distant  z  and  z-\-  ds  from  the  XY  plane  is  shifted  and  sheared 
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precisely  like  the  parallelepiped  aitd,  which  is  shifted  and 
sheared  into  the  parallelq)iped  a'6'c'if. 

Let  the  shear  (equal  to  the  angle  between  ad  and  a'd')  at  the 
plane  z  be  denoted  by  D.    Then 

Z>  -  -  dy/ds  (65) 

the  n^rative  sign  being  chosen  since  I>,  which  is  a  vector  per- 
pendicular to  ad  and  a'd',  is  positive,  as  in  the  case  represented 
in  the  figure,  when  a  right-handed  screw  rotating  from  a6  to  a'^ 
would  move  in  the  positive  direction  of  JC  (up  from  the  plane  of 
the  paper  in  the  figure). 

Let  die  area  of  each  face  of  the  parallelepiped  parallel  to  the 
^y  plane  be  denoted  by  dS;  and  let  the  modulus  of  rigidity,  or 
shear  modulus,  of  the  medium  be  denoted  by  »  —  i/f,  ^  being 
the  shear  permittivity.  Then,  if  E  denotes  the  shearing  stress 
in  the  plane  z, 

£=.  nD=  -  ndyjde=  -  ijcdyjdx  (66) 

The  shearing  force  upon  the  face  aV  is  therefore 


and  that  upon  the  face  b'd'  is 

-  (£  +  dEjdedsyS  -  —ti(D  +  dDjdsdx)dS 

the  force  being  positive  when  directed  in  the  positive  direction  of 

the  Kaxis.     The  total  force  upon  the  parallelepiped  t^b'c'^  is 

therefore  jcij   j  jc- 

—  dEjdsdzdS 

Let  the  density  of  the  medium  be  denoted  by  ft.     Then,  since 
the  volume  of  the  parallelepiped  is  ds  dS,  its  mass  is 

HdzdS 

Let  the  velocity  of  the  parallelepiped  be  denoted  by  I/(po^- 
tive  when  in  the  positive  direction  of  Y).     Then 

ff=  dy/dt  (6;^) 
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Hence,  by  the  second  law  of  motion, 

lidzdSdHldl dEldidtdS 

whence 

tdHldt dEldz  (68) 

By  diflerentiatuig  (66)  with  respect  to  t  we  obtain 

cdEjdl  -dDjdt,.-  djdl  ■  [dyjdi) 

didz  ■  (dyjdt)  -  -  dHldz 


(«9) 


By  differentiating  (69)  with  respect  to  t  and  (68)  with  respect 
to  z  and  combining  the  resulting  equations  we  obtain 

cpd*E\dt^  =  d^Eldz"  (69) 

or  cpd^Dfdt*  =  d^Dldt*  (70) 

By  differentiating  (69)  with  respect  to  s  and  (68)  with  respect 
to  t  and  combining  the  resulting  equations  we  obtain 

citd*H(dt*  =  d^HId^  (71) 

or  cftd*Bjdt*  =  d*Bjd^  (72) 

Equations  (69)-(72)  are  identical  with  equations  (l7)-(20), 
and  show  that  all  the  results  of  §S  ii-ig  apply  also  to  the 
dynamical  waves  here  considered,  the  shear  permittivity  and 
density  of  an  elastic  medium  being  substituted  for  the  electric 
permittivity  and  magnetic  inductivity  of  a  dielectric,  shearing 
stress  and  shear  for  electric  intensity  and  displacement,  and  lin- 
ear velocity  and  momentum  per  unit  volume  for  m^netic  inten- 
sity and  induction. 

By  introducing  internal  friction,  the  analogy  may  be  readily 
extended  to  the  damped  electromagnetic  waves  of  §  16. 

20.  lbs  Streiiei  in  an  Eleotroma^atio  Wave.  Eleotromag:- 
netio  Badiatioii  Preirare.  At  every  point  in  an  electromagnetic 
wave  there  is  a  pressure  normal  to  the  plane  containing  the  elec- 
tric and  magnetic  intensities,  that  is  normal  to  the  wave  front, 
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equal  to  the  sum  of  the  electric  and  magnetic  pressures,  or  the 
sum  of  the  electric  and  magnetic  energy  densities,  at  the  point, 
by  §§40-41,  I.,  and  §  18,  XL     Thus,  if/  denotes  this  pressure, 

f-\cE'  +  ilxfP  (73) 

In  a  single  wave,  or  train  of  waves,  Jr£ '  =  J^/^  at  any  point, 
and,  as  seen  in  all  the  electromagnetic  waves  considered  above, 
the  electric  and  magnetic  intensities  at  any  point  are  perpendicu- 
lar to  one  another.  Hence  the  electric  tension  in  the  direction  of 
the  electric  intensity  is  just  neutralised  by  the  magnetic  pressure 
perpendicular  to  the  magnetic  intensity,  and  the  magnetic  tension 
in  the  direction  of  the  magnetic  intensity  is  just  neutralised  by  the 
electric  pressure  perpendicular  to  the  electric  intensity.  Thus 
the  pressure  /  normal  to  the  plane  of  the  intensities  is  the  total 
(dynamical)  stress  in  the  wave. 

In  wave  systems  in  which  at  any  point  ^cE*  is  not  equal  to 
^fi/P,  as  the  systems  of  §  14,  there  is  in  addition  to  the  normal 
pressure  /,  a  tension  Jcf'  —  ift-IP,  or  a  pressure  J/*//*  —  J<^£*, 
parallel  to  the  electric  intensity,  and  a  tension  J/*//'  —  Jc£*,  or 
a  pressure  ^E'  —  J/*//^,  parallel  to  the  magnetic  intensity. 

If  electromagnetic  waves  in  a  given  dielectric  (1)  are  incident 
normally  upon  the  interface  separating  this  dielectric  from  another 
medium  (2),  at  the  surface  of  which,  or  within  which,  the  inten- 
sities, and  therefore  the  pressures,  are  reduced  to  zero  (by  total 
reflection  from  the  interface,  partial  reflection  and  partial  absorp- 
tion, or  total  absorption),  the  interface  will,  in  accordance  with 
what  precedes,  experience  a  force  directed  toward  medium  (2) 
and  equal  to  /  x  the  area  of  the  interface  exposed  to  the  waves. 
If  the  waves  are  partially  transmitted  th-ough  medium  (2),  emerg- 
ing at  a  second  interface,  the  total  pressure  upon  medium  (2)  in 
the  direction  of  the  propagation  of  the  incident  waves  is  equal  to 
the  difference  between  the  values  of  p  at  the  two  interfaces. 

If  medium  (2)  is  a  perfect  conductor,  the  waves  are  totally  re- 
flected, the  electric  intensity  at  the  interface  is  zero,  and  the  mag- 
netic intensity  at  the  interface  is  twice  the  magnetic  intensity  of 
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the  incident  wave,  that  is,  2H  cos  nt,  if  H  cos  nt  denotes  the 
magnetic  intensity  at  the  interface  of  the  incident  wave.  Thus 
the  radiation  pressure  upon  the  interface  at  the  time  t  is 

/  =  if^2K  cos  ni)*  =  2/iH*  cos'  nt  (74) 

and  the  mean  value  of  the  pressure  during  a  complete  period  is 

(*)  =  2mH'  X  mean  value  of  cos'  «t 

(7S) 
=  2ftB.'  X  mean  value  of  (J  +  J  cos  2ni)  =  /tH* 

If  medium  (2)  is  a  non-conductor  with  infinite  inductivity,  the 
waves  are  totally  reflected,  the  magnetic  intensity  at  the  interface 
is  zero  permanently,  and  the  electric  intensity  there  is  twice  the 
electric  intensity  of  the  incident  wave,  that  is  2E  cos  «/,  if  E  cos  «/ 
denotes  the  electric  intensity  of  the  incident  wave  at  the  inter- 
face.    Thus  the  pressure  upon  the  interface  at  the  time  /  is 

fi'  =  Jir(2E  cos  >itf  =«  2<rE*  cos'  «/  =/  Q6) 

and  the  mean  value  of/'  during  a  complete  period  is 

(/)-c^~(p)  (77) 

If  the  energy  of  the  incident  wave  is  totally  absorbed  by  me- 
dium (2),  there  is  no  reflected  wave,  and  the  pressure  upon  me- 
dium (2)  is 

/'  =  Jc<E  cos  «/)*  -f  i/*{H  cos  nty 

=  J(fE*-f  /tH*)  cos*  ni  =  ifi'  =.\p  ^^  ^ 

The  mean  value  of  the  pressure  during  a  complete  period  is 

(/O-K'S'  +  z^') -«/)-«/)  (;9) 

For  experimental  investigations  confirming  in  a  striking  man- 
ner the  theory  of  radiation  pressure,  developed  independently 
and  in  different  ways  by  Maxwell  and  Bartoli,  see  P.  Lebedew, 
Ann.  der  Physik,  Vol,  6,  p.  433,  1901  ;  and  especially  Nichols 
and  Hull,  Astropkysktd  Journal,  Vol.  17,  p.  315,  1903. 

For  the  theory  of  vibration  pressure  in  general,  see  Lord 
Rayldgh,  Philosophical  Magazine,  Vol,  3,  p.  338,  1902. 
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tance  341 


Magnet  165  ' 

permanent  279 

tonjue  on  383 
Magnelic  Substances  366 

Magnetisation 

intensity  of  376 

measurement  of  367,  369 
intrinsic  37 1 
work  done  in  359 
Magnetism 

quantity  of  268,  278 
remanent  371 
I  residual  371 

!  Magnetometer  2S3 
Magnelometric  method  366 
Magnetomotive  force  273 
I  induced  424 

Mance's  method  of  measuring  the  re«s- 

tance  of  a  generator  226 
Moment 

ofa  doublet  76,  88 
of  a  magnet  283,  285 
j    Motional 

I  electric  intensity  and  e,m.f.  333 

I  magnetic  intensity  and  m.m.f.  428 

I   Mutual  inductance  333,  349 

and  linear  dimensions  of  circuits  349 
and  number  of  turns  348 
comparison  of,  with  :  another  mutual 
inductance  401,  403;  a  capacity 
409  ;  an  inductance  410  ;  a  resis- 
tance 341,  400 

Neutral  temperature  253 
Non-inductive  circuit  374 

Ohm's  law 

for  a  homogeneous  conductor  203, 

for  a  steady  current  219 
for  variable  Currents  374-379>  383- 
394-396 
I  general  forms  of  217,  318 

Oscillatory  discharge  379 

I    Furallel  cylinders 

i  electric  field  of  83 
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Fainltel  cylinders 

magnetic  iield  of  306 
pBramagDetic  substaoce*  366 
Pellier  effect  346 
Penn«abi1ily  365 
Fermcftnce  375 
Fenni  nance  18 
Perniiltivily  8 

Pcnniltivilics,  comparison  of  193 
Piezoelectric  crysUls  188 
Phase  difference  381,  383 
Plane 

infinite  charged  69 

in  presence  of  a  concentrated  charge 
It6 
Planes 

intersecting  at  various  angles  107 

magnetic  field  between  parallel  3" 
Poisaon,  equation  of  25 
Poles 

electric  144 

magnetic  166,  181  (resultant) 
Pole  strength 

electric  144 

ma^elic  a6S,  178 
Potential 

electric   16,  61,  I47 

magnetic  373,  278 
Potential  difference 

electric  14 

magnetic  273 

single  263 
Poynting'a  theorem  433-44^.  4S8,  4S9. 
46a,  4(16 

electric  32,  35 
magnetic  374 

electromagnetic  (radiation)  471 
Pyroelectric  crystals  187 

Radiation,  electric  448 
Radiator,  electric  449 
Ratio 

dissociation  338 

Hittorf's  235 

of  ES  and  EM  units  410 

of  transfonnalioo  398,  399 


EX.  479 

Reactance,  383 
Re&action 

of  lines  of  electric  displacement  140 

of  lines  of  magnetic  induction  376 

of  stream -lines  308 
Reluctance  375 
Remanent  magnetism  371 
Residual 

charge  176 

magnetism  371 
Resistance  303,  Z13 

absolute  determination  of  313,  341, 
401  {see  also  compar"         ~ 


to  alternating 
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comparison  of,  with  :  another  resis- 
tance 2z6,  227,  403,  404  i  a  ca- 
pacit]'  329,   411  ;  an  inductance 
413  ;  a  mutual  inductance  400 
of  conductors  in  multiple  Z03 
of  conductors  in  series  204 
of  various  conductors  209 
specific  305 

temperature  coefficient  343 
Resslivity  305 
Resonance,  384 
Resonator  451 
Retentiveness37i 

Screens,  electric  4,  164,  166 

Seebeck  effect  246 

Self  induction  {see  induetaitct) 

Single  potential  difference  Z63 

Solenoid 

circular  316 
infinite  309 

inductance  and  energy  of  field  of  3J1 
Solenoidal  electrisation  146 
Specific 

heat  of  electricity  348 
inductive  capacity  193 
resistaoce  205 
Sphere 

conducting 

isolated  59 

in     presence    of    concentrgtet: 

charge  96,  98,  116 
in  uniform  field  lOO 
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Spher 


insulating,  In  unilbnn  field  158 


Its 


intersecting  at  right  aoglel  117 
Spherical 

condenser  (see  cDHdenstr) 

eleclret  {see  ihctrili) 

shell  (dielectric)  in  unilbnn  lield  164 
Spheroid,  isolated  90 


Strea 


I  and  stream- lubes  K 


Strength  of  a  tube  of  inductkm 

magnetic  Z71 
Susceptibility 

electric  145 

magnetic  177 
Systems,  electric*! 

with  inductance  and   capacity  373, 
39" 

with  mutual  inductance  393,  396 

of  insulated  conductors  44-55 

Tenuon 

electric  32-35 

magiietic  374 
Tbennal  effect,  reverable,  in  dielectrics 

168 
Theiinale.m.f.s346 
Thennocouple  346 
Thennoelectric 

diagram  356,  360 

line  253 


power  350 
Thermoelement  346 
Thomson  effect  147 
TiTOra„„m375,  376 
Toroid,  field  and  inductance  ot  313,  354 
Transfoiroer  393 
Tubes  of  intensity,  etc 

electric  14 

magnetic  371 

Units 

electromsgnetic  systems  390,  416 
electroslalic  systems  290,  4(5 

ratio  of  E5  and  EM  430 
Ubleof4l9 

Vector  product  3S7 

VibralcHT  449 

Voltage  14 

Voltages,  superposition  of  37,  J17 

Voltaic  cell,  reversible 
Hux  of  energy  in  444 
von  HelrohoU's  theory  of  261 

Waies,  electric  448 

along  wires  468 

in  non-conducting  dielectric  453,  458 

in  conducting  media  463 

reflection  of  460 

standing  460-462 

stresses  in  471 
Wbcalstone's  bridge  333 
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ELEMENTS  OF  PHYSICS 

FOR   USE   IN    HIGH   SCHOOLS 

BV 

HENRY  CRET.  PhJX 

Professor  of  Pkysics  in  Northwestern  University 

iimo,    Clotb.    zIt  -r  347  pp.    Prlca,  li.io. 

The  ireatment  difTers  from  other  elementary  books  on  the  same  subject 
in  that  it  is  more  consecutive.  The  aim  has  been  to  build  upon  the  average 
experience  of  a  student,  and  to  unify  the  discussions  of  Mechanics,  Sound, 
Heat,  Light,  and  Electricity  in  such  a  way  that  even  the  beginner  does  not 
feel,  in  passing  from  one  to  the  other,  that  he  is  undertaking  a  totally  new 
study.  By  this  plan  it  is  hoped  that  the  high-school  student  will  obtain  the 
soundest  and  most  economicai  training,  whether  for  the  sake  of  liberal  cul- 
ture or  for  later  use  in  college  work,  engineering,  or  medicine.  The  treat- 
ment is  at  every  point  experimental  and  quantitative. 

TABLE  OF  CONTENTS 

IXTRODUCTORV 

Chapter  I.  — Motion,  Chapter  U.  — Simple  Harmonic  Motion.  Chap- 
ter HI.  — General  Properties  of  Matter.  Chapter  IV.  —  Special  Properties 
of  Matter.  Chapter  V.  —Waves.  Chapter  VI.  —  Sound.  Chapter  VII.  — 
Heat.  Chapter VIII.  —  Magnetism.  Chapter  IX.  —  Electrostatics.  Chap- 
ter X.— Electric  Currents.    Chapter  XI. —  Light.    Appendix  to  Chapter  IV. 


COMMENT 
"  It  seems  to  me  that  heretofore  new  text-books  on  elementary  physics 
and  new  editions  of  old  ones  (with  some  few  exceptions),  have  been  new 
merely  in  that  diey  appeared  in  new  covers  and  had  been  filled  out  a  little 
by  the  incorporation  of  a  few  new  and  remarkable  discoveries.  Professor 
Crew  has  written  a  new  book  from  beginning  to  end,  and  I  doubt  if  his 
method  of  treating  the  subject  could  be  improved  upon." 

— Professor  R.  W.  Wood,  University  of  WiseoHsiu. 
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OUTUNES  OF  PHYSICS 

AN   ELEMENTARY  TEXT-BOOK 

EDWARD   L.   NICHOLS 

Profisior  of  Physics  in  Cornell  UntversUy 

UBW.    C3otk.    zl  +  4sapp.    PiIm,  li^ 
QoMtiau  to  wm*.  ptc*  to  CMti 

In  this  volume  the  author  has  outlined  a  short  course  in  physics  wbkh 
should  be  a  fair  equivalent  for  the  year  of  advanced  mathematics  now 
required  for  entrance  to  many  colleges.  The  subject  is  divided  into  five 
parts  as  follows  ; 

Part     I.  —  Mechanics. 

Part    IL  — Heat. 

Part  111.  — Electricity  and  Magnetism, 

Part  IV. —Sound. 

Part    v.  — Light. 

Appendices. 
A  combined  class-book  and  Moratory  manual  which  is  logical  in  arrange- 
men/  and  clear  in  its  statement  of  principlet  and  descriptions  of  experiments. 

COMMENTS 

"Nichols's  'Outlines  of  Physics'  is  'Cok  first  satisfactory  elementary 
physics  I  have  ever  seen,  after  searching  seven  years  for  one.  We  shall 
use  it  next  year." 

—  Professor  James  Bvrnie  Shaw,  Illinois  College,  facksonville.  III. 


e  clearness  and  simplicity  of  explanation  in  the  text ;  all 
useless  details  are  omitted  and  the  author  aims  at  his  point  at  once,  so  that 
one  cannot  help  reading  I'^cof  instead  of  words.  Another  plan,  which  seems 
to  me  to  be  an  excellent  one,  is  the  placing  of  the  descriptive  text  before 
the  experiment  to  be  performed,  so  that  the  experiments  serve  to  verify  the 
author's  statements.  .  .  .  Good  judgment  is  shown  in  selecting  simple 
apparatus  for  performing  the  experiments.  As  an  all-around  up-to-date 
book  it  is  the  best  I  have  ever  seen." 

—  R.  Wesley  Burnham,  High  School,  Gloucester,  Mass. 
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BUHOENTARY  XESSONS  IN  EL^CTEOCITY 

AND  Magnetism 

B}r'PTDf|»Mr  SILVANUS.  THOMPSON 

I  :  npnntcd  iBa>  (a],  iBS),  lit^,  lUi.  iK6,  lUj,  iSSj,  1890  I 
Second  EdltloD,  Jinuuy,  189s :  nprinted  NnvEiDba,  i8^. ' 

^ew  Edition  Rtvised  Throughout  with  Additions. 

STf.    CtoOu    XT  +  t34n'    PtlM,tl-4P   ' 

"From  bepnnJDg  to  end  the  sabjects  ire  judidously  chosen,  admirably  dealt  with, 
and  Ic^cally  uronged,  foiroiDg  as  a  whole  wb^t  is  unquestioDably'the  standanl  ele- 
mentary text-book  of  the  day.  We  do  ooE  say  it  is  the  best  1  we  go  further,  aod  say 
it  is  the  only  book  we  can  honestly  recommend  to  the  junior  student." 

Nature  —  "Whoso  seeks  a  class-book  on  electridty  and  magnetism,  containing 
^  elementaiy  exposition  or  recent  wwk,  will  find  their  waot  aupplicd-  by  Professor 
Thompson's  lessons."  -   - 

A  PARTIAL   LIST  OF  ADOPTIONS 

University  of  Calilbrnia.  'Commercial  School,  Buffalo,  N.  Y. 

Washington,  D.  C  Board  of  Education,  N.  V.  City. 

Athens,  Ga.  Horace  Mann  School,  N.  V.  City. 

University  of  Illinois.  V.  M.  C.  A.,  New  York  City. 
Kose  Polytechnic  loslitate,  Terre  Haate,    Rochester,  N.  Y. 

Ind.  Utica,  N.  Y. 

University  of  Indiana.  Clarkson  Memorial  School,  Potsdam,  N.Y. 

Purdue  University.  Rensselaer    Folytechnio    Institute,     Troy, 

Iowa  City,  la.  N.  Y. 

University  of  Kansas,  Lawrance.  Trinity  College,  Durham,  N.  C. 

Baldwin,  Kas.  Ratdgfa,  N.  C. 

Center  College,  Danville,  Ky.  Ohio  Wesleyan  University,   Delaware,  O. 

Lexington,  Ky.  Pninsytvania  Military  Academy,  Chester, 

Baltimore,  Md.  '  Pa. 

Harvard  College,  Cambridge,  Mass.  Temple  College,  Philadelphia. 

University  of  Michigan.  Erie,  Pa.     , 

Rolla,  Mo.  Pittsburgh,  Pa. 

Stevens  School,  Hobokeo,  N.  J.  Clenuon  College,  5.  C. 

Y.  M.  C  A.,  Brooklyn,  N.  Y.  Clarksville,  Tenn. 
Mamial  Training  High  School,  Brooklyn.      University  of  West  Virginia. 

Boys'  High  School.  Brooklyn.  V.  M.  C.  A.,  Richmond,  Va. 
Pratt  Institute,  Brooklyn. 
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A  Laboratory  Manual  of  physbgs 
AND  Applied  Electricity 


EDWARD   l»  NICHOLB,  B.S^  Pk.D. 

J'm/aier  ef  PkytUt  in  C»rtuB  iMtnrtity 
or  TWO  VOLUMES 

VoL  L  JUNIOR  COURSE  IN  GENERAL  PHYSICS 

ERNEST    HERRITT  and  FREDERICK  J.   ROGERS 
CMk.    «3^ 

Vol  n.  SENIOR  COURSES  AND  OUTLINE  OF 
advanced  WORK 

GEORGE   S.   MOLER,  FREDERICK   BEDELX,  HOMER  J.  HOTCHKISS, 

CHARLES   P.   MATTHEWS,    AND  THE   EDITOR 

CMk.    Pp.444.    »S.a5    ' 

"  The  work  as  a  whole  cannot  be  too  highly  coounended.  Its  brief  oatlines  of  the 
Tarioui  experiments  are  tctt  satisbutotr  ;  its  descriptjons  of  apparatiu  ore  excelleDt ; 
Its  nameroDi  soggestions  arc  calculated  to  develop  the  tbinldng  and  reasraiing  powers 
of  (be  student  The  diagrams  are  carefully  prepued,  and  its  Sequent  dtatioiu  of 
original  sources  of  information  are  of  the  greatest  Yniae." ^Slrtel  Raihiii^  Journal. 

"The  work  is  clearly  and  concisely  written,  Hie  bet  that  it  is  edited  by  Professor 
Nichols  being  a  sufficient  guuantee  of  merit." — EUctriial  Engineering. 


The  Elements  of  Physics 

Bjr  EDWARD   L.  HICHOL8,   B.8.,  PbJ>. 
Profetser  ef  Pkyaa  in  CvmtU  IMivertity 

WILLIAM   8.  FRANKLIN,  M.S. 

Professor  of  Physics  and  EUctriaU  Engineering  at  the  Lehigh  University 
Complete  in  Three  Volumes.  I     Vol.     I.     Xedunlca  and  He&L 

Vol.  n.,  $1-90  net  \  n.    Electricity  and  " 

Voli.  I.  and  ni.,  eKb  $1.30  tut.    \  III.    Soniid  and  Light. 

The  Elements  or  Physics  is  a  book  which  has  been  written  for  use  in  tuch  intdtn- 
tions  as  give  their  undergraduates  a  reasonably  good  matheniBtical  training.  It  is 
intended  Tor  teachers  who  desire  to  treat  their  subject  as  an  exact  science,  and  who 
are  prepared  to  supplement  [he  brief  subject-matter  of  the  text  by  demonstration, 
illustratioD,  and  discussiOD  drawn  from  die  fund  of  their  own  knowledge. 


THE   MACMILLAN    COMPANY 

66   FIFTH   AVENUE,   NEW   YORK 


,1.0,  Google 


